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PREFACE  TO  SECOND  EDITION 


The  universal  recognition  of  the  utility  of  this  work,  not 
only  by  Medical  OflBcers  of  Health,  for  whose  assistance 
it  was  written,  but  also  amongst  that  portion  of  the 
public  which  is  interested  in  the  promotion  of  Sanitary 
Science,  has  rendered  the  preparation  of  a  new  Edition 
needfuL 

My  retirement  from  the  public  health  service,  in  conse- 
quence of  an  inability  to  sacrifice  principle  to  expedi- 
ency, is  not  in  one  sense,  perhaps,  to  be  regretted,  since 
the  enforced  leisure  has  afforded  me  the  opportunity  of 
studying  those  Biological  Methods  for  the  examination 
of  Water  and  Air  that  have  been  introduced  of  late 
years,  and  which  are  considered  by  our  German  and 
French  confreres  to  be  as  important  as  their  chemical 
analysis.  Great  improvements  have  also  been  recently 
effected  in  the  examination  of  Milk. 

My  thanks  are  due  to  those  health  officers  who  have. 
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PKEFACE   TO    SECOND    EDITION 


in  response  to  my  invitation,  sent  me  memoranda  for  the 
improvement  of  this  Handbook. 

To  Drs.  Shea,  Ashby,  P.  Frankland,  J.  W.  Moore, 
Bond,  Mill,  and  to  the  late  Prof.  Eipley  Nichols,  I  am 
especially  indebted  for  much  valuable  information. 

C.  B.  F. 


ILFRACOMBE,  DEVONSHIRE,  September  1886. 
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PREFACE  TO  FIRST  EDITION 


The  demand  for  a  third  edition  of  my  brochure  on 
"  Water  Analysis/*  affords  me  an  opportunity  of  offering 
to  the  public  the  results  of  an  increased  and  more 
extended  experience.  The  additions  are  so  great  as  to 
compel  me  to  re-write  nearly  all  that  I  have  previously 
published  on  the  subject 

The  many  kind  appreciative  comments  that  have  been 
made  on  it  by  the  scientific  world,  and  especially  by  that 
section  of  it  that  is  engaged  in  the  public  health  service 
of  the  country,  coupled  with  the  suggestions  of  friends, 
have  led  me  to  incorporate  with  my  essay  on  "Water 
Analysis  "  sections  on  "  Examinations  of  Air  and  Food." 

I  trust  that  none  of  my  readers  will  imagine  that  I 
have  the  presumption  to  place  myself  forward  as  a  teacher 
of  the  Medical  Officers  of  Health  of  the  country.  I  wish 
rather  to  offer  suggestions  and  hints,  that,  I  am  sure,  will 
be  helpful  to  those  who  have  not  plodded  as  I  have,  along 
long,  tedious,  and  tortuous  paths  for  many  years,  at  the 
sacrifice  of  much  time  and  labour,  because  I  could  not 
find  a  short  cut  It  does  not  follow  that  because  there 
is  "  no  royal  road  to  learning,"  that  the  road  which  we 
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have  to  traverse  should  be  beset  with  all  kinds  of  un- 
necessary obstacles  and  difficulties. 

The  objects  which  I  have  kept  steadily  in  view  in 
writing  the  following  pages  have  been : — 

1.  To  avoid  a  consideration  of  these  three  subjects 
solely  after  the  manner  of  an  analyst  who  mechanically 
deals  with  chemical  operations  and  arithmetical  calcula- 
tions, but  to  treat  them  as  a  physician  who  studies  them 
in  connection  with  health  and  disease. 

2.  To  render  such  details  respecting  examinations 
of  water,  air,  and  food,  as  fall  within  the  province  of  the 
Medical  Officer  of  Health,  so  free  from  technicalities  and 
all  cloudy  and  chaotic  surroundings,  as  to  enable  any 
one  who  possesses  the  average  chemical  knowledge  of  a 
physician  to  teach  himself  by  the  aid  of  this  vade  mecum 
of  the  health  officer. 

Some  of  the  information  contained  in  this  book 
treating  of  the  examination  of  water  and  milk,  may  also 
be  foimd  in  other  analytical  works,  amongst  which  may 
be  mentioned  Mr.  Wanklyn's  "Water  Analysis"  and 
"  Milk  Analysis." 

It  affords  me  much  pleasure  to  acknowledge  with 
gratitude  the  assistance  rendered  to  me  by  scientific 
men  throughout  the  country,  amongst  whom  may  be 
mentioned  Drs.  Attfield,  Barlett,  Brown,  Cameron,  F.  de 
Chaumont,  Hill,  Shea,  Thome,  Tidy,  and  Messrs.  Dixon, 
Slater,  Thomas,  etc. 

Chxucbfobd,  May  1878. 
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INTRODUCTORY  OBSERVATIONS 


The  elementary  principles  on  which  the  greater  part  of 
the  work  of  the  Medical  Officer  of  Health  is  based,  may 
be  truly  said  to  be  the  prevention  of  the  pollution  of 
Water  and  of  Air  with  filth  and  its  products,  and  the 
prevention  of  the  consumption  of  articles  of  Food  deleteri- 
ous to  health. 

Pure  Water,  pure  Air,  and  good,  wholesome,  unadul- 
terated Food  constitute  the  pillsu^  which  form  the  tripod 
on  which  rests  the  "  mens  sana  in  corpore  sano." 

My  ideal  of  a  Medical  Officer  of  Health  is  that  of  a 
physician  who  is  thoroughly  conversant  with  every  ques- 
tion afiFecting  Public  Health,  and  who  is  able  to  analyze 
quantitatively  water,  air,  and  food ;  and  is  so  well  versed 
in  analytical  work  as  to  be  able  to  take  his  oath  in  a 
court  of  justice  respecting  any  matter  requiring  the 
assistance  of  a  scientific  expert  in  state  medicine.  Such 
a  man  should  be  debarred  from  private  practice,  and 
placed  over  a  large  area  with  definite  boundaries,  such  as 
a  county  or  riding.  His  appointment  should  be  perma- 
nent, so  that  he  may  fearlessly  and  conscientiously  per- 
form his  duty.  Every  medical  practitioner  in  his  district 
should  act  towards  him  in  the  capacity  of  an  assistant. 
The  Medical  Officer  of  Health  should  in  fact  be  the  Head 
Centre  of  all  Public  Health  affairs  in  each  county. 
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I  2  INTEODUCTORY  OBSEBTATIONS 

First,  as  to  Water. — The  examination  of  drinking 
waters  forms  a  very  important  portion  of  the  duty  of 
those  who  engage  in  a  crusade  against  preventable  disease. 
A  health  officer  should  not  only  be  prepared  to  answer 
such  a  question  as,  "  Does  a  water  contain  a  deleterioua 
amount  of  organic  matter?"  but  should  be  able  to  reply 
to  such  interrogations  as,  "  Is  this  water  wholesome  and 
good?"  "Which  of  several  specified  wells  furnishes  the 
purest  water  ?"  eta 

Some  are  disposed  to  think  that  it  is  unadvisable  for 
a  Medical  Officer  of  Health  to  analyze  water.  The  list 
of  his  duties,  as  laid  down  by  the  Local  Government 
Board,  certainly  contains  no  order  that  he  should  act  as 
a  water  analyst  The  latest  Adulteration  Acts  (Food  and 
Drugs  Act  of  1875,  and  the  Amended  Act  of  1879) 
expressly  excludes  water  &om  its  provisions.  Few,  I 
should  presume,  would  hold  that  water  is  not  in  some 
sense  a  food  (much  more  so  than  either  mustard  or 
pickles) ;  and  that,  having  regard  to  the  derivation  of  the 
word  "adulterate,"  the  sewage  and  water  supplied  by 
some  wells  could  not  strictly  be  considered  to  be  "a 
change  to  another  "  (the  exact  meaning  of  the  word)  of  an 
article  of  daily  consumption,  of  a  very  serious  character. 

A  Medical  Of&cer  of  Health  who  can  promptly  give 
an  authoritative  opinion  as  to  the  quality  of  a  water  is 
much  more  helpful  to  the  Sanitary  Authorities  with  which 
he  may  be  connected,  than  one  who  is  unable  so  to  da 
Continually  cases  arise,  in  the  working  of  a  large  district^ 
where  a  Sanitary  Authority  requires  an  immediate  deci- 
sion aa  to  the  quality  of  a  water,  in  order  that  steps  may 
be  taken  with  the  least  possible  delay  in  the  prevention 
of  the  extension  of  a  disease.  If,  as  is  customary  in  some 
places,  samples  of  water  are  sent  to  professional  analysts 
living  at  a  distance,  great  loss  of  time  is  generally  experi- 
enced, and  the  analyses  of  waters  yield  illusory  results 
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in  cousequence  of  being  examined  in  a  stale  instead  of  in 
a  fresh  condition.  I  have  often  known  a  month  or  more 
to  elapse  before  the  report  is  received,  when,  frequently, 
the  opportunity  for  acting  on  the  opinion  expressed  has 
passed  away.  Moreover,  a  Medical  Officer  of  Health 
requires,  for  his  own  guidance  in  tracing  out  the  causes 
of  diseases,  and  in  taldng  measures  to  stop  their  spread, 
to  ascertain  expeditiously  and  with  precision  the  state  of 
waters. 

Secondly,  as  to  Air. — ^What  can  be  more  important 
than  the  establishment  of  some  rules  of  practice  as  to  the 
purity  of  the  air  of  our  houses  and  public  buildings  ? 
There  can  be  no  question  but  that  there  is  a  distinct 
causative  relation  between  consumption  and  re-breathed 
air,  between  the  condition  of  the  air  in  unventilated  and 
crowded  dwellings  and  the  prevalence  of  lung  affections. 
An  enormous  field  is  afforded  to  the  health  officer  in  the 
study  of  the  subject  of  the  defilement  of  the  air  by 
metallic,  mineral,  and  other  visible  impurities,  with  a  view 
to  the  discovery  of  some  means  whereby  the  condition 
of  those  classes  who  have  to  earn  their  daily  bread  by 
working  at  such  unwholesome  avocations  as  button 
manufacture,  stone  masonry,  the  cotton,  wool,  and  silk 
industries,  etc.,  may  be  ameliorated. 

Thirdly,  as  to  Food. — The  attention  of  the  Medical 
Officer  of  Health  should  imdoubtedly  be  restricted  in  his 
analytical  examinations  to  the  necessaries  of  life,  and  to 
those  substances  that  are  apt  to  be  injurious  in  them- 
selves, or  are  liable  to  be  adulterated  with  substances 
deleterious  to  health.  Professional  analysts,  distinct 
from  Medical  Officers  of  Health,  there  always  must  be. 
On  these  officials  devolves  the  duty  of  analysing  foods, 
etc.,  which  contain  fraudulent  but  harmless  admixtures, 
such,  for  example,  as  the  compound  of  mustard,  and  of 
oocoa,  with  starch — an  innocuous  diluent,  the  mixture 
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of  sardines  and  sprats  with  anchovies,  and  of  salt  with 
gelatine  to  increase  its  weight  in  the  scales,  etc. 

The  duties  of  the  Medical  OflScer  of  Health,  as  laid 
down  by  the  Legislature,  all  rest  on  the  assumption  that 
he  is  the  judge  on  ail  subjects  relating  to  public  health  It 
is  of  course  difficult  to  draw  a  hard  and  fast  line  in  this 
matter,  as  in  every  other  in  this  world. 

"  1st  Duty, — He  shall  inform  himself,  as  far  as  prac- 
ticable, respecting  all  influences  afifecting  or  threatening 
to  affect  injuriously  the  public  health  within  the  district. 

"  2d  Duty, — He  shall  inquire  into,  and  ascertain  by 
such  means  as  are  at  his  disposal,  the  causes,  origin,  and 
distribution  of  diseases  within  the  district,  and  ascertain 
to  what  extent  the  same  have  depended  on  conditions 
capable  of  removal  or  mitigation. 

"  3rf  Duty, — He  shall,  by  inspection  of  the  district, 
both  systematically  at  certain  periods,  and  at  intervals  as 
occasion  may  require,  keep  himself  informed  of  the  con- 
ditions injurious  to  health  existing  therein. 

"  %th  DiUy, — In  any  case  in  which  it  may  appear  to 
him  to  be  necessary  or  advisable,  or  in  which  he  shall  be 
so  directed  by  the  Sanitary  Authority,  he  shall  himself 
inspect  and  examine  any  animal,  carcase,  meat,  poultry, 
game,  flesh,  fish,  fruit,  vegetables,  com,  bread,  or  flour, 
exposed  for  sale,  or  deposited  for  the  purpose  of  sale,  or 
of  preparation  for  sale,  and  intended  for  the  food  of  man, 
which  is  deemed  to  be  diseased,  or  unsound,  or  unwhole- 
some, or  unfit  for  the  food  of  man ;  and  if  he  finds  that 
such  animal  or  article  is  diseased,  or  unsound,  or  unwhole- 
some, or  unfit  for  the  food  of  man,  he  shall  give  such 
directions  as  may  be  necessary  for  causing  the  same  to  be 
seized,  taken,  and  carried  away,  in  order  to  be  dealt  with 
by  a  justice,  according  to  the  provisions  of  the  statutes 
applicable  to  the  case." 

The  First  Duty  alone  is   comprehensive  enough  to 
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include  the  consideration  of  each  of  the  three  subjects 
treated  of  in  the  following  pages,  and  even  more.  As 
Medical  OflScers  of  Health  are  often  at  present  inundated 
with  analytical  work  by  those  who  are  simply  curious  as 
to  whether  their  drinking  water  is  or  is  not  good,  or  as 
to  the  reason  why  it  does  not  make  good  tea,  or  as  to 
why  their  sugar  turns  their  tea  of  a  black  colour,  or  as 
to  whether  their  wall-papers  contain  arsenic,  or  as  to 
why  their  brandy  and  water  assumes  sometimes  an  inky 
hue,  it  is  a  great  protection  to  the  Medical  Officer  of 
Health  if  he  refers  all  applicants  to  the  Sanitary  Author- 
ity of  the  district  for  an  order,  with  the  previous  under- 
standing, arrived  at  with  the  Sanitary  Authority,  that  it 
will  not  give  him  any  instructions  to  analyze  at  the 
public  expense,  unless  evidence  is  placed  before  it  of  a 
nature  calculated  to  show  that  the  substance  respecting 
which  the  request  is  made  has  been  or  is  likely  to  be 
deleterious  to  health,  and  that  the  applicant  cannot  afford 
to  pay  for  the  analysis  out  of  his  or  her  own  pocket 

As  all  chemical  examinations  to  be  exact  must  be 
quantitative,  and  as  all  inaccurate  examinations  are  of 
little  worth,  and  as,  moreover,  the  quantitative  analysis 
of  a  substance  is  not  laid  down  as  one  of  the  duties  of  a 
Medical  Officer  of  Health  by  the  Government,  it  follows  as 
a  matter  of  logical  sequence,  that  all  quantitative  analy- 
tical work  conducted  for  a  Sanitary  Authority  and  for  the 
public  should  be  paid  for.  Work  performed  gratuitously 
is  rarely  valued. 

The  progress  of  a  knowledge  of  Preventive  Medicine 
is  exceedingly  slow.  The  Medical  Officer  of  Health,  who 
is  the  schoolmaster  of  his  district  as  to  sanitary  matters, 
must  necessarily  find  his  work  of  a  very  uphill  character. 
He  is  continually  regarded  as  an  irreverent  individual,  who 
is  wicked  enough  to  interfere  with  the  purposes  and 
designs  of  the  Almighty.    Thousands  are  still  to  be  found 
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who  beHeve  that  if  a  water  is  bright  and  clear,  and  not 
unpleasant  to  the  taste,  it  must  be  good;  whilst  it  has 
been  proved,  over  and  over  again,  that  such  a  water  may 
be  polluted  with  unspeakable  filth,  and  that  an  excessive 
brilliancy  of  a  water  is  a  suspicious  sign. 

There  can  be  no  question,  however,  but  that  the  ele- 
ments of  sanitary  science  are  slowly  and  surely  influ- 
encing the  people  of  this  and  of  other  countries  for  good. 
Such  cases  as  that  of  the  servant  who,  coming  from  an 
obscure  village  near  the  Dartmoor,  objected  to  the  pure 
water  of  a  distant  town  where  she  was  in  service,  on  the 
ground  of  its  being  devoid  of  either  taste  or  smell,  are 
becoming  rara 
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CHAPTER   I 

THE    WHOLBSOMEXESS    OF   A   WATER 

PuBE  spring  waters,  devoid  of  all  metallic  impurities,  are 
undoubtedly  the  most  wholesome  waters  for  drinking 
purposes.  Pure  shallow  and  artesian  well  waters  occupy 
a  second  place.  The  saline  waters  furnished  br  some 
artesian  weUs,  and  the  rain  that  descends  in  the  country 
far  away  from  towns  and  dties,  occupy  jointly  a  third 
position  in  order  of  merit ;  and  lastly  come  the  waters 
of  streams  and  rivulets,  the  majority  of  which  contain 
more  or  less  filth,  and  in  times  of  heavy  rains;  soil  and 
mineral  debris  of  every  description.  All  will  readily 
understand  the  reason  'that  spring  water  should  be  placed 
first,  and  river  water  last  in  the  order  of  wholesomeness, 
but  the  motive  for  assigning  to  highly  saline  artesian 
well  water  and  rain  water  a  situation  inferior  to  both 
spring,  shallow  and  deep  well  waters  is  perhaps  not  so 
obvious.  Artesian  well  waters  frequently  contain  an 
excess  of  saline  matters  (vide  page  127).  Sain  water 
possesses  an  infinitesimal  amount  of  saline  substances,  and 
is  almost  entirely  devoid  of  lime — a  substance  which 
is  so  important  in  building  up  the  bony  tissues  of  young 
animals.  I  am  aware  that  some  few  eminent  men  think 
that  young  creatures  solely  derive  the  lime  which  they 
require  from  their  food^  (vicU,  for  example,  the  eWdencc 

^  One  ponnd  of  flonr  contains  only  1^  grain  of  lime,  and  that  in  a 
fonn  whicli  is  associated  with  the  more  insoluble  part  of  the  grain. 
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of  Dr.  Lyon  Playfair  in  the  Sixth  Report  of  the  Rivers 
Pollution  Commissioners,  page  189).  Those  who  entertain 
this  view  consider,  I  believe,  that  water  simply  acts  as  a 
diluent  or  solvent  in  nutrition.  I  have  no  room  here  to 
combat  this  opinion,  but  can  simply  give  it  as  my  own 
that  the  young  animal  supplies  the  wants  of  its  system 
for  lime  from  every  available  source.  Many  towns  in 
England  and  Scotland  are  supplied  by  waters  collected 
from  the  surface  of  uncultivated  land  in  lakes  and 
reservoirs.  These  "upland  surface  waters"  are  often 
insufficiently  aerated,  and  contain  an  excess  of  peaty  and 
other  vegetable  matter  wliich  renders  them  unpalatable, 
and  sometimes  gives  them  a  slightly  bitter  taste.  In 
consequence  of  their  softness,  however,  they  are  very 
useful  for  domestic  and  manufacturing  purposes. 

It  is  almost  impossible  to  define  a  wholesome  water ; 
but  here  are  two  examples  of  most  wholesome  spring 
waters : — 


i 


Name  and  Description  of 
the  Sample  of  Water. 

Grains  per  Gallon. 

Fart  ])er  Million 

=  Milligramme 

IKjr  Litre. 

Total 

Hard- 

ness. 

• 

Spring  Bopplvinff  vil- 
lage or  Woodham 
Walter,  Esiez 

• 
1 

1 
Chlorine. 

M 
5| 

£  «-•  c  u 

Free 
Ammonia. 

■ 

111 

21- 

2-4  i    -02 

nil. 

•00 

•01 

6 

Spring    near    Drew- 
•taignton,      Dart- 

moor, DoTon 

14- 

1-6  ,    -03 

nil. 

•02 

•01 

8 

JUL---lfonBUU  iB  either 

1 

^  It  may  be  useful  to  give  examples  of  the  composition 
\  of  good  shallow  well  and  good  artesian  well  waters  and 
rain  water : — 
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Name  and  Description  of 
the  Sample  of  vrater. 

Grains  per  Gallon. 

Part  per  Million 

= Milligramme 

per  Litre. 

Total 
Hard- 
ness. 

Good     shallow    well 

• 
OS 

1 

a 

i 
6 

Oxygen 
absorbed. 

Nitrogen 

18  Nitrates 

and 

Nitrites. 

Free 
Ammonia. 

Albumi- 
noid 
Ammonia. 

1 

water.      Depth  25 

feet 

80- 

7- 

•01 

•2 

•01 

•05 

13 

Good    Artesian    well 

water.     Depth  300 

feet 

85-4 

271 

•02 

nil. 

•74 

•03 

5 

Good    Artesian    well 

water.     Depth  175 

feet 

106-4 

877 

•04 

nil. 

•01 

•02 

94 

Pure  raiin  water  col- 

lected     in      open 

country 

1- 

•6 

•01 

nil. 

•45 

■08 

•7 

Shallow 
well  water. 

Artesian 
well  water. 


Rain  water. 


In  forming  an  opinion  as  to  the  quality  of  a  water 
for  sanitary  purposes,  the  old-fashioned  plan  of  carefully 
estimating  the  number  of  grains  per  gallon  of  each  saline 
constituent,  often  8  or  10,  and  at  times  as  many  as  18  or 
19  in  number,  is  perfectly  unnecessary.  Of  what  im- 
portance is  it  to  ascertain  the  exact  fraction  of  a  grain  of 
silica  or  alumina  which  a  water  may  contain,  or  whether 
it  does  or  does  not  possess  a  trace  of  fluorine  ?  It  is  of 
not  the  slightest  practical  moment  as  to  whether  our 
drinking  water  contains  3  or  6  grains  of  carbonate  of 
lime  per  gallon,  or  whether  1  or  5  grains  of  chloride  of 
sodium  are  dissolved  in  the  same  quantity,  provided  it  is 
pure.  In  the  case  of  mineral  waters,  and  of  waters  pro- 
posed to  be  used  for  brewing  and  other  commercial  pur- 
poses, a  detailed  analysis,  containing  the  exact  amount  of 
every  salt,  may  sometimes  be  required. 

Equally  useless  for  all  sanitary  work  is  the  estimation 
of  the  number  in  cubic  inches  of  the  nitrogen,  oxygen, 
and  carbonic  acid  gases  evolved  on  boiling  a  water,  and 
the  determination  of  the  temperature  of  a  water. 

In  forming  a  judgment  as  to  the  character  of 
a   water,    it   is    desirable  for    the    Medical    Officer    ^^^ 
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Date  on 
which  an 
opinion 
should  be 
based. 


Health   to   ascertain     some    or    all    of    the    following 
particulars : — 

(a)   The  amount  and  nature  of  the  organic  matter, 

whether  animal  or  vegetable. 
(6)  The  existence  or  not  of  the  products  of  the  oxida- 
tion of  organic  matter,  such  as  the  nitrates  and 
nitrites,  and  in  certain  cases  the  quantity  of 
these  salts. 

(c)  The  amount  and  nature  of  the  saline  constituents. 

(d)  Tlie  degree  of  hardness. 

(e)  The  existence   and   the    amount,   if  present,  of 

metals. 

(/)  The  existence  and  the  amount  of  purgative  salts, 
such  as  the  sulphate  and  carbonate  of  magnesia, 
or  the  sulphates  of  soda  and  potash. 

In  the  majority  of  cases  that  present  themselves,  in- 
formation on  the  first  two  points  is  alone  needed. 


CHAPTER  II 

THE  DETERMINATION  OF  THE  AMOUNT  AND  NATURE  OF 

THE  ORGANIC  MATTER 

All  waters,  even  the  purest,  contain  some  organic  matter. 
The  excess  is  alone  objected  to;  and  especially  that  of 
animal  origin,  which  is  especially  prone  to  pass  through 
certain  putrefactive  changes. 

No  process  has  as  yet  been  discovered  for  estimating 
the  absolute  amount  of  organic  matter  present  in  a  water. 
ITie  best  modes  of  analysis  furnish  us  only  with  ap- 
proximations, more  or  less  correct,  to  the  exact  quantity. 

A  great  variety  of  methods  have  been  employed  at 
diiferent  times  by  English  and  German  chemists.  With- 
out adverting  to  the  history  of  the  subject,  which  would 
be  foreign  to  the  purpose  of  this  little  work,  I  shall 
describe  those  which  have  taken  the  lead  and  are  now 
believed  in  and  practised  by  medical  officers  of  health 
and  analysts  in  their  attempts  to  pronounce  on  the 
quality  of  a  water.  The  employment  of  these  very 
dissimilar  modes  has  led,  unfortunately,  to  most  contra- 
dictory results : — 

1.  The  odour  of  a  water.  Most  popu- 

2.  The  «  keeping  powers  "  of  a  water.  1^™."' 

3.  The  colour  test. 

4.  Heisch's  test. 

5.  The  zymotic  or  microzyme  test. 

6.  The    oxygen    or    Forchammer    permanganate    of 
potash  process. 
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7.  The  Wanklyn,  Chapman,  and  Smith  process. 

8.  The  Frankland  and  Armstrong  process. 

9.  Koch's  biological  method. 

10.  The  estimation  of  dissolved  oxygen. 

1.  The  Smell  of  a  Water. 

The  imeiL  Themostiough-and-ready  Way  that  has  been  employed  for 
ascertaining  whether  or  not  a  water  is  polluted  with  organic 
matter  is  to  partly  fill  a  clean  bottle  with  a  sample  of  it,  and, 
having  violently  shaken  the  same,  to  take  a  hearty  sniff  at 
the  air  of  the  bottle  which  has  been  agitated  with  the  water. 
If  the  air  smells  sweet  and  fresh,  the  absence  of  an  injurious 
amount  of  organic  matter  is  inferred,  and  vice  versd.  There 
is  no  doubt  but  that  much  may  be  learnt  in  this  way  by  those 
who  do  not  blunt  their  sense  of  smell  by  smoking,  especially 
if  they  frequently  practise  this  primitive  test.  It  is  very 
easy  to  distinguish  thus  between  river  and  spring  water ; 
and  a  very  impure  water,  which  may  exhibit  no  fault  to 
the  eye,  may  frequently  disclose  to  the  olfactory  nerves  the 
fact  of  its  pollution.  There  is  sometimes  great  difficulty 
in  distinguishing  between  a  water  rendered  offensive  by 
decomposing  starch  in  any  form,  e,g.  rotten  turnips,  and 
one  polluted  by  the  presence  of  a  dead  animal,  e.g.  a 
rabbit,  bird,  or  rat  If  no  smell  is  noticed  in  the  maimer 
described,  some  may  be  observed  on  gently  warming  the 
water;  and  if  none  then,  the  addition  of  a  few  grains 
of  caustic  potash  may  render  it  apparent.  Prof.  Ira 
Eemsen  states  (Report  on  the  Impurity  of  the  Water 
Supply  of  Boston,  U.S.,  1881)  that  the  best  way  of 
detecting  the  cucumber  odour  in  any  water  but  slightly 
affected,  is  to  pass  about  a  pint  of  it  through  a  paper 
filter  which  will  reveal  it,  although  it  may  be  quite 
impossible  to  discover  it  by  wanning  the  water.  Mr. 
Crookes'  device  is  as  follows: — ^"Take  two  or  three 
of  the  water,  the  smell  of  which  is  to  be  tested, 
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and  warm  it  carefully  and  quickly  in  a  flask  tx)  a 
temperature  of  about  102°  or  104°  F.,  say  4°  or  6° 
above  blood  heat ;  then  take  a  glass  tube  of  about  ^  inch 
diameter  and  3  feet  long,  put  the  flask  containing  the 
water  on  the  floor,  carefully  suck  up  the  water  five  or 
six  times  into  this  tube  until  the  inside  of  the  tube  is 
thoroughly  wetted  with  the  water,  then  allow  the  water 
to  escape,  and  closing  one  nostril  with  the  finger,  take 
two  or  three  full  inspirations  through  the  tube  with  the 
other  nostril"  It  should  be  borne  in  mind,  however, 
that  the  existence  of  an  unpleasant  odour  or  taste  about 
the  water  firom  a  well  sunk  in  clay  is  no  proof  of  the 
pollution  of  that  water  with  organic  matter.  Water,  if 
allowed  to  remain  long  in  contact  with  certain  kinds  of 
clay,  in  some  situations,  acquires  such  an  objectionable 
smell  as  to  be  sometimes  quite  undrinkable,  and  yet 
may  not,  at  the  same  time,  contain  an  amount  of  organic 
matter  that  would  warrant  its  condemnation.  Com- 
plaints are  made  sometimes  of  this  smell  in  the  case  of 
waters  of  artesian  wells  sunk  through  the  clay,  where 
the  supply  of  water  is  much  greater  than  the  demand. 
A  well  of  this  kind  can  be  made  to  furnish  excellent 
water  by  the  frequent  withdrawal  of  its  contents,  or,  if 
that  is  not  practicable,  and  the  well  be  an  artesian  one, 
by  the  filling  up  of  the  dug  portion  of  the  well  and  by 
drawing  the  supply  solely  from  the  bore-pipe.  In  this 
way  the  water  is  prevented  from  lying  long  in  contact 
with  the  sides  of  the  weU.  The  clay  contains  in  some 
situations  little  nodules  of  iron  pyrites — i,e.  sulphide 
of  iron,  and  fossils  of  the  same  composition.  They 
possess  a  peculiar  odour,  which  they  give  forth,  espe- 
cially when  wetted  and  rubbed.  This  odour  seems  to 
be  in  some  cases  communicated  to  the  water,  and  re- 
minds one  of  sulphurous  acid,  and  occasionally  of  fennel. 
These  offensive  waters  often  contain  such  an  enormous 


"Rotten 
egg"  waters. 
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"Brackith"  excess  of  chloiides  and  other  saline  matters  as  to  be  not 
potable ;  they  are  known  by  the  public  as  "  brackish  " 
waters.     Here  is  an  example : —  grains  per  galloti. 

BoUds.  ChlorUie. 

Well  behind  "Compasses,"  PH. WH   .         .        380*  29*5 

Other  waters  from  the  clay  have  a  decided  smell  of 
sulphuretted  hydrogen  gas,  and  become  turbid  on  stand- 
ing, in  consequence  of  the  separation  of  sulphur.  Books 
tell  us  that  sulphuretted  hydrogen  is  generated  from 
the  decomposition  of  water  and  iron  pyrites.  Before 
this  gas  is  produced,  I  think  with  Mr.  Slater  that  a 
partial  decomposition  of  sulphide  of  iron  probably  occurs 
with  a  formation  by  oxidation  of  sulphuric  acid.  This 
acid  acts,  then,  on  the  remaining  sulphide  of  iron, 
evolving  sulphuretted  hydrogen  gas. 

It  has  been  considered  probable  by  some  that  this  gas 
arises  from  the  decomposition  of  sulphates  through  the 
instrumentality  of  certain  algse. 

Prof  Kubel  states^  that  if  water  is  warmed  to  110° 
F.,  coal  gas  if  present  in  a  water  may  be  detected  by  the 
sense  of  smell,  when  chemical  means  fail  to  do  so. 

The  waters  from  wells  in  towns  and  villages  sometimes 
contain  carbohc  acid  and  paraffin  or  benzoline  which  has 
soaked  into  the  soil  from  leaky  cesspools^  or  vessels.* 
The  odour  of  carbolic  acid  is  easily  recognizable,  but  that 
of  paraffin  resembles,  if  it  is  in  small  quantity,  gas,  and 
the  emanations  from  drains.  The  water  from  a  well  at 
Fryerning,  Essex,  described  as  extra  pure  was  found  by 
me  to  possess  a  suspicious  smell  of  paraffin  which  disap- 
peared on  warming.  The  employment  of  Mr.  Crookes* 
device  did  not  increase  its  perceptibility.     On  allowing 

*  Aoleitung  zur  UntersuchuDg  von  Wasser.    Zweite  Auflage  von  Dr. 
F.  Tiemann  :  Braunschweig,  1874. 

*  FaUumcit  of  Empirical  Standards  in  Water  Analysis^  by  Dr.  Ashby. 
'  Vide  Dr.  Gilbert  Child's  Report  for  1874,  on  the  Sanitary  Gonditiop 

of  the  Combined  Districts  in  Oxfordshire. 


"Wv   r  ■  ■ -  '■■  ■ 


^.fm  ^  j« 


NATURE  OF  THE  ORGANIC  MATTER 


17 


the  deposit  to  settle,  it  was  found  on  microscopic  exami- 
nation to  be  separated  here  and  there  by  wavy  lines  of 
an  intensely  black  colour,  surrounded  by  a  brownish 
coating  (of  a  resinous  appearance)  evidently  produced  by 
the  solvent  action  of  the  water  on  the  black  matter. 

Peculiar  odours  and  tastes  have  been  observed  in  some  Pishiikc 
of  the  lakes  and  rivers  of  the  United  States.     The  water 
supplies    of  New  York,   Boston,    Baltimore,   and    many 
other  cities,  and  the  water  of  the  Tennessee  river  near 
Nashville,  have  been  at  times  thus  unpleasantly  affected. 

Fio.  1. 


a,  b.— Blftck  wavy  lines  amongst  debris, 
c,  e.— Black  wavy  lines  with  brownish  coating, 
d.— Brownish  matter  apart  from  black  lines. 

Musty,  fishy,  piggery,  horsepond-like,  are  adjectives  which 
have  been  used  to  indicate  the  kind  of  odours  complained 
of.  The  odour  of  green  com  has  also  been  noticed.  The 
taste  of  cucumbers,  oily  and  fishy  tastes,  have  also  been 
described.  These  peculiarities  of  odour  have  been  found 
to  be  associated  with  the  rapid  multiplication  and  decom- 
position during  the  autumnal  seasons  of  the  year  of 
certain  algae,  notably  the  Codosphccrium  Kiietzingianum, 
the  Anahcena  flos-aquoey  var.  circinalis,  and  the  Clathro- 
cystis  (ervginoscu  Prof.  W.  G.  Farlow  divides  ^  the  fresh- 
water algae  into  two  groups :  those  which  are  grass-green 
or  yellowish  green,  and  those  which  are  bluish  green  or 

*  Paper  on  "Some  Impurities  of  Drinking  Water." 

C 
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a  water ;  life  and  growth  being  more  active  in  hot  tlian 
in  cold  weather. 

3.  The  Colour  Test. 
The  colour  j^  fg  hclpful  in  forming  an  opinion  as  to  the  quality 

of  a  water.         ^  ^  .  i  .  i  111 

of  a  water  to  pay  a  certain  regard  to  its  colour,  although, 
apart  from  other  indications  of  its  condition,  no  reliance 
should  be  placed  on  this  test.  Speaking  generally,  it 
may  be  said  that  waters  of  great  purity  exhibit  a  bluish 
hue,  that  waters  polluted  by  filth  have  various  shades  of 
a  straw  or  brownish  tint,  deeper  in  proportion  to  the 
amount  which  they  contain,  whilst  peaty  waters  generally 
display  a  nutty -brown  colour.  To  this  rule  there  are 
many  exceptions.  A  water  may  possess  a  strong  brown 
or  yellowish  tint  and  yet  be  free  from  filth — e.ff,  some 
peaty  waters,  and  waters  containing  iron.^  Certain 
artesian  waters  of  great  purity  have  a  straw  tint  The 
Loch  Katrine  water,  which  supplies  the  city  of  Glasgow, 
displays  a  colour  apparent  to  every  one.  On  the  other 
hand,  some  waters  that  are  as  devoid  of  colour  as  distilled 
water,  and  exhibit  a  greater  brilliancy,  are  found  to  be 
polluted  with  a  large  amount  of  animal  filth.  A  water 
may  be  almost  colourless  and  yet  exhibit  on  analysis 
much  vegetable  matter,  eg,  the  water  supply  of  Bourne- 
mouth. A  water  may  be  colourless  and  still  contain  peat, 
for  white  peat  is  occasionally  met  with,  which  is  a  form 
of  incompletely  carbonized  vegetable  matter.  Practically, 
however,  peaty  waters  present  various  shades  of  a  brownish 
olive-green  colour,  passing,  if  the  peaty  matter  is  in  larger 

^  The  iron  existing  in  certain  waters  in  a  soluble  form  becomes  often 
oxidized  and  changed  into  an  insoluble  bydrated  sesquioxide  on  exposure 
to  the  air.  Such  algse  as  depend  for  their  growth  on  the  presence  of  a 
soluble  iron  salt  are  sometimes  found  in  such  waters,  especially  the 
Cronothrix  Kiihniana.  The  water  supplies  of  Berlin,  Halle,  Leipsic, 
Lille,  and  Ingatestone,  have  been  injm«d  in  this  way. — Vide  JFater 
Supply,  Chemical  and  Sanitary,  by  Prof.  Ripley  Nichols. 
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quantity,  through  a  nutty-brown  to  a  cofifee  colour,  when 
the  peat  is  old  and  abundant  The  following  general 
conclusions  as  to  the  teacliing  of  the*  two -foot  tvie  (to 
be  presently  described)  respecting  peaty  waters  have  been 
published  by  Dr.  Tidy  ^ : — 

1.  Peat  producing  a  colour  short  of  an  olive-green  tint, 
invisible  in  a  quart  decanter,  is  less  than  '1  grain  per 
gallon. 

2.  Peat  affording  a  colour  short  of  a  brown  tint, 
invisible  in  a  quart  decanter,  varies  from  'l— '2  grain  per 
gallon. 

3.  Peat  furnishing  a  colour  more  or  less  brown, 
perceptible  in  a  quart  decanter,  varies  from  '2— .5  grain 
per  gallon. 

4.  Peat  yielding  a  porter  colour  is  present  in  about 
1  grain  per  gallon, 

5.  Peat  giving  a  black  colour  is  present  in  about  2 
grains  per  gallon. 

Waters  from  different  sources  are  often  proposed  for 
the  supply  of  a  town  or  village  with  the  object  of  select- 
ing that  one  which  is  in  all  respects  the  best  If,  on 
analysis,  two  or  three  of  the  collection  should  appear  to 
be  equally  good,  the  one  possessing  the  least  colour  should 
be  preferred 

It  has  been  proposed  to  measure  definitely  the  colour 
of  water  in  two  or  three  ways.  Mr.  Crookes,  Drs.  Odling 
and  Tidy  employ  *  two  hollow  wedges,  one  filled  with  a 
brown  solution  (made  by  dissolving  ferric  chloride  and 
cobalt  chloride  in  distilled  water,  in  such  proportions 
that  one  litre  contains  '7  gramme  of  metallic  iron,  and 
•3  gramme  of  metallic  cobalt  with  a  very  slight  excess 
of  free  hydrochloric  acid),  and  the  other  with  a  blue 

*  *' River  Water,"  in  Journal  of  Chemical  Society ,  vol.  xxxvii.  1880. 

'  Report  on  the  Ck>mp.  and  Quality  of  the  Water  supplied  to  London, 
No.  III.  1881. 
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solution  (made  by  dissolving  10  grammes  of  pure  crystal- 
lized sulphate  of  copper  in  one  litre  of  diatilleii  water). 
These  wedges  are  made  to  slide  across  each  oilier  in  front 
of  a  circular  aperture  in  a  sheet  of  metal,  so  permitting  the 
production  of  any  desired  combinatiou  of  brown  and  blue. 
Each  prism  is  graduated  along  its  length  from  1  to  40, 
the  figures  representing  millimetres  in  thickness  of  the 
solution  at  that  particular  part  of  the  prism.  On  a  level 
just  below  the  prisms  is  a  two-foot  tube  containing  the 
water  under  examination,  and  having  in  front  of  it  a 
circular  aperture  of  the  same  size  as  that  in  front  of  the 
prisms.  Tlie  stand  supporting  tlie  prisms  and  tube  is 
placed  horizontally  before  the  window.  Tlie  observer 
compares  the  two  disks  of  light  presented  by  the  aper- 
tures, and  adjusts  the  prisms  until  the  colours  of  the  two 
exactly  correspond.  A  metal  pointer  affixed  over  the 
centre  of  the  upper  disk,  shows  on  the  prism  scales  the 
number  of  millimetres  in  tliickiiess  through  which  the 
light  has  passed  to  produce  a  colour  which  corresponds 
exactly  with  that  of  the  water.  Tlie  results  are  recorded 
in  the  following  way:  tlius,  "  February  21  (New  Kiver  Co. 
Water)  20  ;  21,"  an  entry  which  means  that  on  that  day 
the  colour  of  this  water,  seen  through  a  two-foot  tube, 
was  represented  by  20  mm.  of  brown,  superimposed  on 
21  mm.  of  blue  solution, 
ij»  The  method  pursued  by  Mr.  F.  King,  Analyst,  of 
Edinburgh '  is  the  simplest,  and  in  iny  hands  has  proved 
very  satisfactory.  It  consists  in  passing  a  standard 
aqueous  solution  of  caramel  into  distilled  water  in  suffi- 
cient (juantity  to  match  the  tint  of  the  water  under 
examination.  The  preparation  of  the  standard  is  some- 
what troublesome,  but  when  once  made,  it  will  remain 
uiiclianged  for  a  considerable  time. 

A   solution   of   ammonium    chloride    317    grains   in 
'  Chemkal  Xeici.  Mnreli  25,  I87fi. 
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10,000  grains  of  distilled  water  ('0001  grains  of  ammonia 
in  1  grain  of  solution)  is  first  made  ;  10  grains  by  volume 
of  this  solution  is  poured  into  8  oz,  of  ammonia-free  dis- 
tilled water  contained  in  &  glass  tube  12  inches  high, 
and  25  grains  by  volume  of  Nessler's  solution  are  added, 
ammonia  solution,  after  resting  for  ten  minutes  at 
temperature  of  60°  F.,  aesiimes  Fm.  i 

distinct  yellowish  brown  tint, 
'o  8  oz.  of  distilled  water  placed 
another  glass  tube  12  inches 
liigh,  add  sufficient  of  a  strong 
aqueous  solution  of  caramel  to 
match  the  tint  of  the  ammonia 
flolution.  Some  of  the  caramel 
.ndard  thus  formed  is  placed 
•in  a  burette  graduated  into  grains. 
A  pair  of  two-foot  tubes,  exactly 
uBiniilar,  and  at  least  ^  inch  in 
^diameter,  sealed  up  at  their  lower 
atremities,  provided  with  reflect- 
;ing  mirrors,  and  at  such  a  distance 
from  each  other  that  both  eyes 
can  easily  look  down  their  whole 
length  simultaneously,  are  now 
brought  into  requisition. 

One  tube  is  filled  with  the  water   , 
.under  examination,  and  the  other  , 

ie  nearly  filled  with  distilled 
water.  Sufficient  of  the  standard  caramel  solution  is 
dropped  from  the  burette  into  the  distilled  water  to  match 
the  tint  of  the  water  under  examination,  when  the  tube  is 
filled  to  the  summit.  A  piece  of  thin  glass,  about  an  inch 
square,  covers  tlie  overflowing  end  of  each  tube,  and  a 
comparison  between  the  two  tubes  verifies  the  accuracy 
of  the  imitation.     Tlie  quantity  of  the  caramel  standard 


24  THE   DETERMINATION    OF   THE   AMOUNT   AND 

solution  employed  is  read  off,  for  every  10  grains  corre- 
sponds with  one  degree  of  the  colour  scale. 

The  kind  of  colour  and  its  depth  are  data  which 
should  always  be  obtained,  for  the  colour  gives  an  indica- 
tion of  the  kind  of  organic  matter  present,  and  its  depth 
is  a  guide  as  to  the  amount. 


4.  Heisch's  Test. 

This  test,  which  is  believed  to  indicate  the  presence 
of  germs  or  spores  of  the  sewage  fungus,  consists  in  the 
addition  of  10  grains  of  the  purest  sugar  to  5  ounces  of 
the  water,  in  a  perfectly  clean  bottle,  which  should  be 
completely  filled  by  it.  The  stopper  having  been  ac- 
curately adjusted  so  as  to  throughly  exclude  atmospheric 
air,  the  bottle  of  water  is  exposed  to  daylight  at  a 
temperature  of  about  70''  F.  The  bottle  should  be 
examined  at  intervals  of  three  hours  for  minute  floating 
white  specks  whicli,  if  the  water  contains  sewage,  may  be 
seen  floating  about,  provided  we  look  carefully  through 
the  water  against  a  black  cloth  suspended  behind  it 
These  bodies  are  found  to  consist,  when  examined  by  ^ 
or  -J-  inch  objective,  of  cells  with  very  brilliant  nuclei 
These  cells  subsequently  group  themselves  like  grapes  in 
a  bunch.  Ultimately  the  odour  of  butyric  acid  becomes 
perceptible.  Dr.  Frankland  found  that  growths  were 
producible  in  pure  water  containing  in  solution  nitrate 
of  ammonia,  phosphate  of  soda  and  sugar,  and  came  to 
the  conclusion  that  the  presence  of  phosphates  in  a  water 
is  solely  needful  to  occasion  this  phenomenon.  Mr. 
Heisch  contends  that  the  growths  considered  by  him  as 
distinctive  of  the  existence  of  sewage  differ  altogether 
from  those  seen  by  Dr.  Frankland  as  resulting  from  the 
presence  of  pliosphates.     He  holds  that  the  bodies  due 
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to  sewage  are  developed  without  the  presence  of  air  (he 
had  indeed  first  observed  them  in  a  liquid  saturated  with 
carbonic  acid);  whilst  those  noticed  by  Dr.  Frankland  in 
waters  containing  phosphates  will  not  form  if  air  is  ex- 
cluded, and  are  then  always  accompanied  by  bacteria, 
and  are  not  attended  by  the  formation  of  butyric  acid. 


5.  The  Zymotic  or  Microzyme  Test. 

The  water  to  be  operated  on  is  collected  by  heating 
the  tube  or  flask  intended  for  its  transportation  to  a  high 
temperature,  and  hermetically  sealing  it  The  neck  thus 
sealed  is  broken  underneath  the  surface  of  the  water  of 
which  a  sample  is  to  be  taken.  Some  of  Pasteur's 
solution  ^  (clear  and  fresh)  having  been  boiled,  one  or  two 
cubic  centimetres  of  it  are  dropped  into  a  test  tube  that 
has  been  heated  to  395*  F.  Four  or  five  drops  of  the 
water  to  be  examined  are  then  added,  and  the  mouth  of 
the  tube  is  plugged  with  cotton  wool.  The  amount  of 
impurity  in  a  water  is  estimated  by  the  degree  of  opacity 
occasioned  by  the  quantity  of  bacteria  and  the  greater  or 
less  rapidity  with  which  this  degree  is  reached.  Micro- 
organisms are  found  in  the  purest  waters  in  an  infini- 
tesimal amount.  Their  presence  in  any  quantity  indicates 
the  co-existence  of  certain  organic  substances  in  a  state 
of  decomposition. 

Unfortunately  no  unchangeable  line  or  basis,  on  which 
comparative  examinations  of  waters  could  rest,  is  discern- 
ible in  this  or  in  the  last  described  methods. 

'  Recipe — Crystallized  sngar,  10  grammes ;  ammonium  tartrate,  "5 
gramme ;  yeast  ash  (well  burnt),  *1  gramme ;  distilled  water,  100  cub. 
cent. 
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procured  by  this  redistillation.  It  is  of  no  practical 
utility,  in  making  sanitary  analyses  of  water,  to  estimate 
the  amount  of  ammonia  derived  from  organic  matter  that 
is  in  excess  of  '50  milligramme  per  ^  litre  =  1  milli- 
gramme per  litre,  as  that  quantity  is  so  much  more  than 
is  suflBcient  to  condemn.  If  it  is  desirable  to  measure 
the  exact  amount  of  the  large  quantity  of  ammonia 
evolved,  a  funnel  tube  with  a  glass  stopcock  should  be 
adjusted  by  the  help  of  a  perforated  cork  in  the  retort 
through  the  stoppered  opening,  so  that  ammonia-free 
distilled  water  may  be  introduced  in  order  to  maintain 
the  volume  of  the  liquid  in  the  retort  constant. 

The  process  is  now  at  an  end.  Allow  the  retort  to 
remain  uncleansed  until  another  analysis  is  to  be  made, 
when  the  fur  should  be  removed  by  strong  hydrochloric 
acid  and  an  abundance  of  water.  As  half  a  litre  has 
been  taken  for  analysis,  multiply  the  results  by  2,  in  order 
to  make  them  give  the  proportion  for  the  litre.  In  the 
foregoing  analysis,  then,  the  results  are  the  following : — 

Free  ammonia,  '24  milligramme  per  litre  =  part  per  million. 

Albuminoid  ammonia,  '18  do.  do. 

I  should  like  to  indelibly  print  on  the  minds  of  all 
water  analysts  the  following  truth : — If  you  rely  solely 
on  the  indications  of  this  process,  you  will  sometimes 
come  to  a  correct  conclusion  as  to  the  quality  of  a  water, 
but  very  often  a  mistake  will  be  made.  Couple  the 
evidence  afforded  by  it  with  other  evidence  of  a  chemical 
and  microscopical  character,  and  an  error  will  never  be 
committed.  I  regard  this  process  as  a  most  valuable  aid 
to  the  formation  of  an  opinion  by  the  Medical  Officer  of 
Health  as  to  the  nature  of  a  water,  as  indispensable  indeed 
as  is  auscultation  to  the  physician  in  the  diagnosis  of  lung 
and  heart  diseases.  The  evidence  afforded  by  the  stetho- 
scope is  brought  by  him  in  juxtaposition  to  other  evidence 
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bearing  on  the  same  point,  and  an  opinion  is  formed  from 
the  sum  total  of  all  the  evidence  which  is  forthcoming. 
No  physician  dreams  of  relying  solely  on  the  character  of 
the  sounds  heard  from  the  lung  by  his  ear,  and  of  shutting 
himself  away  from  all  other  sources  of  information.  It 
appears  that  a  member  of  the  Society  of  Public  Analysts, 
who  holds  two  public  analytical  appointments,  believes 
that  the  determination  of  the  free  and  albuminoid 
ammonia  is  all  that  is  necessary  for  forming  an  opinion 
on  the  quality  of  a  drinking  water,  and  he  pronounces  a 
verdict  solely  on  the  evidence  afforded  by  these  two 
estimations.  Mr.  Allen  points  out,^  as  I  have  on  several 
occasions,  the  absurdity  of  such  a  proceeding,  for  the 
rain  water  of  country  places  would  certainly  be .  con- 
demned as  polluted  with  filth  by  such  an  analyst 

Bules, 

The  following  are  the  most  recent  rules  which  have  Rules 
been  laid   down  by  Mr.  Wanklyn  for  the  guidance  of 
those  who  work  this  process  : — 

He  writes,^  "If  a  water  yield  '00  parts  of  albu- 
minoid ammonia  per  million,  it  may  be  passed  as  organi- 
cally pure,  despite  of  much  free  ammonia  and  chlorides ; 
and  if,  indeed,  the  albuminoid  ammonia  amounts  to  *02, 
or  to  less  than  "05  parts  per  million,  the  water  belongs 
to  the  class  of  very  pure  water.  When  the  albuminoid 
ammonia  amounts  to  *05,  then  the  proportion  of  free 
anmionia  becomes  an  element  in  the  calculation ;  and  I 
should  be  inclined  to  regard  with  some  suspicion  a  water 
yielding  a  considerable  quantity  of  free  ammonia,  along 
with  more  than  '05  parts  of  albuminoid  ammonia  per 
million.     Free  anmionia,  however,  being  absent,  or  very 

^  ''On  some  Points  in  the  Analysis  of  Water,  and  the  Interpretation 
of  the  Results  ;"  by  A.  H.  Allen.     The  Analyst^  July  1877,  p.  61. 
'  Water  Analysis,    Fourth  Edition,  p.  53. 
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small,  a  water  should  not  be  condemned  unless  the 
albuminoid  ammonia  reaches  something  like  '10  per 
million.  Albuminoid  ammonia  above  '10  per  million 
begins  to  be  a  very  suspicious  sign;  and  over  '15  ought 
to  condemn  a  water  absolutely." 

Objections, 

Several  objections  have  been  urged  against  this  process, 
the  principal  of  which  are : — 
oi^jectioM.  1.  Taking  a  series  of  nitrogenized  bodies,  the  propor- 
tion of  nitrogen  procured  in  the  form  of  ammonia  is  not 
obtained  in  definite  and  simple  fractions,  but  varies  widely. 
The  value  of  the  process  is  not  impaired  because  piperine 
yields  the  whole  of  its  nitrogen  as  ammonia,  because 
morphia  yields  one  half,  or  theine  yields  one  quarter, 
whilst  albumen  yields  two-thirds ;  for  piperine,  morphia, 
theine,  and  similar  bodies  are  not  usual  constituents  of 
well  water.  It  has  been  remarked  by  Dr.  Tidy  that  the 
importance  of  the  "^act  that  organic  bodies  yield  their 
nitrogen  as  albuminoid  ammonia  in  different  proportions  is 
much  overrated,  if  the  yield  of  albuminoid  ammonia  is 
found  to  keep  pace  with  the  purity  or  impurity  (as  the  C€ise 
may  be)  of  waters.  Messrs.  Wanklyn,  Chapman,  and  Smith, 
have  distinctly  affirmed  that  their  process  is  designed  for 
estimating  the  relative  quality  of  drinking  water,  and  is 
not  one  for  the  quantitative  determination  of  nitrogen. 

2.  That  the  amount  of  ammonia  obtainable  from 
albumen  by  the  action  of  alkaline  permanganate  is  in- 
fluenced by  the  degree  of  concentration  of  the  solution 
and  the  rate  of  distillation.  Mr.  Wanklyn  has  stated 
most  positively  that  the  yield  of  ammonia  is  not  affected 
by  these  circumstances,  and  in  proof  of  this  assertion  re- 
fers to  a  set  of  experiments  published  by  himself  in  1867. 

3.  "If  20  grains  of  urea  were  present  in  a  gallon  of 
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water,"  wrote  the  late  Mr.  Wigner,^  "  the  sample  would  be 
passed  by  the  Wanklyn,  Chapman,  and  Smith's  process 
as  absolutely  pure."  It  is  stated  by  Mr.  Wanklyn  that 
fresh  urea  is  not  decomposed  into  ammonia  by  distilling 
with  or  without  the  mixture  of  caustic  potash  and 
potassium  permanganate.  It  has  been  pointed  out  by 
Prof.  Mallet  that  it  is  erroneous  to  assert  that  urea  is  not 
convertible  into  ammonia,  and  e\ddence  is  given  by  him 
to  the  contrary.*  In  the  experiments  conducted  by  Dr. 
Cory  at  the  instance  of  the  Local  Government  Board  ^  it 
was  found  that  the  statement  that  urea  yields  no  ammonia 
"is  substantially  correct,"  if  it  is  dissolved  in  distilled  water, 
but  yet  not  quite  accurate.  He  writes,  "the  impurities 
of  a  water  will  occasion  a  much  greater  proportion  of 
ammonia  to  be  formed  from  urea."  Urea  in  a  drinking 
water  can  hardly  ever  occur  in  a  fresh  condition.  The 
ready  fermentation  of  urea  into  carbonate  of  ammonia  is 
a  peculiarity  of  urea.  The  rapidity  with  which  this 
change  takes  place  is  such  that,  in  the  examination  of 
drinking  waters  which  are  polluted  with  urine,  we  may 
be  pretty  confident  that  sufl&cient  of  the  urea  has  been 
decomposed  before  the  water  reaches  our  distilling  appa- 
ratus to  give  a  large  excess  of  ammonia. 

4.  The  inability  of  some  eyes  to  arrange  and  classify 
tints,  renders  it  possible  that  there  may  be  several  errors 
of  observation  in  the  comparison  of  so  many  distillates. 
K  the  analyst  has  any  defect  of  vision  approaching  to  a 
condition  of  colour  blindness,  it  is  desirable  to  receive 
all  the  ammonia  distillates  together  (unless  the  amount 
distilled  over  after  the  first  distillate  is  calculated  by 
dividing  by  3)  and  all  the  albuminoid  ammonia  distillates 
together,  thus  minimizing  this  source  of  error,  although 

1  Analyd,  March  1878.  ^  Op,  cU, 

*  Fide  Eleyenth  Annual  Report  of  the  Local   Government   Board 
1881-82,  oontaining  Medical  Officer's  Supplement  for  1881,  p.  127. 
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by  SO  doing  valuable  information  is  lost.     {Vide  pages 
47  and  208). 

5.  "  Peaty  waters  yield  a  flood  of  albuminoid  ammonia." 
The  absence  of  any  excess  of  nitrates  and  nitrites,  as  in- 
dicated by  their  respective  tests,  shows  that  the  organic 
matter  is  not  animal  but  vegetable. 

6.  In  the  determination  of  both  "  free  "  and  "  albumi- 
noid "  ammonia  there  is  a  loss  resulting  from  imperfect 
condensation  of  the  ammonia  during  distillation,  and  this 
loss  is  less  marked  in  the  estimation  of  small  quantities 
of  organic  matter  in  a  water  than  when  it  is  in  larger 
amount.  This  difl&culty  may  be  overcome  by  conducting 
the  distillation  very  slowly,  or  by  connecting  to  the  end 
of  the  condenser  tube  a  Nessler  glass  to  which  a  U  tube 
containing  25  c.  c.  of  ammonia -free  distilled  water  is 
fitted,  such  as  is  employed  in  the  estimation  of  the  nitrates 
and  nitrites,  page  115,  so  as  to  catch  any  ammonia  that 
may  be  otherwise  lost. 

7.  In  some  cases  the  albuminoid  ammonia  obtained  as 
ammonia  is  actually  less  than  the  anmionia  known  to  be 
present  in  the  caustic  and  permanganate  of  potash  solution. 
I  do  not  remember  ever  to  have  encountered  such  an 
anomaly,  which  at  all  events  covdd  only  occur  in  a  water 
of  great  purity.  In  some  cases  nitrogenous  organic 
matter  is  volatilized  during  the  distillation  for  fi^e 
ammonia,  which  if  it  had  been  retained  would  have 
yielded  up  its  nitrogen  as  albuminoid  anmionia,  such 
nitrogenous  matter  escaping  detection  under  either  head. 

These  are  the  weak  points  of  the  process  which  teach 
us  that  we  should  not  rely  on  its  indications  to  the 
exclusion  of  other  information.  The  practical  question 
answered  by  this  process  is  not,  however,  as  to  how  much 
nitrogen  is  contained  in  a  water,  but  whether  a  water  is 
wholesome  or  not. 
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8.  The  Frankland  and  Armstrong  Process. 

This  process,  which  is  based  upon  the  principle,  that 
when  the  residue  on  evaporation  of  the  water  is  burned  with 
oxide  of  copper,  nitrogen  and  carbonic  acid  are  eliminated 
from  the  organic  matter,  consists  in  the  determination  of 
the  amount  of  organic  nitrogen  and  organic  carbon  by  a 
measurement  of  the  respective  volumes  of  these  gases. 

The  late  Prof.  Parkes,  in  his  text-book  on  Practical 
Hygiene,  writes  respecting  it: — "This  plan  requires  so  much 
apparatus,  time,  and  skill,  as  to  be  quite  beyond  the  reach  of 
medical  oflScers,  and  it  would  also  appear  that  in  the  hands 
of  even  very  able  chemists  it  gives  contradictory  results;^  the 
quantities  are  in  fact  so  small,  and  the  chances  of  error  so 
repeated  that,  in  its  present  form,  this  really  beautiful  plan 
seems  not  adapted  for  hygienic  water  analysis.  It  is  also 
difficult  to  know  what  construction  should  be  put  on  the 
results  ;  a  water  containing  much  non-nitrogenous  organic 
matter  may  give  a  very  much  larger  amount  of  '  organic 
carbon  *  than  a  water  containing  a  much  smaller  amount 
of  nitrogenous  matter,  and  yet  be  much  less  hurtfuL" 

The  Eivers  Pollution  Commissioners  (Sixth  Report, 
page  5),  confess  that  "  this  process  is  both  troublesome 
and  tedious."  It  is  generally  admitted  to  be  attended 
with  a  high  experimental  error,  and  is  considered  by 
some  as  yielding  illusory  results. 

As  it  is  quite  unadapted  to  the  wants  of  the  health 
officer,  I  shall  not  here  describe  the  process,  but  must 
refer  my  readers  to  Sutton's  Volumetric  Analysis,  or  Dr. 
T.  K  Thorpe's  Quantitative  Chemical  Analysis,  page  299. 
Some  idea  may  be  formed  of  the  cumbrous  and  complicated 
nature  of  the  process  by  glancing  at  the  engravings  in 
these  works  of  two  of  the  principal  pieces  of  apparatus 
employed.     The  smaller  is  a  Sprengel's  Pump,  which  is 

^  The  italics  are  mine. 
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attached  to  the  combustion  tube  in  which  the  solid 
residue  is  burnt  with  oxide  of  copper  in  a  furnace.  The 
larger  is  the  apparatus  employed  for  the  analysis  of  the 
gases  thus  obtained.  Any  one  who  is  practically  ac- 
quainted with  modern  quantitative  analysis  can  learn  this 
process  in  about  a  month.  The  large  majority  of  medical 
men  who  are  not  provided  with  this  foundation  wovdd 
require  a  six  months'  course  in  chemistry  to  prepare 
them  for  learning  this  process  of  water  analysis.  Again, 
the  cost  of  the  apparatus  is  a  considerable,  although  of 
course  not  an  insuperable  obstacle  to  its  employment, 
being  as  much  as  tliirteen  guineas.  Prof.  M'Leod*s  ap- 
paratus for  gas  analysis,  which  is  considered  to  be  an 
improvement  on  Dr.  Frankland's,  is  still  more  complex, 
and  twice  as  costly,  being  £26 :  5s.,  whilst  the  price  of 
Thomas'  improved  modification  is  £30. 

Prof  Mallet  thus  writes,  "  From  the  hands  of  a  person 
without  proper  laboratory  training  its  results  are  utterly 
valueless.  It  is  but  a  method  of  approximation,  involving 
sundry  errors,  and  in  part  a  balance  of  errors." 

The  certificate  of  an  analysis  made  by  Dr.  Frankland's 
elaborate  process  is  about  as  incomprehensible  as  the 
process  itself  to  all  who  are  not  chemical  experts  or 
analysts.  Members  of  Sanitary  Authorities  and  their 
medical  officers  often  find  these  certificates  perfectly 
unintelligible,  although  they  are  accompanied  by  ex- 
planatory notes  for  their  interpretation.  Can  anything 
be  more  confusing  to  the  public  than  the  contents  of  the 
column  headed  "  Previous  Sewage  or  Animal  Contamina- 
tion "  1  I  recently  saw  one  of  his  certificates  of  an  analy- 
sis of  an  excellent  spring  water,  which  contained  in  this 
column  the  numbers  1710,  which  was  accompanied  by  the 
following  remark  : — "  As  this  is  spring  water  the  evidence 
of  previous  sewage  contamination  which  it  exhibits  may 
be  safely  disregarded."    The  expression  "  Previous  Sewage 
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or  Animal  Contamination  "  is  a  very  unfortunate  one,  for 
it  has  given  rise  to  an  endless  amount  of  misconception. 

Animal  matters  in  passing  through  the  pores  of  clean 
soil  become  oxidized  and  converted  into  ammonia,  nitrates, 
and  nitrites,  which  are  harmless.  This  oxidation,  in 
other  words  this  beneficial  cleansing  power  of  earth,  does 
not  continue  for  an  indefinite  period.  Soil  is  liable  to 
be  in  time  overdone  with  filth,  and  is  then  unable  to 
carry  on  this  purifying  action,  so  that  the  animal  matters 
pass  through  it  unchanged.  Its  particles  require  rest  and 
free  exposure  to  the  air,  before  it  recovers  its  expended 
power.  Earth  becomes  relieved  of  the  products  of  this 
dressing  with  filth  by  means  of  vegetation,  which  greedily 
incorporates  them  into  its  substance.  "Previous  Sewage  "Previous 
or  Animal  Contamination  "  then,  is  the  record  of  the  past^^^^.j^"' 
history  of  the  water,  being  the  sum  total  of  the  products 
of  animal  matter  that  have  been  oxidized,  namely,  the 
ammonia,  the  nitrates,  and  nitrites.  This  total,  after  the 
removal  of  the  average  amount  of  ammonia  in  rain,  is  re- 
presented as  the  mineral  residue  of  the  previous  animal 
contamination  of  the  water,  in  terms  of  average  London 
sewage,  100,000  parts  of  which  are  roughly  estimated 
to  contain  10  parts  of  these  three  nitrogenous  matters. 
Here  is  an  example  of  the  manner  in  which  the  figures 
in  this  column  are  obtained : — 

Nitrogen  as  nitrates  and  nitrites  .     5 '9 11 

Ammonia        ......       *002 

5-913 
Deduct  for  nitrogen  as  nitrates,  nitrites,  and 

ammonia  in  rain .         .         .         .         .       *032 

Add  0  and  remove  decimal  point,  and  the  figures 
58810  are  arrived  at,  which  represent  the  "previous 
sewage  or  animal  contamination."  Or  it  may  be  calcu- 
lated by  multiplying  the  sum  of  the  quantities  of  nitrogen 
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present  as  nitrates,  nitrites,  and  ammonia,  by  10,000, 
and  by  subtracting  320  from  the  resvdt.  Some  of  Dr. 
Frankland's  disciples,  perceiving  doubtless  the  extreme 
liability  to  the  misunderstanding  of  this  expression,  have 
omitted  or  altered  it ;  for  example,  Dr.  C.  Brown's  certi- 
ficates do  not  contain  this  column,  whilst  Mr.  W.  Thorp 
has  substituted  the  term  "  total  inorganic  nitrogen,"  which 
corresponds  with  Dr.  Frankland's  "  previous  sewage  con- 
tamination," minus  the  deduction  for  the  ammonia  in 
rain.  The  "  total  combined  nitrogen  "  of  these  chemists, 
is  the  sum  of  (1)  the  organic  nitrogen;  (2)  the  nitrogen 
as  nitrates  and  nitrites ;  and  (3)  the  ammonia. 

Bides, 

Ruie«.  It  is  useful  for  medical  oflScers  of  health  and  other 

sanitarians  to  remember  the  following  rules,^  which  guide 
those  who  employ  this  process,  in  order  that  they  may 
be  able  to  interpret  the  results : — 

Quantity.  QuarUity  of  Organic  Carbon  and  Organic  Nitrogen, — 

"The  weight  of  the  organic  carbon  found  in  different 
samples  of  water  indicates  the  amount  of  organic  matter 
with  which  the  water  is  contaminated,  but  it  does  not 
reveal  the  source,  animal  or  vegetable,  whence  that 
organic  matter  is  derived." 

"  Cmteris  parihcs,  the  smaller  the  proportion  of 
organic  carbon  the  better  the  quality  of  the  water." 

"  If  the  source  of  the  organic  matter  be  altogether 
vegetal  a  larger  proportion  of  organic  carbon  than  '2  part  in 
100,000  parts  of  water  is  undesirable,  because  it  renders 
the  water  slightly  bitter  and  unpalatable.  A  larger  pro- 
portion of  organic  carbon  if  it  be  contained  in  animal 
matter  does  not  interfere  with  the  palatability  of  the  water, 
but  it  exposes  the  consumer  to  the  risk  of  infection." 

^  Sixth  Report  of  the  Rivera  Pollution  Commission,  1874,  and  W. 
Thorp's  Article  on  Water  Analysis  in  Sutton's  Volumetric  Analysis. 
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Vegetable  organic  matter  is  far  from  being  destitute 
of  nitrogen ;  for  instance,  peat  contains  much  of  it. 

"  Surface  water  and  river  water,  which  contains  in 
100,000  parts  more  than  -2  part  of  organic  carbon  or 
•03  part  of  organic  nitrogen,  is  not  desirable  for  domestic 
supply,  and  ought,  whenever  practicable,  to  be  rejected. 
Spring  and  deep  well  water  ought  not  to  possess  more 
than  '1  part  of  organic  carbon  or  '03  part  of  organic 
nitrogen  in  100,000  parts.  If  the  organic  nitrogen 
reaches  "15  part  in  100,000  parts,  the  water  ought  to  be 
used  only  when  a  better  supply  is  not  obtainable."^ 

Wlien  the  quantities  of  organic  carbon  and  organic 
nitrogen  exceed  2*0  and  0*5  parts,  respectively,  the 
sample  may  be  considered  as  belonging  to  the  class  of 
sewages,  the  intermediate  quantities  indicating  various 
degrees  of  pollution.  Sewage  usually  contains  about  four 
parts  of  organic  carbon  and  two  parts  of  organic  nitrogen. 

licUio  of  Organic  Carbon  to  Organic  Nitrogen. — When  Ratio, 
the  organic  matter  is  of  vegetable  origin  the  ratio  is  very 
high,  and  when  of  animal  origin  it  is  very  low.  As  a 
qualification  of  this  statement,  it  should  be  said  that  in 
the  case  of  imoxidized  peaty  waters  the  ratio  is  diminished 
by  oxidation ;  and  in  the  case  of  waters  polluted  by 
organic  matter  of  animal  origin  a  reverse  action  takes 
place,  the  ratio  being  increased  by  oxidation.  In  peaty 
waters  the  ratio  may  amount  to  as  much  as  20.  In 
sewage  it  varies  from  1  to  3.  In  unpolluted  upland 
surface  waters  the  ratio  fluctuates  from  about  6  to  12, 
and  in  water  from  shallow  wells  from  2  to  8.  The  ratio 
in  water  for  domestic  supply  may  vary  from  5  to  12,  and 
tliat  in  polluted  river  water  from  3  to  5. 

Prev^iotis  Sewage  or  Animal   Contamination, — If  thcprevionii 
water  be  derived  from  a  deep-seated  spring  or  a  deep^^^^^^^^ 
well,  and  the  previous  sewage  contamination  does  nottamtnauon.' 
exceed   10,000  parts  in  100,000   parts  of  water,  it  is 

^  Vide  Water  Analysis^  by  Dr.  Frankland. 


■ 

■ 

^^H^ 

K 

i 

■ 

■ 

■ 

L 

Bj 

1 

1 

1 

^^^^58           THE   DETERSONATION   OF   THE   AMOUNT   AND            ^^^ 

^^^^^^^^^B                         Table  exhibiting  Different          | 

^ 

^' 

SeauUqf 

Analysa 

«pr««d 

1 

■>— ■■ 

ToUl 

Orgiuitc 
Cirbon. 

Organic 

AniIDDIlIlL 

Rainwater       .... 
Upland  Sunpadr  Watbh   . 
Dkep  Well  Wateh    . 
Spbino  Water    .... 

a -95 
B'e7 

i378 
23-20 

■070 
■322 
■001 
■050 

■0!B 
■032 

■013 
■013 

•029 
•002 
■012 
■fihl 

Upland  Surface  Water. 
Tlia  Teign  «bo™  Old  Wlieal,  Ex- 

raonth,  Sept.  2fl,  1873      . 
Loch  KBtrine,  the  Water  Supply  of 
Glugow,  August  8,  1870  . 

9 '08 
2-40 

■6S2 
•186 

■068 
■022 

■004 
•001 

Surfaa  Wattrfrom  Cultieattd 

land. 

The    ThatnoB  »t  ThnuiM  Ditton. 

Jao.  31,  1873    .... 

31  36 

■325 

■076 

■003 

ShaUou>  mil  WaUn. 

Watrr  from  wkU  at  Alfoni,  ou  the 
Dud,  Scotland.  March  8,  1872   . 

Water   from  wi>U   in   Welt   CloBe 
8quart>,  London,  June  B,  1872  . 

Nov.'28,  1871   .... 

le-flO 
396-50 
I12-12 

■048 
■278 
■210 

-007 
■087 
■085 

■01)0 
■000 
■000 

Dtep  Wdi  Water. 

Wnler  from   Grays,   South   Essex 
Water  Company.  Fel>.  IS,  1873. 

Well  Ht   Waterworks,   Colchester, 
April  %  1873     .... 

44 'SO 
Sfl-20 

■084 
'174 

■017 
-030 

■001 
■021 

1 

Spring  Wateri. 

nabate  Fonnlaiu,  Dilmoral,  Maroh 
9,   1872 

1-40 

57-30 

40 '62 

■47 

388870 

72-20 

■119 

■282 

■253 

029 

■278 

4'696 

■014 

■054 

■041 
■005 
-166 
2'205 

■000 
■Oil 
■000 

■n05 
■000 
5-620 

S[iring     supplying     ToTm    Well, 
Beacon  Hill  Spring.  Bath.  Feb.  17, 

Sba  Water 

Srwaok 

1 

To  convert  piitB  per  IW.OM  InlQ  c 

r.rtl  ptr  ES 

Ini,  ^ui  11 

El.rdn». 

jvsrs  PoU 

ution  Con 

amiMioD,          J 

NATURE  OF  THE  ORGANIC  MATTER 


Classes  of  Waters.' 

inpartiper  100,000. 


Wtrogen 
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■003 
■009 
■*86 
■388 
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lO'l 
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10 
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■22 
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eu 
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I     Unpolluted  Walers. 

■000 
■000 

10- 
S-4 

1-40 
-85 

2-8 
-0 

A  peaty  water,  which  con- 
matter  tlinn  is  aOmisai- 
ble  for  ilriuking. 

A  verj  gixid  watsr. 

■312 

43 

2S20 

1-75 

23-9 

/Certain  amount  of  animal 
pollution.  Nitrates  and 

ot  mani.^er''Mort'effit 
V     uient  Mtrnlion  needful 

■033 

7-0 

10 

a-85 

9-3 

Good  sliallow  well  water. 

25-840 

3  2 

258030 

34-60 

191- 

Higlily  poIlQted  ghallDw 

E-047 

3-2 

50160 

13-76 

60- 

]  Polluted     sliallow     well 

-929 
2 -582 

4^ 

6-8 

8980 
26670 

5-05 
21- 

29'4 
25  7 

(■Very  pure,  although  oon- 
i      taiiiiiiK  much  nitrates 
{     from  tlifl  thalk. 
Polluted  deep  well  water. 

■000 

8-5 

■BB 

1-2 

Exceedingly  pure. 

■897 

5-2 

3740 

2-00 

S3 -6 

1-206 
i)33 

■oos 

6-0 
6 '8 
1-7 
2-1 

11730 
103 

2-flO 

■05 

1975^60 

10-ea 

SO- 

798  9 

Ilto  degma  ot  Olark-s  Snie,  renptctirFlj',  multiply  hj  1. 
1871,  and  Water  Anahjsis,  by  Dr.  Frankland. 
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OltJeetions. 


InconHist- 
encies. 


reasonably  safe,  provided  all  contaminated  surface  water 
has  been  rigidly  excluded  from  the  well  or  spring. 

Eiver  or  flowing  water  which  exhibits  any  proportion, 
however  small,  of  contamination,  and  well  or  spring  water 
containing  from  10,000  to  20,000  parts  of  previous  con- 
tamination in  100,000  parts  of  water,  are  considered 
suspicious  or  dovhtfvl. 

Waters  more  impure  than  those  classed  as  suspicious 
must  be  regarded  as  dangerous. 

Objections, 

The  principal  are  the  following : — 

Whilst  professing  to  measure  the  organic  bodies 
contained  in  a  water,  such  substances  are  more  or  less 
decomposed  and  dissipated  during  the  preliminary 
process  of  evaporation. 

The  experimental  error  is  often  greater  than  the  total 
quantity  te  be  measured. 

There  exists  considerable  doubt  as  to  the  accuracy  of 
the  results  when  a  water  contains  some  imstable  form  of 
organic  matter  in  presence  of  a  large  excess  of  nitrates. 
There  can  be  no  question  but  that  Dr.  Frankland  is 
sometimes  inconsistent  in  his  interpretation  of  the  results 
of  his  analyses.     Here  is  an  example : — 

Parts  per  100,000. 


Description. 
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Si 
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Nitrogen. 
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Carbon. 
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deep  boring  in 
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•202 
•217 

•051 
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4-1 
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S 

•008 
•000 

•000 
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2-10 

1 
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Polluted. 
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Prof.  Mallet  states  that  the  extent  of  the  disagreement 
of  the  results  of  multiplied  analyses  of  the  same  water  by 
the  combustion  process  proved  in  his  hands  to  be  much 
greater  in  the  case  of  organic  nitrogen  than  in  that  of 
the  organic  carbon. 

This  conclusion  is  supported  by  the  opinion  of  Dr. 
Tidy,  that  the  results  of  the  combustion  process  are  less 
to  be  relied  on  for  nitrogen  than  for  carbon.  The 
professor  writes,  "  We  find  loss  of  carbon  and  excess  of 
nitrogen  in  the  artificially  prepared  waters  of  known 
composition.  Our  experiments  furnish  for  the  first  time, 
so  far  as  I  know,  direct  evidence  of  the  fact  that,  for  some 
organic  substances  at  least,  and  those  of  a  kind  liable 
to  occur  among  the  products  of  putrefaction,  there  is 
material,  nay,  very  great  loss  of  carbon.  The  excess  of 
nitrogen  is,  in  part  at  least,  due  to  absorption  during 
the  evaporation  of  the  acidified  water  of  ammonia  from 
the  atmosphere  surrounding  the  gas  fiame  furnished  by  tlie 
gas  during  combustion,  partly  balanced,  no  doubt,  by  loss 
of  that  originally  present  in  the  water.  These  two  errors 
are  relatively  greatest  when  the  quantity  of  organic 
matter  in  the  water  is  small" 

Dr.  Dupr6  writes,^  "  Sea  water  shows  a  ratio  between 
organic  carbon  and  nitrogen  worse  even  than  is  found  in 
pure  sewage !" 

Tlie  reason  assigned  by  the  French  chemists  for  not 
employing  the  combustion  process  at  the  Municipal 
Laboratory  of  Paris  is  that  it  "  is  subject  to  many  causes  of 
error,  and  is  of  so  extremely  delicate  a  nature  as  to  be 
almost  abandoned  at  the  present  time." 

The  late  Mr.  Wigner,  the  analyst,  wrote  thus^  re- 
specting it : — "  Supposing  that  the  organic  nitrogen 
yielded  by  the  Frankland  and  Armstrong  j^rocess  were  a 

»  Analyst,  July  1885. 
'  Sanitary  Record,  October  19,  1877,  p.  256. 
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positive  quantity,  instead  of  a  quantity  needing  a  heavy 
correction  for  personal  equation  and  for  impurities  in  the 
chemicals  used,  yet  the  danger  of  error  involved  in  the 
process,  and  the  risk  of  contamination  by  atmospheric 
impurities,  are  in  my  opinion  suJEcient  to  prevent  it 
from  ever  coming  into  general  use ;  and  unless  generally 
used,  it  is  undesirable  for  reports  which  appeal  to  public 
sense  and  public  understanding." 

Modifications  of  the  Frankland  and  Armstrong  process, 
devised  for  the  saving  of  time  and  manipulative  skill, 
have  been  adopted  by  A.  Dupr4  and  H.  Wilson  Hake,^ 
and  by  W.  Dittmar  and  H.  Robinson.^ 

In  the  estimation  of  the  organic  carbon  the  former 
chemists  pass  the  carbonic  acid  evolved  from  the  organic 
carbon  into  baryta  water.  The  carbonate  of  baryta  is 
converted  into  the  sulphate  of  baryta,  which  is  weighed 
and  the  amount  of  carbon  calculated.  It  would  seem 
from  the  experiments  detailed  in  an  inquiry  "On  the 
results  of  examination  of  certain  samples  of  water  pur- 
posely polluted  with  excrements  from  enteric  fever 
patients,  and  with  other  matters,"  by  Dr.  Cory,  contained 
in  the  Supplement  of  the  Eleventh  Annual  Report  to  the 
Local  Government  Board,  1881-82,  proof  was  afforded 
(vide  page  157)  that  the  organic  carbon  was  over- 
estimated by  Drs.  Dupr6  and  Hake's  process. 

In  the  estimation  of  the  organic  nitrogen,  Messrs. 
Dittmar  and  Robinson  burn  the  water  residue  with 
caustic  soda  in  a  current  of  hydrogen,  the  ammonia 
produced  being  passed  into  very  dilute  hydrochloric  acid 
and  then  fixed  as  chloride,  the  amount  of  which  is 
estimated  by  the  Nessler  test. 

1  Chemical  Society  Jourruil,  1879,  voL  zxzv.  p.  159. 
'  Determination  of  the  Organic  matter  in  Potable  Waters. — Chemical 
News,  1877,  vol.  xxxvi.  pp.  26-29. 
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A  COMPARISON  BETWEEN  THE  RESULTS  FURNISHED  BY  1. 
THE  PERMANGANATE  OF  POTASH  PROCESS;  2.  THE 
WANKLYN,  CHAPMAN,  AND  SMITH  PROCESS;  3.  THE 
FRANKLAND   AND   ARMSTRONG  PROCESS. 

The  permanganate  of  potash  test  applied,  qualitatively,  The  rerma 
as  a  test  for  organic  matter,  cannot  be  compared,  in  the^^'JJJ^"' 
results  aflforded  by  it,  with  any  other  process,  for  they  cesa  and  t 
are  thoroughly  misleading  and  unreliable.  If  the  test  isf^"^)^.*^ 
employed  quantitatively,  in  the  most  approved  and  most  strong  pro 
recent  fashion,  it  is  most  useful.  *^**** 

The  permanganate  of  potash  process  has  clearly  more 
to  do  with  the  estimation  of  the  carbon  than  the  nitrogen 
of  a  water,  whilst  the  Wanklyn,  Chapman,  and  Smith 
process  is  concerned  more  with  the  evolution  of  nitrogen 
as  ammonia. 

Prof.  Mallet  remarks,  "It  is  not  easy  to  admit  the 
soundness  of  the  logic  with  which  Tidy  points  to  the 
concordance  of  the  results  obtained  by  the  permanganate 
of  potash  and  combustion  processes  and  the  disagreement 
with  both  these  of  the  results  by  the  albuminoid  ammonia 
process,  hence  apparently  inferring  that  the  two  former 
are  trustworthy  and  the  last  not  so.  He  uses  the  sum 
of  organic  carbon  and  nitrogen  to  represent  the  results  by 
the  combustion  process,  and  as  the  carbon  forms  generally 
much  the  larger  part  of  this,  he  naturally  arrives  at  an 
agreement  with  the  results  of  the  process,  mainly  depend- 
ing on  the  oxidation  of  carbon  (the  permanganate  of 
potash  process)  and  disagreement  with  those  of  the 
process  (namely,  the  albuminoid  ammonia)  evolving 
nitrogen  as  ammonia." 

The  permanganate  of  potash  method  cannot  be  cor- 
rectly described  as  a  process,  for  it  in  reality  forms  only 
a  part  of  one.  The  indications  it  gives  should  be  con- 
sidered in  conjunction  with  those  afforded  by  an  esti- 
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mation  of  the  amount  of  free  and  albuminoid  ammonia, 
the  nitrogen  products  resulting  from  the  oxidation  of 
organic  matter,  and  the  quantity  of  chlorine,  etc.  Oc- 
cupying this  subsidiary  position,  and  controlled  to  a 
great  extent  by  other  evidence,  it  exhibits  a  remarkable 
agreement  not  only  with  the  Frankland  and  Armstrong's 
process,  but  also  with  the  Wanklyn,  Chapman,  and  Smith 
process,  when  the  latter  is  associated  with  a  determination 
of  the  nitrates  and  nitrites.  The  agreement  between  the 
results  aflforded  by  the  Frankland  and  Armstrong  process, 
and  the  permanganate  of  potash  method,  is  the  more 
remarkable,  because  Dr.  Frankland  has  publicly  denounced 
the  permanganate  of  potash  test  as  perfectly  useless  and 
mischievous.  The  indications  as  to  the  quality  of  a 
water  aflbrded  by  this  salt  are  so  corrected  by  those 
furnished  by  the  other  examinations  of  the  same  water, 
as  to  render  it  unlikely  that  any  marked  disagreement 
should  occur  between  this  permanganate  of  potash  t€st, 
as  carried  out  in  the  most  approved  manner,  and  the 
other  two  processes. 
The  Prank-  The  proccsscs,  which  have  assumed  an  antagonistic 
Armstrong  rivalry,  and  are  credited  with  furnishing  contradictory 
andthe  dccisious,  are  the  Frankland  and  Wankljni  methods. 
Chapman,  Prof.  Mallct  fiuds  "a  good  deal  of  similarity  between  the 
procew!"*  fig^ires  of  albuminoid  ammonia  and  those  for  organic 
nitrogen  by  the  Frankland  combustion  process,  but  with 
frequent  discrepancies  of  varying  extent,  such  as  prevent 
the   one   being  taken  as   the  accurate  measure  of  the 


other."  1 
Dr.  Hill's  Di;.,  Jim  of  Birmingham  has  made  a  comparison  be- 

raode  of  ^^•^•^^',o•l 

comparison,  tween  the  two  processes,  by  placmg  by  the  side  of  the 
organic  nitrogen  of  Frankland's  method  the  amount  of 
nitrogen  calculated  from  the  albuminoid  ammonia  of 
Wanklyn's  method,  thus : — 

»  Op.  cU. 
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N. 
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6 
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5 
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•049 

•016 

•013 

4  : 
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•090 

•014 
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8  : 

August 

•120 

•018 

•015 

8  : 

September 

•072 

•010 

•008 

9  : 

October 

•070 

•014 

•Oil 

6  : 

November 

•124 

•024 

•020 

6  : 

December 

•080 

•014 

•Oil 

7  : 

He  argues  therefrom,  that  (1)  as  the  amount  of 
nitrogen  yielded  by  the  albuminoid  ammonia  of  the 
Wanklyn  process  is  very  much  less  than  that  furnished 
by  the  Frankland  process,  which  every  one  admits,  and 
(2)  as  the  ratio  is  not  constant,  the  Wanklyn  process  is 
worthless.  Now  this  mode  of  comparison  appears  to  be 
unfair,  because  it  proceeds  on  the  assumption  that  Dr. 
Frankland's  process  of  water  analysis  is  a  standard  of 
accuracy,  a  pretension  which  is  open  to  considerable 
doubt,  although  as  one  for  the  analysis  of  gases  it  may 
be  most  excellent.  {Vide  Prof.  Mallet's  opinion  on 
page  61). 

Although,  then,  anything  like  a  contrast  of  numbers 
is  out  of  the  question,  a  comparison  of  the  opinions  of  a 
water  formed  according  to  the  rules  laid  down  by  the 
inventors  of  the  respective  processes,  from  a  consideration 
of  the  figures  obtained,  is  a  perfectly  feasible  project,  and 
one  likely  to  be  attended  by  useful  results.  Tliese 
opinions  may  not  be  strictly  correct,^  but  sufficiently  so 

^  It  is  an  excellent  rule,  which  unfortunately  could  not  bo  followed 
here,  to  decline  to  give  any  decision  respecting  the  nature  of  a  water  until 

F 
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to  ascertain  whether  or  not  any  distinct  antagonism 
exists. 

The  following  is  a  copious  abstract  of  a  paper  entitled, 
"A  comparison  between  the  Frankland  and  Armstrong, 
and  the  Wanklyn,  Chapman,  and  Smith  processes  of 
water  analysis,"  which  was  presented  by  me  to  the  State 
Medicine  Section  of  the  British  Medical  Association,  at 
its  annual  meeting  held  in  1877,  in  Manchester,  and 
was  accompanied  by  a  table  that  contained  93  analyses 
of  waters  made  by  these  two  methods  at  or  abbut  the 
same  time. 

Many  analyses  of  waters  performed  by  both  the 
Frankland  and  the  Wanklyn  processes  have  been  sent 
to  me,  notably  those  from  Clayton  West,  near  Hudders- 
field,  which  I  have  not  inserted  in  the  table  of  comparison, 
simply  and  solely  because  they  were  not  made  simul- 
taneously, but  with  an  interval  of  weeks  and  months 
elapsing  between  the  periods  at  which  the  water  was 
submitted  to  the  rival  processes.  Waters  change  much 
in  the  amount  of  organic  matter  which  they  may  contain 
at  different  seasons.  The  waters  of  wells  are  greatly 
influenced  by: — (1)  height  of  the  subsoil  water,  which  is 
always  varying;  (2)  by  the  amount  of  water  that  is 
passing  through  the  subsoil  of  a  country;  and  (3)  by 
heavy  downfalls  of  rain  or  periods  of  drought.  I  have 
many  times  found  a  water  pure  at  one  time  and  impure 
at  another,  and  this  occasional  pollution  of  a  water  is 
often  due  to  the  periodical  washing  of  filth  into  a  well 
by  heavy  rains.  The  disagreement  in  the  opinions  of 
able  analysts  respecting  the  purity  of  samples  of  water 
taken  perhaps  within  a  short  interval  of  time  from  the 
same  well  is  often  due  to  these  causes. 

furnished  with  the  fullest  information  regarding  its  source, — as,  for  ex- 
ample, the  geology  of  the  district,  depth  of  the  well,  character  of  the 
surroundings,  etc. 
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Dr.  Ashby,  Medical  OflScer  of  Health,  made  six  analysesor.  Aahby-s 
of  different  waters,  employing  the  Wanklyn,  Chapman,*  "•^^•®*- 
and  Smith  process,  and  reported  certain  of  them  to  a 
sanitary  authority  as  unfit  for  use.  The  agent  of  the 
property  to  which  the  wells  belonged,  immediately,  and  in 
a  private  manner,  sent  samples  of  the  same  waters  to  an 
analyst  who  used  the  Frankland  and  Armstrong  process. 
The  opinions  formed  by  both  analysts  of  all  the  waters 
examined  by  these  two  rival  processes  coincided  in  every 
instance.  The  figures  are  unfortunately  not  obtainable, 
so  that  they  are  not  included  in  the  table,  but  that  the 
same  general  result  was  afiForded  in  each  case,  and  that 
similar  conclusions  were  drawn  about  the  quality  of  these 
six  different  waters,  some  pure  and  others  impure,  is  an 
interesting  fact. 

An  examination  of  the  complete  table  shows  that  in 
only  one  single  instance  is  there  a  distinct  contradiction 
of  opinions,  and  here  the  conflict  of  views  is  readily 
accounted  for.  In  every  other  case  where  the  opinions 
are  not  identical,  the  adjectives  used  to  denote  the  de- 
cisions respecting  the  character  of  the  water  are  qualified 
by  some  adverb.  For  example,  when  an  analysis  of  a 
water  by  one  process  indicates  the  sample  to  be  "  good,' 
or  "  bad,"  an  analysis  by  the  other  process  of  the  same 
water  gives  a  verdict  of  "very  good,"  or  "highly  sus- 
picious," etc 

Before  studying  the  following  table,  which  is  an 
abstract  of  the  complete  one,  it  should  be  clearly  under- 
stood that  this  comparison  is  confined  to  the  question  of 
the  quality  of  a  water  as  regards  the  amount  of  animal 
and  vegetable  organic  matter  contained  in  it  Several  of 
the  waters  in  the  table,  as  for  example  the  last,  viz. 
"Eaven's  Well,"  would  pass  muster  solely  from  the 
consideration  of  the  amount  of  organic  matter  contained 
therein,  but  would  be  objected  to  for  other  reasons.     The 
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time  BY  THE  Frankland  and  Wanklyn  Processes. 

Wanldyn,  Chapman^  and  Smith  process. 


MlLLZORAMME 
VMM,  LlTBC 


GbaIKB  FEB 

Gallon. 


i 

a 
o 

a 

6 


110 


Oi 


02 

• 

40 
31 
03 
88 
80 
32 

Oi 


2^ 

OS 

|a 


•Oi 


•08 


•08 
•12 
•09 

•06 

•10 
•12 
113 
•12 
'Oi 
•02 
•11 
•01 

•08 


w  - « 


II 

^  a 


•2 


•18 
•32 
•12 

•1 

•17 
2^64 

•67 
7-40 
Trace. 

•07 

•06 


e 

•c 

o 
ja 


2  0 


5^1 


•00 


14 

4^8 
1-9 

2-5 

21 
10-81 
10^81 
11-80 


25-7 
25^5 
26-5 

7-3 


Opinion. 


Very  good. 


/  Horribly 
\      polluted. 


Remabks. 


Not  first  rate. 
Suspicious. 
Pretty  good. 

Good. 
/  Moderately 

Bad.  7 
Bad.  a 
Bad.  17 
Good.X 
Good.w 

Bad.x 
Good.j8 

Pretty  good. 


•Opinion  of  the  analyst,  Dr. 
C.  Brown. 


{Analyses  made  by  Dr. 
Bartlett,  who  states  that 
29  cases  of  typhoid  fever 
occurred  amongst  the 
customers  of  the  dairy. 


t  Opinion  of  the  analyst, 
Dr.  Frankland. 

7  Opinion  of  the  analyst, 

Mr.  Thomas. 
B  Opinion   of   the  analyst, 

Mr.  Scott 
ri  Opinion   of   the  analyst, 

Mr.  Wanklyn. 
\  Opinion  of  the  analyst, 

Dr.  Tidy. 
(If  Opinion  of  the  analyst. 

Dr.  Whitmore. 
X  Opinion  of  Messrs.  Hassall 

andHehner,  the  analysts. 

j9  Opinion  of  Dr.  Comelios 

Fox,  the  analyst 
N.B.— The  lamnle  received  by  Hat* 
■all  and  Henner  was  vrobably 
obtained  from  a  dirty  cistern. 
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water  was  condemned  because  of  its  large  amount  of  saline 
matter  and  its  excessive  hardness. 

A  very  careful  study  of  the  two  processes,  and  the 
comparative  results  afibrded  by  them,  lead  me  to  the 
following  conclusions : — 

conciuiioiia.  1.  In  ouc  instance  only  out  of  99  analyses,  details 
of  93  of  which  are  in  my  possession,  is  there  a  distinct 
conflict  of  opinion,  and  in  this  exceptional  instance  the 
divergence  in  the  results  obtained  is  easily  explained. 

2.  The  opinions  do  not  in  a  great  many  instances 
coincide  exactly,  but  the  adjectives  denoting  them  are 
modified  by  some  qualifying  adverb. 

3.  When  the  results  of  analyses  made  by  the  two 
processes  at  or  about  the  same  time  do  not  at  all  agree, 
the  divergence  is  generally  due  to  the  neglect  on  the 
part  of  those  who  practise  the  Wanklyn,  Chapman,  and 
Smith  process,  to  estimate  the  amount  of  nitrates  and 
nitrites,  and  to  be  guided  by  the  evidence  thus  afforded. 

4.  The  results  are  not  concordant  unless  the  analyses 
are  performed  upon  the  same  water  at  the  same  time. 

5.  A  really  bad  water  would  not  be  likely  to  escape 
detection  by  either  process  if  the  nitrates  and  nitrites 
are  always  estimated. 

6.  The  danger  of  the  delivery  of  contradictory 
opinions  respecting  any  given  sample  of  water,  lies 
chiefly  in  the  fact  that  Frankland's  process  gives  higher 
results  than  Wanklyn's  method,  so  that  a  water  pro- 
nounced as  just  passable  by  the  latter  process  might  be 
condemned  by  the  former. 
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VALUE  OF  THE  FRANKLAND  AND  ARMSTRONG,  WANKLYN, 
CHAPMAN,  AND  SMITH,  AND  THE  QUANTITATIVE  FOR- 
CHAMMER  PERMANGANATE  OF  POTASH  PROCESSES  IN 
THE    DETECTION    OF    DANGEROUS    POLLUTIONS. 

An  investigation  was  carried  out  during  the  years 
1880-81  by  Dr.  Cory,  at  the  instance  of  the  Medical 
Department  of  the  Local  Government  Board,  to  determine 
whether  chemistry  was  able  to  distinguish  between  water 
contaminated  by  common  or  specifically  infected  filth. 
The  experiments  lead  to  conclusions  of  rather  a  startling 
character  which,  unless  faced  and  dealt  with,  may  diminish 
the  faith  of  water  analysts  in  their  powers  of  diagnosis.^ 
Waters  were  polluted  with  weighed  portions  of  excrement 
from  a  case  of  typhoid  fever  and  from  a  man  in  perfect 
health,  and  comparisons  were  instituted.  On  page  137 
of  the  Eeport  is  a  table  and  comment  on  the  same,  of 
which  the  following  is  an  abstract. 


IiHTements  indicated  by 
analysis  to  have  been 
gained  by  additions  of 
known  quantities  of 
material  to  a  gallon  of 


water. 


Polluted 
with  -05 
grm.  of 
tyj^hoid 
stool. 


Polluted 
with  -05 
grm.   of 
healthy 
stool. 


Polluted 
with  -1 
grm.  of 
typhoid 
stool. 


Polluted 
with    '1 

frm.    of 
ealthy 
stool. 


Chemical  Increments  in  giis.  pkh  oal. 


Volatile  matters 
Ammonia 
Alb.  ammonia 


1-12 

1-96 

112 

•0004 

•0015 

•0006 

•0020 

•0059 

•0048 

1-68 
•0026 
•0216 


"  The  addition  of  the  typhoid  stool  gave  to  water  far 
less  indication  of  pollution  than  was  given  by  an  equal 
quantity  of  healthy  stool." 

(a)  As  regards  this  table,  it  is  worthy  of  note  that  the 

^  The  inconclusive  nature  of  this  Report  is  described  in  detail  in  a 
paper  entitled  "Remarks  on  the  Examination  of  Water  for  Sanitary 
Purposes,"  read  before  the  Socy.  of  Med.  Officers  of  Health  on  February 
16,  1884,  by  C.  K  Cassal  and  Dr.  Whitelegge. 
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healthy  man  was  fed  during  four  days  previous  to  the 
experiment  on  a  much  larger  amount  of  soluble  nitrogen- 
ous organic  matter  than  the  patient  with  whom  he  was 
compared,  hence  the  striking  diflference  observable  in  the 
amoimt  of  volatile  matters,  which  were  nearly  twice  as 
much  in  the  healthy  as  in  the  typhoid  case. 

(b)  The  proportion  of  the  highly  carbonaceous  matter 
of  the  biliary  discharges  to  nitrogenous  matter  may  have 
been  greater  in  the  one  case  than  in  the  other. 

(c)  The  solubility  of  constituents  of  stools  was  not 
shown  to  be  alike  in  both  cases. 

Again  we  are  confronted  on  page  142  with  a  table,  of 
which  the  following  is  an  abstract : — 


Oxygen   absorbed   from 

Pcrman^nate 
Ammonia  .     .     . 
Alb.  Ammonia    . 
Organic  Carbon  . 
Organic  Nitrogen 


Umpollxtted  Samples. 


Lambeth  water. 


Dupr6,Fninkland,Wanklyn. 


Orains  per  GnUon. 


•2415 
•0011 
•0090 


•2114 
•0371 


•0014 
•0056 


POLLUTKD  SaMPLSS. 


Lambeth  water  polluted 
in  the  proportion  of  i21  gr. 
of  Boloble  solid  matter  of 
typhoid  stool  to  each  galL 

Dupr^,  Frankland,  Wanklyn. 


Grains  per  Gallon. 


•2512 

•  •  • 

•0016 

•  •  • 

•0100 

•  •  • 

•  •  m 

•2206 

•  ■  • 

•0399 

•0007 
•007 


The  result  is  in  accordance  with  our  previous  know- 
ledge as  to  the  impossibility  of  distinguishing  between 
healthy  and  specific  contamination  of  drinking  water. 
The  three  diflferent  processes  supply  general  indica- 
tions, which  require  to  be  checked  by  other  evidence. 
Whilst  the  albuminoid  ammonia  process  furnishes  us 
with  ammonia  evolved  by  a  portion  only  of  the  organic 
matter,  and  the  oxygen  process  only  records  the  oxygen 
used  up  by  a  part  of  the  organic  matter,  the  combustion 
process  yields  tlie  carbon  and  nitrogen  contained  in  the 
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residue  of  a  water  to  the  exclusion  of  that  lost  during 
the  evaporation  of  the  same. 

Duplicates  of  the  samples  of  water  polluted  by  typhoid 
and  healthy  excrements  were  examined  microscopically, 
and  each  sample  that  was  thus  examined  was  found  to 
contain  "crowds  of  bacteria" — a  fact  of  itself  most  damag- 
ing to  the  character  of  any  drinking  water.  I  do  not 
remember  ever  to  have  seen  a  natural  water  containing 
"  crowds  of  bacteria"  in  each  field  of  the  microscope  that 
did  not  present  other  evidence,  sufficient  when  combined 
to  condemn  it  as  a  water  supply.  The  inquiry  affords  a 
confirmation  of  the  accuracy  of  the  opinion  expressed  by 
me  for  the  last  eight  or  ten  years,  that  a  sole  reliance  on 
the  results  afforded  by  these  processes  for  the  detection  of 
the  carbon  and  nitrogen  (apart  from  subsidiary  analytical 
evidence,  in  which  respect  the  Medical  Officer  of  Health's 
method  differs  from  all  others)  often  leads  to  mistakes. 
It  does  not  follow  that,  because  chemical  analysis  might 
have  failed  to  detect  the  accidental  poisoning  by  a  workman 
of  a  vast  quantity  of  pure  water  by  specifically  infected 
matter,  as  at  the  Caterham  and  Redhill  outbreak  of  enteric 
fever  (of  which  failure  no  proof  was  afforded^),  therefore 
water  analysis  is  useless.  In  ninety-nine  cases  out  of  one 
himdred  (1)  such  specifically  infected  matter  is  introduced 
into  a  well  in  conjuTidion  with  other  animal  organic  matter; 
(2)  the  presence  of  animal  organic  matter  indicates  an  open 
door  or  channel  for  the  chance  entrance  of  specific  poison; 
and  (3)  as  a  matter  of  experience  it  may  be  confidently 
asserted  that,  as  a  rule,  minute  quantities  of  specifically 
infected  matter  do  not  aloTie  gain  admission  into  well 
water.  If  the  "filth  diseases"  are  propagated  either 
through  the  instrumentality  of  living  organisms  with  their 

*  The  author  possesses  evidence  whicli  tends  to  show  that  a  great 
change  did  take  place  in  the  amount  of  the  mineral  constituents  of  the 
water. 
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power  of  unlimited  self-multiplication,  or  by  animal  poisons, 
associated  each  with  its  characteristic  organism,  it  is 
probable  that  a  large  amount  of  organic  matter  in  a  water 
is  more  objectionable  than  a  small  amount,  as  furnishing 
more  material  and  conditions  suitable  for  the  develop- 
ment of  noxious  as  well  as  harmless  organisms.  So  far 
as  regards  the  bacillus  anthracis,  it  has  been  shown  ^ 
that  this  micro-organism  does  not  flourish  in  pure  water. 
Its  food  supply  is  used  up  within  a  few  hours,  and  the 
water  which  has  been  infected  with  it  soon  loses,  when 
applied  to  a  suitable  culture-medium,  its  infective  property. 
The  duration  of  infectivity  in  purposely  infected  water 
was  found  to  vary  with  the  proportion  of  nutrient  animal 
matter  contained  therein.  As  Tiemann  and  Preusse  have 
well  pointed  out,*  although  an  impure  water  is  not  neces- 
sarily pernicious,  a  polluted  water  is  more  likely  to  contain 
disease  ferments  than  a  pure  ona 

9. — Koch's  Biological  Method. 

The  determination  of  the  amount  of  organic  and  mineral 
matters  contained  in  a  water  may  be  usefully  supple- 
mented by  an  estimation  as  to  the  number  and  nature  of 
the  micro-organisms  in  it,  which  supplies  us  with  informa- 
tion that  a  chemical  examination  does  not  afford. 

Bacteriological  researches  as  to  the  nature  and  life- 
history  of  micro-organisms  belong  to  laboratories  devoted 
to  biological  investigations,  but  the  power  of  ascertaining 
whether  their  number  in  a  water  is  beyond  the  normal 
amount  is  within  the  reach  of  the  health  oflScer.  The 
difficulties  which  attend  the  employment  of  the  following 
adaptations  of  Koch's  biological  process  to  water  examina- 
tion are  involved  in  the  necessity  of  the  expenditure  of 
a  great  deal  of  time,  a  close  attention  to  details,  the 

*  Reports  on  London  Water  Supply,  for  June  and  August,  1886,  by 
Mr.  W.  Crookes  and  Drs.  Odling  and  Tidy. 

2  Chemical  Nem,  January  16,  1880,  pp.  30,  31. 
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observance  of  scrupulous  cleanliness,  and  the  want  of  a 
thortmghly  satisfactory  mode  of  numerically  distinguishing 
waters  of  similar  organic  impurity  one  from  another. 
The  first  to  be  described  is  a  qualitative  examination,  Dr.  Mater's 
which  has  given  some  very  striking  results  in  the  hands  ^**^ 
of  Dr.  Muter.^  Obtain  some  good  fresh  gelatine*  in  very 
thin  lamince.  Thoroughly  dessicate  it  at  the  highest 
possible  temperature,  and  enclose  it  in  a  carefully 
cleansed  and  dried  bottla  Then  100  a  a  of  redistilled 
water  is  well  boiled  in  a  clean  fiask,  the  mouth  is  closed 
by  cotton  wool,  and  the  whole  is  allowed  to  cool  to  90** 
F.  Four  grammes  of  the  gelatine  and  two  centi- 
grammes of  sodium  phosphate  are  now  placed  in  the  flask, 
and  the  mouth  having  been  £^ain  closed,  agitation  is 
persisted  in  until  entire  solution  takes  place.  A  fresh 
egg  is  now  broken,  and  a  little  of  the  white  is  added  to 
the  contents  of  the  fiask,  which  are  then  boiled  and 
filtered  through  a  paper  sterilized  by  heat ;  25  c.  c.  of  the 
filtered  liquid  are  then  mixed  with  an  equal  volume  of 
the  suspected  water  in  a  tube  closed  by  cotton  wool,  and 
kept  at  a  temperature  of  60°to70°F.  A  comparison 
tube  is  also  set  up  with  redistilled  and  previously  boiled 
water.  With  really  infected  water,  a  cloudy  layer  of 
bacteria  will  form  within  a  comparatively  short  space  of 
time,  and  the  gelatine  will  liquefy  from  the  surface  down- 
wards, and  will  disengage  putrid-smelling  inflammable  gases. 

The  late  Dr.  Angus  SmitKs  adaptation  of  Koch's  Method  of 

Water  Examination? 

A  5  per  cent  solution  of  the  thin  leaf  gelatine,  which  dt.  a. 
solution  melts  at  about  80°  F.,  is  clarified  by  filtration  or^^pt^^ion. 

^  Anaiyai,  September  1885. 

'  French  gelatine,  sold  in  thin  transparent  sheets,  of  the  best  quality,  is 
preferred  in  biological  experiments. 

*  Second  Beport  under  the  River  Pollution  Prevention  Act  of  1876,  to 
the  Local  Government  Board,  ''On  the  Examination  of  Waters." 
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by  fresh  albumen.  Of  this  solution  25  a  c.  are  placed  in  a 
test  tube  and  then  mixed  with  25  c.  c.  of  the  water  to 
be  examined,  and  kept  for  some  minutes  at  that  tempera- 
ture; but  much  smaller  quantities  are  firequently  sufficient. 
The  tubes  in  which  the  experiments  are  made  are  about 
8  inches  long  and  1  inch  in  diameter,  with  stoppers  of 
cotton  wool  only.  After  the  mixture  cools  it  becomes  solid 
around  any  organisms  which  may  be  present,  transparent 
spheres  forming  which  contain  active  and  inactive  bacteria. 
Distilled  water,  if  examined,  exhibits  no  change,  but  other 
waters  display,  according  to  their  purity,  a  greater  or  less 
number  of  these  spheres  or  colonies,  which  may  be 
counted.  A  number  of  very  minute  white  dots  are 
sometimes  visible,  and  seem  to  indicate  the  nimiber  of 
points  of  vitality  in  the  water.  Sugar  and  phosphate  of 
soda  were  in  some  experiments,  by  Dr.  A.  Smith,  added  to 
the  gelatine,  both  together  and  separately;  but  gelatine 
alone  seemed  to  give  clearer  and  simpler  results.  He  writes, 
"  Of  all  the  forms  of  change  in  these  tubes,  that  which 
seems  to  be  connected  with  the  most  offensive  waters  is 
the  liquefying  of  the  surface.  The  number  of  points  of 
activity  one  naturally  considers  a  measure  of  impurity." 

Dr,  Percy  Franldand*8  adaptation  of  KocKs  method  of 

Waier  Examination} 

Br. p.  ''Composition  of  Medium  and  Mode  of  Preparation. 

ft«i*JMM»'«  Lean  meat 1  lb. 

Gelatine 150  grms.^ 

Peptone  (solid) 10     „ 

Common  salt 1     „ 

Distilled  water 1  litre. 

^  "New  aspects  of  Filtration  and  other  methods  of  Water  treatment : 
The  gelatine  process  of  Water  examination. "  A  paper  originally  presented 
to  the  Socy.  Chem.  Industry,  but  since  reprinted. 

*  Koch  employs  100  grms.,  which  has  been  found  insufficient,  as  it 
liquefied  at  as  low  a  temperature  as  68*"  F. 
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The  meat  is  finely  minced  and  infused  with  a  half  litre 
of  cold  distilled  water  for  1  to  2  hours,  the  solid  part 
being  then  strained  off  through  Unen.  The  gelatine  is 
allowed  to  soak  in  the  other  half  litre  of  water,  and  to 
this  the  extract  of  meat  is  added.  The  whole  is  now 
heated  until  the  complete  solution  of  the  gelatine  has 
taken  place,  the  peptone  and  salt  being  then  added  and 
allowed  to  dissolve.  This  liquid  exhibits  a  distinctly 
acid  reaction,  which  must  be  carefully  neutralized  by 
means  of  carbonate  of  soda.  The  neutralized  liquid  is 
then  clarified  by  beating  into  it  the  contents  of  two  or 
three  eggs,  along  with  the  broken  shells,  the  whole  being 
briskly  boiled  for  a  few  minutes.  The  coagulated 
albumen  rises  to  the  surface  and  carries  with  it  the  other 
solid  particles  suspended  in  the  liquid.  On  then  strain- Futmtion  of 
ing  through  Unen,  a  fairly  clear  liquid  is  obtained,  which  ^^^-^Z- 
is  finally  clarified  by  passing  through  filter-paper  placed  gelatine 

mediam. 


Pro.  4. 
Olan  ftuinel  smrounded  by  Copper  Jacket  for  filtering  OeUtinlzed  Meat  Infusion. 

in  a  funnel  provided  with  a  hot  water  jacket,  the  filtrate 
being  rejected  until  it  runs  perfectly  clear  and  limpid. 
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The  filtrate  sets  on  cooling  to  a  yellowish  brown  trans- 
parent jelly.  Whilst  still  liquid  it  is  poured  into  clean 
test  tubes,  the  quantity  which  I  employ  in  each  tube 
ion  being  exactly  7  a  c.  The  test  tubes  are  tightly  plugged 
with  cotton  wool  and  then  at  once  sterilized  by  steaming 
them  for  half  an  hour  on  three  consecutive  days  in  a 
vessel  made  expressly  for  the  purpose,  and  the  con- 
struction of  which  is  shown  in  the  accompanying  figure. 


do^ 


Fio.  5. 

Steaming  Apparatus 
and  Steamer  to  fit 
in  ditto. 


t.  Thermometer. 


Tubes  prepared  and  sterilized  in  this  manner  I  have 
found  to  remain  unchanged  for  an  indefinite  period  of 
time."  1 

.  ^  If  it  is  desired  to  avoid  tlie  trouble  of  preparing  sterilized  meat 
fieptone  gelatine,  it  can  be  porcbased  from  Dr.  H.  Rohrbeck  of  Berlin  in 
pett  tubes  or  flask;. 
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Collection  of  Samples  of  Water. — Glass  stoppered  couection  of 
bottles  of  about  70  c.  c.  capacity  are  cleansed,  rinsed  **"^^**' 
with  distilled  water,  dried  and  kept  in  an  air  bath  at 
from  302°  F.  to  356°  F.  for  at  least  3  hours.  In 
taking  a  sample  the  outside  of  the  bottle  should  be 
rinsed  in  the  water  before  removing  the  stopper,  and 
exposure  to  the  air  be  reduced  so  far  as  possible  to  a 
minimum.  The  mouth  of  the  bottle  should  not  be 
allowed  to  come  into  contact  with  the  tap.  In  collect- 
ing samples  from  ponds  or  rivers,  the  stopper  should 
not  be  removed  until  the  bottle  is  completely  immersed 
in  the  water,  and  should  be  replaced  whilst  still  below 
the  surface. 

Sterilization  of  Apparatus, — It  is  necessary  to  steri-sterii!aiti»ii 
lize  every  article  that   is   used   in   these   experiments.  ^^^*****^' 


Fio.  6. 

Hot  air  chamber  for  sterilizing  Pipettes,  Glass  Plates  in  metal  box,  cotton  wool,  etc. 

t.  Thermometer. 

Dr.  Klein  states^  that   cotton  wool  should  be   exposed 
in  a  loose  state  in  a  hot  air  chamber  to  a  temperature 

>  MierO'OrganiarM  and  Disease, 


tioXL 
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as  high  as  from  266**  F.  to  302**  F.,  for  several  succes- 
sive hours,  for  several  successive  days,  and  that  it  ought 
to  be  just  singed.  Glass  apparatus  is  sterilized  by 
exposure  in  the  hot  air  chamber  for  3  hours  to  a  tem- 
perature of  from  302**  F.  to  356**  F.,  and  by  washing  in 
sterilized  distilled  water  or  a  2  per  cent  solution  of 
corrosive  sublimate. 
Examin*.  ITie  ExamincUion  of  Sample^  which  should  be  performed 

as  soon  as  possible  after  collection,^  must  be  \'iolently 
shaken  to  ensure  an  even  distribution  of  the  organisms 
throughout  the  water.  At  this  stage  Koch  determines  * 
approximatively,  by  making  a  cover  glass  preparation 
{vide  page  161),  the  number  of  micro-organisms  present,  in 
order  to  judge  as  to  the  quantity  of  the  water  under 
examination  which  should  be  used.  "  If  on  microscopic 
examination  one  bacillus  be  detected  in  each  '  field,'  one 
drop  of  the  water  will  contain  many  hundreds,  and  less 
than  1  c.  c.  should  be  taken  for  mixing  with  the  gelatine. 
On  the  other  hand,  should  several  'fields'  have  been 
examined  without  detecting  a  bacillus,  then  1  c.  c.  of  the 
water  should  be  taken."  It  is  better  to  take  too  little 
water  than  too  much,  because  in  the  latter  case  the 
colonies  are  so  crowded  that  it  is  almost  impossible  to 
count  them.  A  tube  of  the  sterilized  gelatine  peptone 
medium,  melted  by  placing  it  in  water  not  heated  above 
86"*  F.,  is  opened  after  first  singing  the  external  portion 
of  the  cotton  wool  plug.     Into  it  one  or  more  drops* 

'  In  a  recent  number  of  the  Chemical  Netos,  Dr.  T.  Leone  is  reported 

^  hAve  found  that  the  pure  spriug  'vcater  which  supplies  Munich  enters  it 

'^^tb  5  organisms  in  each  Ice,  which  on  standing  24  hours  increased  to 

XOO,  in  2  days  to  10,500,  and  on  the  5th  day  to  half  a  million,  this 

"jnultiplication  occurring  at  a  temperature  of  from  57*2  to  64*4'*  F. 

'  The  Biological  Examination  of  Water  as  carried  out  in  the  Reichs 
000iuicLheit8  Amt  Berlin,  vide  paper  hy  Professor  Warden  in  Chemical 
ysum,  July  81,  1885. 

•  It  i»  necessary ,to  ascertain  how  many  drops,  delivered  by  the  pipette 
tfinployedy  form  1  c.  c,  as  drops  differ  so  much  in  size. 
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(according  to  the  quantity  it  has  been  predetermined  to 
employ)  of  the  water  under  examination  is  transferred 
by  means  of  a  graduated  pipette  (which  has  been  pre- 
viously sterilized  in  a  tin  box  by  lieating  it  from  302°  F. 
to  356°  F.)  and  the  water  and  gelatine  are  rapidly  mixed 
(carefully  avoiding  the  formation  of  bubbles)  by  agitation 
in  the  tube,  which  is  held  in  a  slanting  position  to  prevent 
the  entrance  of  dust 

Arrwngcment  for  reception  of  Glass   Plate. — A    soupiT»t«ci 
plate,  in  which  resta   a  very  short-Ie^ed  tripod,  which 


1  CowiViTlOHB.    (Atler  Crookihsnli.) 
with  cold  or  Iced  wdcr ;  ShHt  of  FrtU-glui ;  Spirit 
Level,  nd  Olua  Bell. 

supports  a  glass  plate  protected  by  a  glass  cover,  having 
with  its  contents  been  rinsed  with  boiled  redistilled 
water  immediately  before  use,  is  by  the  help  of  a  spirit 
level  rendered  perfectly  horizontal,  and  a  little  of  the 
same  sterilized  distilled  water  is  poured  into  it  so  as  to 
form  a  seal  between  the  outer  and  inner  air.  Dr.  Edgar 
Crookshank  recommends  ^  that  the  solidification  of  the 
liquid  nutrieut  jelly  should  be  hastened  by  placing  the 
glass  plate  on  a  slab  of  glass  covering  a  vessel  full  to  the 
brim  with  cold  water,  which  may  be  iced  in  warm  weather. 

'  InlTodiulum  to  Frartiail  BtuUrioUgy. 
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Pro£  Warden  states  that  this  arrangeiueDt  may  be 
improved  by  placing  the  water -receiver  in  an  empty 
shallow  vessel  into  which  it  fits  loosely,  and  in  which  it 
is  supported  on  three  pieces  of  cork.  This  outer  vessel 
which  rests  on  the  tripod  serves  to  receive  the  overflow 
water  and  any  moisture  which  may  condense  on  the  sides 
of  the  iced  water -receiver.  A  sterilized  glass  plate  is 
now   withdrawn   (the   future    upper   surface   being   held 


IncnlBtor,  with  *  gx  n^lilor  (o)  Id  oil  eliiiulier.    (Ana  Wnodhad  ind  Hin.) 

downwards)  from  a  metal  box  in  which  it  has  been 
sterilized,  and  is  placed  on  the  levelled  plate,  and  the 
contents  of  the  test  tube  are  poured  on  to  it.  Koch  and 
others  advifie  that  the  gelatine  be  evenly  spread  over  the 
plate  by  the  help  of  a  sterilized  glass  rod  so  as  to  form  a 
square.  As  soon  as  the  gelatine  has  set  on  the  plate 
it  is  at  once  removed  in  its  dish  into  an  incubator,  main- 
tained at  a  temperature  of  from  68°  F.  to  77°  F.     Koch 


IB^M 
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recommends  that  the  glass  plate  after  solidification  of  the 
gelatine  should,  instead  of  being  placed  in  an  incubator, 
be  transferred  to  the  glass  bench  of  the  "  damp  chamber," 
where  in  the  course  of  a  day  or  two,  according  to  the 
temperature  of  the  room  which  should  be  from  60°  F.  to 
SS"*  F.,  the  colonies  will  develop.  The  "damp  chamber  "Damp 
consists  of  a  shallow  glass  dish,  a  covering  bell,  and  glass 
rack,  all  of  which  have  been  thoroughly  cleansed  and 
washed  with  a  solution  of  corrosive  sublimate  (1  part  to 
1000  of  water).  The  bottom  of  the  glass  dish  is 
covered  with  two  or  more  layers  of  filter-paper  cut  to  the 


chamber. 


Fio.  9. 

Damp  Chamber  fob  Plate  Cdltivations.    (After  Crookshank.) 
It  contains  a  glass  rack  on  which  rest  gelatine  glass  plates. 

size,  taking  care  that  it  does  not  project  beyond  the  edge  of 
the  covering  belL  The  vertical  portion  of  the  glass  cover 
is  lined  internally  by  some  with  a  circular  strip  of  blottiug- 
paper  to  prevent  any  drops  of  condensed  moisture  from 
falling  on  the  plates.  All  of  the  blotting  or  filter-paper 
is  moistened  with  the  corrosive  sublimate  solution.  Dr. 
P.  Frankland  writes,  "  The  period  of  incubation  generally 
varies  from  3  to  5  days,  but  sometimes  it  is  continued 
for  a  longer  period  of  time,  to  make  sure  that  all  the 
organisms  present  have  had  a  due  opportunity  of  develop- 
ment" The  gelatine  plates  are  daily  inspected  during  the 
period  of  incubation,  without  removing  the  glass  cover,  so 
that  the  progress  of  the  colonies  derived  from  the  in- 
dividual organisms  may  be  watched;  when  these  have 
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reached  such  dimensions  that  they  are  distinctly  visible 
to  the  naked  eye,  aud  before  the  contours  of  different 
colonies  have  begun  to  coalesce,  the  plates  are  withdrawn 
for  examination.  The  colonies  are  counted  with  the  aid 
of  a  strong  hand-lens,  the  more  doubtful  ones  being 
further  examined  by  means  of  a  simple  microsco]>e.  In 
order  to  arrive  at  an  accurate  conclusion  with  respect  to 
the  number  of  colonies,  it  ia  necessary  that  tJiey  should 
all  be  counted  individually ;  but,  in  cases  in  which  the 


Tie  ruled  plits  divided 


colonies  are  very  numerous,  an  estimate  of  the  total 
number  may  be  formed  by  placing  the  gelatine  plate 
on  or  beneath  a  second  glass  plotc  ruled  in  squares, 
the  arrangement  resting  upon  a  black  ground.  The 
colonies  present  in  a  few  of  these  squares  are  counted 
and  then  multiplied  accordingly.  A  substitute  for  this 
appliance  ia  made  by  mliug  with  a  white  lead-pencil,  on 
a  piece  of  dull  black  paper  pasted  on  cardboard,  a  square 
divided  by  horizontal  and  vertical  lines  into  100  centi- 
metre squares,  several  of  which  may  be  sub-divided  by 
two  horizontal  and  vertical  lines  into  nine  smaller  squares. 
Dr.  P.  Frankland  found  that  if  boiled  distdled  water 
examined,  the  gelatine  plates  almost   invariably  remain 
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imchangeil       Koch    considers    that    3    colonies   is   the 
average  obtained  with  distilled  water. 

The  following  observations  on  the  Metropolitan  Waters 
are  interesting  as  an  earnest  of  what  this  method  is 
capable : — 
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The  water  of  the  Kent  Company  leaves  the  well,  as  is 
seen,  almost  wholly  destitute  of  organic  life,  and  the  few 
oi^nisms  which  it  does  contain  are  almost  certainly  im- 
ported into  it  en  rotUt  to  its  supply. 

I  would  recommend  the  adoption  of  Dr.  Angus  Smith's 
method  to  those  who  have  but  Httle  time  to  expend  in  such 
examinationa  To  those  who  have  had  some  experience  in 
the  observation  of  micro-organisms  I  would  commend  Dr. 
P.  Frankland's  method,  with  the  modifications  of  others, 
which  is  undoubtedly  the  best  that  has  been  devised. 

'  Theae  figures  represent  reanlta  obtained  by  the  eiamination  of  tlie 
watew  abore  the  intakes  of  the  Water  Companies,  and  ehow  the  effect  nf 
ths  atorage  and  filtration  of  the  WHters  which  thej  supply. 

*  Hmtjp  flood*  during  November. 
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10.  The  Estimation  of  Dissolved  Oxygen 

IN  Water. 

The  old  custom  of  judging  of  the  purity  of  a  water  by 
the  amount  of  its  dissolved  oxygen  has  recently  been 
revived.  The  question,  however,  as  to  whether  the 
quantity  of  oxygen  bears  any  constant  ratio  to  the 
organic  impurities  is  an  open  one,  and  requires  elucidation. 
As  water  becomes  more  and  more  contaminated  with 
putrescent  organic  substances,  the  quantity  of  dissolved 
oxygen  in  it  rapidly  diminishes.  Dr.  OdHng  has  shown 
that  at  a  temperature  of  59°  F.  three  volumes  of  oxygen 
are  dissolved  in  100  volumes  of  water,  and  that  an 
increase  of  solubility  is  obtained  by  a  reduction  of  tem- 
perature. At  the  summer  temperature  of  70**  F.  water 
contains  1'8  cub.  in.,  and  at  the  winter  temperature 
of  45"*  F.  2*2  cub.  in.  of  oxygen  per  gallon.  The 
processes  for  the  determination  of  the  dissolved  oxygen 
are  all,  with  one  exception,  beyond  the  reach  of  the 
Medical  Ofl&cer  of  Health,  requiring  complex  apparatus 
and  consuming  more  time  than  he  can  afiTord.  The 
method  described  in  A,  Proust's  Trait4  d^ Hygiene y  p.  427, 
is  the  only  one  which  can  be  suggested  as  at  all  suitable 
for  him,  if  he  desires  to  launch  out  into  the  unknown  on 
this  new  branch  of  water  analysis.  A  copy  of  a  trans- 
lation of  the  manuscript  notes  of  M.  Gerardin,  who  with 
Schlitzenberger  invented  this  process,  have  been  kindly 
sent  to  me  by  Mr.  J.  W.  Slater. 

A  solution  of  the  hydrosulphite  of  soda  is  made 
thus: — Place  some  zinc  turnings  in  a  100  gramme 
flask,  and  fill  it  three  parts  full  with  water.  Add  10 
a  a  of  a  solution  of  bisulphite  of  soda,  of  a  specific 
gravity  of  1*1 6  (which  should  have  been  saturated  with 
sulphurous  acid  by  passing  a  current  of  this  gas  through 
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it  for  several  hours).^  Insert  a  caoutchouc  stopper  and 
fl^tate  several  times.  In  half  an  hour  the  re-agent  is 
ready.  The  hydrosulphite  of  soda  diflTers  from  the  bi- 
sulphite only  by  an  atom  of  oxygen.  In  presence  of  free 
oxygen  it  instantly  absorbs  this  body  and  is  converted 
into  the  bisulphite 

SgOgNaOHO  +  Og  =  S^O^NaOHO 

There  are  colouring  matters,  such  as  "  Coupier's  soluble 
aniline  blue,"  which  are  instantaneously  decolourized  by 
the  hydrosulphite  of  soda,  though  they  resist  the  action 
of  the  bisulphite.  For  instance,  if  to  a  litre  of  water  well 
freed  from  air  by  boiling,  and  coloured  faintly  with 
Coupler's  blue,  we  add  dilute  hydrosulphite  of  soda,  avoiding 
access  of  air,  we  shall  observe  that  a  few  drops  are 
sufficient  to  destroy  the  colouration.  If,  on  the  contrary, 
the  water  is  aerated,  the  decolouration  is  not  produced  until 
enough  hydrosulphite  has  been  added  to  absorb  all  the 
dissolved  oxygen.  If  the  solution  of  hydrosulphite  of 
soda  were  capable  of  being  preserved,  it  would  be  merely 
requisite  to  determine  once  for  all  the  volume  of  oxygen 
which  a  known  volume  of  the  liquid  can  absorb ;  but,  in 
consequence  of  its  great  instability  it  is  necessary  to 
standardize  the  solution  every  time  before  its  employment. 
This  is  easily  effected  by  the  decolouration  which  the 
hydrosulphite  of  soda  produces  in  a  solution  of  the 
ammoniacal  sulphate  of  copper,  as  it  reduces  cupric  oxide 
to  cuprous  oxide.  Bisulphites  and  sulphites  are  without 
action  on  the  solution  of  copper,  as  long  as  there  remains 
an  excess  of  ammonia.  We  prepare  then  a  strongly 
ammoniacal  solution  of  sulphate  of  copper  containing 
4*47 1  grammes  of  the  crystallized  salt  per  litre,  10  c.  c. 

^  Sulphurous  acid  gas  is  prepared  by  allowing  pure  sulphuric  acid  to 
act  on  clean  copper  cuttings,  and  must  be  washed  by  passing  it  through  a 
small  quantity  of  water.     Fide  any  book  on  chemistry. 
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of  which  solution  having  the  same  action  upon  the  hydro- 
sulphite  of  soda  as  1  c.  a  of  oxygen.  Suppose  that  we 
take  20  c.  c.  of  this  ammoniaeal  copper  solution,  and  find 
that  17*5  a  c.  of  the  solution  of  the  hydrosulphite  of  soda 
are  needful  to  bring  the  blue  solution  to  a  colourless  state. 
We  know  that  the  20  c.  c.  correspond  to  2  c.  c.  of  oxygen. 
If  a  litre  of  the  water  to  be  examined,  slightly  tinted 
with  Coupler's  blue  requires  36*4  a  c.  of  the  solution  of  the 
hydrosulphite  of  soda  to  be  decolourized,  we  have — 

X  =  36'4  X  2 

r^TT —  =  4-16  c.  c.  of  oxygen  dissolved  per  hire  of  water. 

There  remains  a  small  correction  to  be  applied  for  the 
quantity  of  hydrosulphite  of  soda  needful  to  decolourize 
the  Coupler's  blue  employed,  which  may  be  determined 
once  for  all. 

This  process  is  marvellously  sensitive.  If  two 
portions  of  the  same  water  are  taken,  and  one  is 
poured  boldly  into  a  beaker  whilst  the  other  is  allowed 
to  flow  quietly  down  the  side  of  a  beaker,  the  two  will 
show  a  decided  difference.  The  testing  should  be  per- 
formed in  a  vessel  which  exposes  as  little  surface  to  the 
air  as  possible,  stirring  must  be  minimized,  and  a  little 
light  petroleum  oil  or  pure  mineral  naphtha  may  be  poured 
on  to  the  surface  to  exclude  oxygen. 
My^  Dr.  Tidy  has  made  a  few  observations  on  Thames 
water^  which  show  that  the  oxygen  in  solution  during 
the  winter  months  (November  to  April)  is  very  nearly 
doable  the  amount  held  in  solution  during  the  summer 
months  (May  to  October),  being  2-19  in  the  former  case 
and  1-19  cub.  in.  per  gallon  in  the  latter,  the  least 
oxygen  being  thus  present  during  the  months  of  the 
greatest  organic  purity. 


^ 


*  **  River  Water,"  Journal  of  Chemical  Society,  vol.  xxxvii.  1880. 
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Dr.  Dupr^  has  also  made  similar  observations^  on  thenr.  Duprt's 
Thames  water  at  various  points  from  Kichmond  towards  ^onT* 
the  sea. 

Permanganate  of  Potash  Test, 

Oxygen  absorbed  per  gall. 
•109 


s: 


CheUea 

1                                     S.  \f*f 

•165 

Greenwich 

•204 

Barking 
Northfleet 

•272 
•161 

Thames  Haven   . 

•106 

Tantlet  Creek     . 

•070 

Dissolved 

Richmond  Bridge 
Kew  Bridge 
Hammersmith  Bridge 

Oxygen 

Test. 

] 

Percentage  of  Aeration 
100 
100 
67-3 

Westminster  Bridge 

54-5 

Tunnel 

25 

Barking  Creek    . 
Jenningtree  Point 
Erith     . 

19-7 
23-3 
23-7 

Northfleet 

38-1 

Coal  House  Poiiit 

52-6 

Hole  Haven 

75 

Southend 

96 

Both  processes  show  the  gradual  increase  of  pollution 
in  the  water  of  the  river  as  the  sewage  outlet  of  the 
metropolis  at  Barking  Creek  is  approached,  and  its  gradual 
diminution  when  proceeding  from  this  point  to  the  sea. 
In  a  recent  experimental  research  "  On  Changes  in 
Aeration  of  Water  as  indicating  the  Nature  of  Impurities 
present  in  it,"^  Dr.  Duprd  has  shown  the  probability 
that  chemistry  may  enable  us  to  distinguish  between 
living  organic  matter  and  dead  organic  matter.  The 
samples  of  water  on  which  he  operated  were  fully  aerated 

*  Analyst,  July  and  September  1885. 

•  Foarteenth  Annual  Report  of  the  Local  Government  Board,  1884-85, 
Gontaining  Supplement  of  Medical  Officer  for  1884. 
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by  vigorous  shaking  and  maintained  at  the  same  tem- 
perature. He  found  that  a  peaty  water  {dead  organic 
matter)  took  more  oxygen  from  the  permanganate  of 
potash  than  from  the  oxygen  dissolved  in  the  water, 
and  that  a  water  containing  animal  organisms  consumed 
more  of  the  dissolved  oxygen  in  the  water  than  oxygen 
derived  from  the  permanganate  of  potash.  He  concludes 
thus :  "  The  consumption  of  oxygen  from  the  dissolved  air 
of  a  natural  water  is  in  the  vast  majority  of  cases,  at  all 
events,  due  to  the  presence  of  growing  organisms,  and  in 
the  complete  absence  of  such  organisms  little  or  no 
oxygen  would  be  thus  consumed."  Our  powers  of  diag- 
nosis between  waters  containing  a  slight  excess  of  animal 
and  vegetable  organic  matter,  which  is  admittedly  difficult, 
are  likely  to  'be  increased  by  a  development  of  this 
scheme  for  estimating  the  dissolved  oxygen  in  a  water. 


CHAPTER   III 

the  determination  of  the  mineral  products  result- 
ing from  changes  in  the  animal  organic  matter. 

1.  Ammonia, 

which  is  in  itself  harmless,  is  a  product  of  the  decora- Ammonia. 
position  of  animal  organic  matter,  and  is  present  in  air 
in  exceedingly  variable  quantity,^  out  of  which  it  is 
washed  by  the  great  air-cleanser,  rain.  Eain  contains 
•49  part  per  million  of  ammonia,  liiver  water  rarely 
possesses  more  than  *!  part  per  million  of  ammonia. 
Unpolluted  well  water  contains  less  than  this  amount, 
whilst  spring  water  is  generally  free  from  it. 

Excess  in  Rivvlets  and  Shallow  Well  Waters. 

Ab  ammonia  in  contact  with  animal  matter,  and  Rivulets  ana 
subject  to  oxidizing  influences,  is  very  rapidly  converted  ^^^3°*^ 
into  nitrates  and  nitrites,  its  presence  in  large  quantity 
in  rivulets  and  shallow  well  waters  indicates  their  very 
recent  and  direct  pollution  with  animal  matters.  The 
excess  is  always  accompanied  by  an  excess  of  albuminoid 
ammonia.  In  the  case  of  shallow  wells  a  contamina- 
tion of  the  water  by  urine  is  more  than  probable 
{vide  page  209). 

^  Vide  Ozoiic  and  Antozone,  p.  226. 
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Excess  in  Deep  Well  Water. 

•.  Ammonia  is  found  in  considerable  quantity  in  the 
waters  of  some  deep  wells,  especially  of  those  that  enter 
the  aand-beds  which  lie  underneath  the  London  clay.  In 
these  waters  the  amount  of  albuminoid  ammonia  is  so 
exceedingly  small  as  to  preclude  the  possibility  of  sup- 
posing  the   esistence  of  any  animal  defilement.     Here, 

Lfor  iustance,  are  the  analyses  of  three  waters,  all  from 
deep  arttisiau  wells  situated  in  a  little  village : — 


A.  Depth  885  ft.  .       . 

B.  Very  deep         .        . 

C.  Doptb  3S0  ft.    ,        . 

1 

Free  Ammonli. 

AH..  An>in(mlL 

■E9 
■11 

■37 

■0+ 
■07 
•Ofl 

Here  are  analyses  of  waters  of  another  village, 
ing  locally  a  high  repute  for  purity : — 


A.  Depth  2M  ft   .        . 
a      „      800  ft   .        . 

UlLLlDBAHHI  «■  LfTM. 

FY*Am™„,. 

Alb.  Animinia. 

■7fl 
■71 

■0* 
■03 

An  excess  of  free  ammonia,  when  associated  with  a 
permissible  amount  of  albuminoid  ammonia,  may  be  due 
either — 
uiWo  1,  To  entrance  of  rain  water  into  welL 

■MiicBot  2.  To  the  beneficial  transformation  of  harmful  organic 
MM.  of  matter  into  the  harmless  ammonia,  through  the  agency 
untm  of  sand,  clay,  and  other  substances,  which  act  on  the 
ora'taT*  ^'^^^  '"  *  manner  similar  to  the  action  on  it  of  a  good 
M».      filler. 
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3.  To  some  salt  of  ammonia  existing  in  the  strata 
through  which  the  water  rises  ;  or, 

4.  To  the  decomposition  of  nitrates  in  the  pipes  of  the 
welL  Mr.  H.  Slater  suggests  that  the  agent  concerned  in 
this  reduction  may,  in  the  case  of  the  deep  well  waters, 
be  the  sulphide  of  iron  which  is  found  in  the  clay. 

Ammonia  may  be  converted  into  nitrates  and  nitrites 
by  a  process  of  oxidation,  or  be  obtained  from  these 
salts  by  one  of  reduction.  We  conclude,  then,  that 
the  presence  of  free  ammonia  in  such  comparatively 
large  quantities  in  these  deep  well  waters  is  due  to  the 
reduction  of  nitrates  and  nitrites  by  sulphide  of  iron,  or 
some  kinds  of  organic  matter,  or  some  other  agent,  such 
oxidized  nitrogen  salts  having  been  produced  in  past 
s^es  by  the  oxidation  of  organic  matter.  In  the  case 
of  deep  artesian  wells,  the  borings  of  which  2)ass  through 
the  London  clay  into  the  chalk  beneath,  the  nitrates 
that,  by  reduction,  furnish  the  waters  of  these  wells 
with  free  ammonia,  doubtless  come  from  the  chalk  itself. 
Sometimes  a  pure  deep  well  water  containing  a  minute 
quantity  of  free  ammonia  may  be  found  within  a  few 
yards  of  another  deep  well  water  equally  pure,  which 
exhibits  a  large  excess,  the  difference  between  the  two 
wells  being  only  one  of  depth  and  strata  perforated : — 


Water. 

Qrs.  prr  Gall. 

Parts  per  Million. 

Hardnrbh. 

Solids. 

Chlorine. 

Free 
Aiiini. 

Alb.     1 
Amm.    1 

Well  176  feet  deep       . 
t>       60   „       „ 

106-4 
98-0 

37-7 
36-6 

•01 
•63 

•0-2 
•01 

9-5 
4-5 

Mr.  Wanklyn  formerly  regarded  with  suspicion  a 
water  yielding  a  large  quantity  of  free  ammonia,  along 
with  '05  part  per  million  of  albuminoid  ammonia. 
The    above    analyses    of    deep    well   waters,   which  are 
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renowned  for  purity  throughout  all  the  country  in 
which  they  form  centres,  prove  that  he  was  wrong. 
In  the  fourth  edition  of  his  Water  Analysis  he  shows 
that  he  has  discovered  his  mistake,  but  he  altogether 
omits  to  make  any  allusion  to  his  error,  or  to  the  indi- 
vidual who  not  only  privately  but  publicly  pointed  it  out 
to  him.^    He  thus  signalizes  his  conversion  on  page  131 : — 

"  Well  230  feet  deep  at  Blackfriars, 


Date. 

Qbaiks  pbb  Q  allow. 

1 

MlLUO&AlUIB  PSB  LlTBE. 

Solids. 

Cblorine. 

Animunia. 

Albi 
Auimonia. 

July  20, 1876. 

57- 

10-2 

'          -SO 

•05 

\ 


Thi8  water  exhibits  what  is  occasionally,  found,  namely, 
a  large  quantity  of  free  ammonia  in  pure  deep  spring 
water  of  the  first  class." 

Mr.  Allen  of  Sheffield  has  fallen  into  a  similar  error. 
He  writes,*  "It  is  not  unusual  to  find  a  very  large 
proportion  of  ammonia  in  the  water  of  very  deep  wells. 
In  the  great  majority  of  instances  it  is  associated  with 
an  excessive  proportion  of  chlorides — a  fact  which  points 
to  sewage  or  urine  as  the  original  source  of  the  con- 
tamination." Both  statements  are  correct,  but  the  con- 
clusion arrived  at  by  him  is  altogether  wrong. 

Mr.  Wanklyn  has  accordingly  altered  his  standard  of 
rules  by  changing  the  wording  of  one  of  his  sentences. 
In  the  previous  editions  we  read,  "  I  should  be  inclined 
to  regard  with  some  suspicion  a  water  yielding  a  con- 
siderable quantity  of  free  ammonia,  along  vnth  '05  part  of 
albuminoid  ammonia  per  million."    In  the  fourth  edition  he 

1   Vide    WaUr   Analysis  for   the    Medical    Officer  of  Health,   first 
edition,  p.  18. 

«  Pxihlic  UeaUh,  February  9,  1877. 
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writes,  "I  should  be  inclined  to  regard  with  some 
suspicion  a  water  yielding  a  considerable  quantity  of  free 
ammonia,  along  with  more  than  '05  part  of  albuminoid 
ammonia  per  million," — a  very  material  difference. 

The  mode  of  estimating  the  quantity  of  free  ammonia 
in  a  water  is  described  on  page  40. 

2.  Nitrogen  as  Nitrates  and  Nitrites. 

The   controversy  between   Dr.    Frankland   and    Mx,mmut 
Wanklyn  concerning   their   respective  modes  of  water  5^*^^^^^ 
analysis  has  waged  very  much  around  the  question  as  to 
the  value  of  an  estimation  of  the  amount  of  these  salts 
in  a  water.     Whilst  the  former  appears  to  give  a  pre- 
ponderating weight  to  the  indications  afforded  by  the 
past  history  of  a  water,  and  seems  to  consider  that  the 
determination  of  the  mineral    products  of   the  animal 
pollution  of  a  water  affords  the  key  to  the  whole  situa- 
tion; the  latter  denounces,  in  the  strongest  terms,  all 
reliance  on  the  presence,  in  any  quantity,  or  absence,  of 
these  products  of  the  oxidation  of  filth.     Mr  Wanklyn 
sajs,^   "It  cannot    be  too  strongly  insisted   upon  tliat 
the   nitrates  afford  no  data  of  any  value  in  judging  of 
the   oi^ganic  quality  of  a  water ; "  and  again,  "  The  pro- 
gress   of   investigation    has    completely    discredited    the 
nitrates  as  criteria  of  unwholesomeness."^     The  pupils 
of  these  analysts   follow  very  closely  in   the  paths   of 
their  respective  teachers.     Dr.  Hill  of  Birmingham,  in 
his  Keport  for   1876,  which    contains    a  sheet  of   the 
analyses  of  waters  from  114  difiierent  private  wells,  shows 
that  he  forms  an  opinion  of  each  water  solely  from  the 
amount  of  the  products  of  oxidation,  such  as  nitrates  and 
nitrites,  coupled  with  the  proportion  of  chlorides,  without 

*  Op.  eit.     Fourth  edition,  p.  84. 
«  Hart's  Manual  of  Public  Health,  p.  309. 
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ever  attempting  to  estimate  the  quantity  of  organic 
nitrogen,  and  organic  carbon  contained  in  each.  Mr. 
Thomas,  pubhc  analyst  of  Cardilf,  also  states  that  if  he 
found  nitrates  and  chlorides  in  excess,  and  knew  that  this 
excess  could  not  be  ascribed  to  the  pecuhar  character  of 
the  strata  from  wliich  the  water  was  derived,  he  should 
not  determine  the  organic  carbon  and  nitrogen  unless 
required  to  do  so,  hut  would  immediately  coudemn  the 
water.  Tliis  exclusive  reliance  on  the  evidence  vouch- 
sated  by  the  clilorides  and  nitrates  is  to  be  found  in  Dr. 
Cameron's  Manual  of  Sygiene.  On  page  71  he  writes, 
"  In  a  soft  water,  remote  from  the  sea,  the  decided 
presence  of  clilorine  and  nitric  acid  should  he  considered 
as  clear  evidence  of  previous  sewage  pollution,  and  such 
water  should  be  regarded  as  dangerous  to  health."  G. 
W.  Wigner,  F.C.S.,  also  writes  thus,^  "There  are  many 
cases  where  a  sample  of  water  must  be  condemned  on 
the  evidence  of  nitrates,  nitrites,  and  the  microscope  only," 
"Wliilst  one  leader  is  at  one  extreme,  the  other  is  at 
the  opposite.  Looking  at  the  matter  judicially,  apart 
from  all  preferences  for  either  of  these  rival  processes, 
and  governed  simply  by  the  results  of  a  large  practical 
experience  of  all  kinds  of  water,  I  slioidd  say  that  the 
truth  lies  midway, — 

"  Media  in  res  tutissimUB  ibis." 

Dr.  Frankland,  although  falling  into  the  mistake, 
whilst  judging  a  water,  of  making  his  decision  almost 
entirely  rest  on  the  degree  of  previous  sewage  contami- 
nation, and  the  amount  of  nitrates  and  nitrites,  makes 
the  following  statements,'  with  which  we  must  all  agree. 

In  the  presence  of  oxygen  the  nitrogen  of  animal 
matters   is   transformed,   in  great   part,   into   nitric   and 

'  Sanilary  Uraird,  October  IP.  1877. 
*  Riren  Pollution  Commh^on-^Sixlh  Jlcporl. 
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nitrous  acids ;  and  these,  by  combining  with  the  basic 
substances  always  present  in  polluted  water,  are  in  their 
turn  converted  into  nitrates  and  nitrites. 

The  change  is  most  rapid  and  complete  when  polluted 
water  passes  through  aerated  soil. 

Whilst  the  oxidation  of  animal  matters  in  solution  in 
water  yields  abundance  of  nitrates  and  nitrites,  vegetable 
matters  furnish  under  like  circumstances  mere  traces,  or 
none,  of  these  compounds. 

The  late  Mr.  Stoddart,  Analyst  for  Bristol,  directed  Briatoi 
attention  in  the  Analyst  of  March  1878,  page  212,  first, ]J^*^[y 
to  the  abundance  of  diatoms  in  the  Bristol  water  supply, 
secondly,  to  the  production  of  ammonia  by  their  de- 
composition, and  thirdly,  to  the  origin  of  nitrates  from 
the  ammonia  thus  formed.  Notwithstanding  the  large 
quantity  of  diatoms,  the  amount  of  these  products  of 
their  decay  is  insufficient  to  raise  the  insignificant  pro- 
portions of  the  ammonia  and  nitrogen  as  nitrates  when 
diluted  with  such  immense  volumes  of  water  as  are 
contained  in  the  reservoirs. 

Upland  waters,  which  have  been  in  contact  only 
with  mineral  matters,  or  with  the  vegetable  matter  of 
uncultivated  soil,  contain,  if  any,  mere  traces  of  these 
salts ;  but  as  soon  as  the  water  comes  into  contact  with 
cultivated  land,  or  is  polluted  by  the  drainage  from  farm- 
yards or  human  habitations,  nitrates  in  abundance  make 
their  appearance.  The  presence  of  nitrates  and  nitrites 
in  sufficient  quantity  is  therefore  trustworthy  evidence  of 
the  previous  pollution  of  the  water  with  animal  matters. 

Nitric  and  nitrous  acids  are  present  in  minute  quantity 
in  the  air,  out  of  which  the  rain  washes  them.  In  71 
samples  of  rain  water  collected  at  Eothamsted,  near  St. 
Albans,  the  proportion  of  nitrogen,  as  nitrates  and  nitrites, 
varied  from  nil  up  to  '03  grain  per  gallon.  The  largest 
amount,  which  occurred  only  once,  was  exceedingly  small. 

H 
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Waters  which,  it  is  well  known,  cannot  be  defiled  by 
manure  or  by  sewage,  never  contain  nitrates  in  a  pro- 
portion bringing  them  near  to  the  "point  of  contamination." 

The  average  amounts  of  oxidized  nitrogen  found  by 
the  Kivers  Pollution  Commissioners  ^  in  the  pure  waters 
of  the  various  geological  strata  are  as  follows : — 


Nitrogen  as  Nitrates  and  Nitrites, 


Bain 


Grain  per  Gallon. 
•002 


w 


w 


Upland  Surface  Water, 
(From  Non-calcareous  Strata.) 
From  IgneouB  Rocks      ...... 

Metamorphic,  Cambrian,  Silurian,  and  Devonian 
Bocks      ....... 

Millstone  Qrits     ...... 

(From  Calcareous  Strata.) 
From  Mountain  Limestone      ..... 

Lias,  Trias,  and  Permian  Bock 

the  Oolites  ...... 

Deep  JVell  Water. 
In  the  Coal  Measures     ...... 

New  Bed  Sandstone  ..... 

the  Chalk 

„       „     below  London  Clay      .... 

Devonian  Bocks  and  Millstone  Grit 

the  Lias  ....... 

„    Oolites       ....... 

„    Hastings  Sand,  Greensands,  and  Weald  Clay 

Spring  JFaler, 

From  Gi'anite  and  Gneiss  Bocks 

Devonian  Bocks  and  Old  Bed  Sandstone 
New  Bed  Sandstone 
the  Lias 
,,  Hastings  Sand  and 
Silurian  Bocks     .    - 
Mountain  Limestone 
Millstone  Grits  and  Coal  Measures 
the  Oolites 
Chalk 

1  Op,cU, 


Greensand 


»> 


•001 

004 
007 

008 
007 
03 

14 

4 

05 

2 

3 

4 

1 


•07 

•6 

•2 

•3 

•2 

•12 

•16 

•24 

•28 

•27 
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The  Objections  of  Mr.  Wanhlyn  and  those  who  think 
with  him,  to  the  Determination  of  Nitrates  and 
Nitrites,  may  he  thus  summarized : 

1.  Nitrates  find  their  way  into  waters  from  the  various  oi^^cWom 
geological  strata  which  they  traverse;  for  example,  chalk mation of 
springs,  which  contain  an  infinitesimal  amount  of  organic  ^j^^"* 
matter,  are  often  highly  charged  with  nitrates. 

2.  The  processes  of  vegetation  in  rivers  and  lakes  are 
calculated  to  withdraw  nitrates  from  the  water ;  accord- 
ingly, an  absence  of  nitrates  may  be  due  to  a  rife  aquatic 
growth  as  well  as  to  absence  of  sewage. 

3.  Eaw  sewage  is  said  to  be  free  from  nitrates. 

The  examples  adduced  in  support  of  these  statements 
prove  nothing.  If  we  examine  seriatim  the  objections 
themselves,  we  shall  find  that  they  amount  to  very  little. 

1.  Nitrates  are  found  in  excess  in  certain  pure  waters  Angwen  to 
from  the  chalk,  but  the  largest  amounts  discovered  do^^^^®*^" 
not  generally  exceed  '7  grain  per  gallon,  an  amount  which 
would  simply  throw  suspicion  on  the  water  of  a  shallow 

well,  or  of  a  spring,  if  this  result  was  confirmed  by  other 
evidence.  Knowing  this  peculiarity  in  the  waters  of  deep 
wells  in  the  chalk,  namely,  that  they  possess  an  excess, 
and  sometimes  a  large  excess,  of  nitrates,  the  objection 
£ei11s  to  the  ground. 

2.  It  is  perfectly  true  that  vegetable  life  assimilates 
these  salts,  and  so  removes  them,  especially  in  spring  and 
summer.  Accordingly,  their  amount  will  then  show  a 
slightly  more  favourable  result  than  really  exists  during 
the  quiescent  months  of  the  year.  This  optimist  indica- 
tion in  the  growing  season  appears  to  be  a  very  feeble 
objection,  especially  when  it  is  remembered  that  the 
estimation  of  the  nitrates  and  nitrites  is  only  one  of 
several  data  on  which  an  opinion  of  a  water  should  be 
based. 
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3.  In  undiluted  sewage  putrefaction  rapidly  occurs, 
during  which  process  the  nitrates  are  destroyed.^  I 
cannot  consider  this  as  a  valid  objection. 


Utility  of  the  Estimation  of  Oxidized  Nitrogen  Salts. 

utmtyofthe  The  presence  of  an  excess  of  these  salts  in  a  water 
Mcrn^*  affords  no  indication,  taken  by  itself,  that  such  water 
Nitrates  and  deserves  Condemnation,  nor  does  the  complete  absence 
of  nitrates  and  nitrites  warrant  any  one  in  pronouncing 
a  water  to  be  pure.  Some  of  the  purest  waters,  such, 
for  example,  as  those  from  deep  wells  in  the  chalk, 
contain  much  nitrates,  which  have  aptly  been  termed 
fossil  organic  matter,  or  the  skeleton  of  sewage ;  whilst 
waters  so  full  of  vegetable  matter  as  to  be  injurious  to 
health  may  not  contain  a  vestige  of  them.  The  estima- 
tion of  the  amount  of  these  salts  not  only  teaches  us,  as 
to  whether  the  soil  from  which  the  water  is  derived  is 
clean  or  defiled  with  filth  which  it  has  oxidized,*  but, 
taken  in  conjunction  with  other  evidence,  it  affords  valu- 
able aid  to  us  in  the  formation  of  an  opinion.  Although 
the  water  of  a  well  far  away  from  any  chalk  may  be 
found  to  be  organically  pure,  yet  the  presence  of  any 
large  quantity  of  nitrates  and  nitrites,  which  are,  so  far 
as  our  knowledge  extends,  harmless  in  themselves,  informs 

^  Some  believe  that  in  sewage,  nitrogenous  organic  matter  is  destroyed 
without  the  formation  of  nitrates,  the  nitrogen  being  evolved  in  the  form 
of  gas ;  whilst  others  consider  that  when  sewage  is  allowed  to  stand,  a 
process  of  fermentation  occurs,  and  as  this  subsides,  oxidation  commences 
with  the  formation  of  nitrates  and  nitrites  at  the  expense  of  the  organic 
matter  and  the  ammonia. 

'  The  contrast  displayed  by  samples  recently  sent  to  the  author  of  the 
water  of  the  River  Jordan,  which  contains  a  mere  trace  of  nitrogen  as 
nitrates  and  nitrites,  and  that  of  the  Pool  of  Siloam,  which  holds  in 
solution  more  than  22  grains  of  nitric  acid  per  gallon,  whilst  each  water 
exhibited  between  80  and  40  grains  of  chlorine  per  gallon,  is  very  striking. 
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US  that  the  water  is  in  imminent  danger  of  pollution. 
This  discovery  tells  iw  that  the  natural  oxidizing  process 
of  cleansing  and  purification  by  the  soil  is  proceeding. 
Experience  teaches  us  that  a  time  will  come,  and  we 
know  not  how  soon,  when  the  soil  will  become  overdone 
with  filth,  and  will,  at  first  imperfectly,  and  at  length 
finally  cease  to,  cleanse  by  filtration  the  polluted  water, 
when  the  organic  matters  will  themselves  enter  the  well ; 
or  the  organic  animal  filth  may  be  washed  into  the  well 
at  any  moment  by  a  sudden  downfall  of  rain.  The 
presence,  then,  of  these  salts,  in  considerable  proportion, 
in  shallow  well  waters,  in  non- chalky  districts,  is  an 
ominous  sign,  A  public  analyst  has  recently  written : — 
"  Nitrates  in  a  deep  well  water  represent  fossil  excreta, 
but  nitrates  in  a  shallow  well  water  represent  recent 
excreta."  The  former  part  of  the  sentence  is  true  enough, 
but  the  latter  is  misleading.  I  have  known  shallow  well 
waters  in  chalky  districts,  that  could  not  possibly  have 
been  defiled,  exhibit  an  excess  of  nitrates. 

There  exists  a  widely  spread  dread  lest  the  poisons  of 
diseases,  be  they  soluble  or  in  the  form  of  micro-organisms 
or  of  infinitesimal  insoluble  particles,  may  survive  the 
almost  complete  oxidation  by  earth  of  dead  organic 
matter,  and  may  co-exist  with  nitrates  and  nitrites  in  a 
water  devoid  of  any  excess  of  organic  matter.^     Some, 

^  This  fear  has  recently  been  very  forcibly  expressed  by  Dr.  Ashby  and 
Mr.  Hehner  ("On  So-called  Previous  Sewage  Contamination,"  in  Analyst^ 
April  1883),  with  respect  to  waters  from  the  surface  wells,  7  or  8  to  20  or 
25  feet  in  depth  in  Derby  and  Newark-on-Trent.  These  waters  come  from 
the  variegated  marl  of  the  trias,  the  marlstone  rock-bed  of  the  middle 
lias,  and  the  chalk.  They  seem  as  a  class  to  be  notorious  for  high  solids, 
an  excess  of  nitric  acid,  phosphoric  acid,  sulphuric  acid,  and  chlorine 
associated  with  a  comparatively  small  amount  of  free  ammonia  and 
albuminoid  ammonia.  Some  soils  soon  lose  the  power  of  oxidizing 
filth,  especially  if  overdone  with  it;  whilst  others  may  be  converted 
into  a  nitre  bed,  and  still  retain  the  pi-operty  of  carrying  on  this  purify- 
ing change. 
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indeed,  believe  that  water  from  a  well  within  a  yard  or 
two  of  a  cesspool  cannot  possibly  be  pure.  I  have 
known  several  wells  in  clay  soil,  varying  in  distance  from 
one  to  live  yanls  from  cesspools,  which  have  supplied 
water  of  the  greatest  purity,  their  safety  being  due  to  the 
retentive  properties  of  tlie  clay,  and  the  water-tight  con- 
dition of  the  ceaspoola,  I  am  acquainted  with  a  family 
that  has  for  years,  without  apparent  ill  effects,  been 
drinking  water  from  a  well  in  porous  gravelly  soil,  within 
two  yards  from  an  enormous  cesspool,  which  is  e\'idently 
not  water-tight.  The  water  is  organically  pure,  but  con- 
tains between  1  to  2  grains  per  gallon  of  nitrogen  in  the 
form  of  nitrates  and  nitrites.  Highly  dangerous  of  course 
it  is  to  drink  such  water,  for  the  well  may  he  defiled,  or 
the  earth  may  cease  to  act  as  an  efficient  iilter.  at  any 
instant.  The  curious  spreail  of  typlioid  fever  at  Lansen, 
in  Switzerland,'  by  water  that  had  passed  thn>ugh  an 
immense  thickness  of  earth,  has  excited  the  suspicion  that 
the  poison  of  enteric  fever  may  possibly  be  a  soluble 
■  rather  than  an  insoluble  particle.  Under  tlie  supervision 
■^'^of  Prof.  Mallet  a  number  of  natural  waters  believed 
to  be  gooil  and  wholesome,  including  the  regular  water 
supply  of  some  of  the  principal  cities  of  the  United 
States,  were  arranged  together  as  class  1 ;  and  a  number 
of  natural  watera,  which  there  was  fair  ground  for 
believing  had  actually  caused  disease  on  the  part  of  those 
drinking  them,  were  arranged  as  class  2.  Both  series  of 
waters  were  examined  hy  tlie  Frankland  Combustion 
process,  hy  the  Wanklyn,  Chapman,  and  Smith  process, 
and  the  Letheby  and  Tidy  permanganate  process,  with 
this  result — "  No  marked  difference  exists  between  the 
higlwst,  lowest,  or  average  result  obtained  by  any  of  the 
processes  for  the  waters  of  class  1  and  the  corresponding 

'  BcilrUge  iu.r  Eitltt^angfgaekickU  dta  Ti^ihut  «mi  tut  Trinkvuuter- 
lehn.—VouDr.  A.  Hagler. 
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result  for  those  of  class  2.  No  one  could,  with  these 
figures  to  guide  them,  refer  a  water  of  unknown  origin  to 
one  or  other  of  the  two  classes  on  the  evidence  afforded 
by  chemical  analysis,  using  either  or  all  of  the  processes 
in  question."  On  examining  these  same  waters  for 
nitrates  and  nitrites  "  we  find  a  very  obvious  connection 
between  the  results  of  chemical  examination  and  the 
known  sanitary  character  of  the  several  waters,  the  salts 
of  nitrous  and  nitric  acid  being  either  absent  or  present 
in  but  trifling  amount  in  waters  of  class  1,  believed  to  be 
wholesome ;  whilst  they  were  almost  universally  present, 
and  in  many  cases  in  large  quantity,  in  the  pernicious 
waters  of  class  2." 

Griess  has  expressed^  a  strong  opinion  as  to  the 
unfitness  of  water  for  drinking  purposes  which  contains 
nitrates  and  nitrites.  Dr.  Angus  Smith  writes,*  "the 
presence  (of  nitrates)  shows  that  the  most  dangerous 
state  of  the  organic  matter  is  past.  The  water  may, 
however,  be  still  dangerous  to  use."  Ekin  states  that* 
"waters  which  have  undoubtedly  given  rise  to  typhoid 
fever  have  been  found  by  the  writer  over  and  over 
again  not  to  contain  more  than  "05  part  of  albuminoid 
ammonia  in  1,000,000,  and  wliich,  notwithstanding  their 
containing  a  large  excess  of  nitrates,  have  been  passed 
by  analysts  of  undoubted  ability  as  being  fit  for  drink- 
ing purposes."  R  Haines  of  Philadelphia  has  pub- 
lished *  cases  which  partially  corroborate  the  opinions  of 
Mr.  Ekin. 

Here  is  an  analysis  of  a  well  water  kindly  sent  to  me  Example*. 
by  Dr.  Annistead,  of  the  Cambridgeshire  district,  which 
would  have   been  passed  as  pure  if  sole  reliance  had 

*  Ann.  d.  Chein,  u  Pharm.  cliv.  336. 

»  Chaniml  News,  September  3,  1869.  •  "Potable  Water." 

*  "  Metliods  of  judging  of  the  wholesomeness  of  Drinking  Water,"  from 
J<mmal  of  the  Frankland  InstUuUf  February  1881. 
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been  placed  on  the  indications  aflforded  by  the  Wanklyn, 
Chapman,  and  Smith  process : — 


Qraxms  pkr  Gallon. 

MiLLIOBAMUB  PKB  LlTRK. 

Chlorine. 
4- 

Free  Ammonia. 
•14 

Album.  Ammonia. 
•06 

The  amount  of  chlorine  did  not  exceed  the  average  for 
the  neighbourhood.  Suspicions  were  aroused  when  the 
well  was  found  to  be  near  a  churchyard,  and  oxides  of 
nitrogen  were  sought  for.  These  filth  products  were 
found  in  abundance,  and  a  considerable  quantity  of 
phosphates  were  also  discovered. 

Here  is  another  example  of  a  water  that  would  have 
been  deemed,  if  trust  had  solely  been  placed  on  the 
amount  of  free  and  albuminoid  ammonia,  to  be  of  indif- 
ferent quality,  but  passable : — 

Milligroiiime  per  Litre  s 
Part  per  Millon. 

Free  ammonia       ....       "005 
Albuminoid  ammonia        .  .  .       '10 

Chlorine  in  excess,  but  not  above  the  average  of  the  pure 
waters  in  the  vicinity.  Nitrogen,  as  nitrates  and  nitrites, 
3*7  grains  per  gallon.  This  water  came  from  a  well 
which  proved,  on  inquiry,  to  be  situated  in  a  highly 
dangerous  place.  Such  a  water,  exhibiting  so  large  a 
proportion  of  nitrates  and  nitrites,  deserved  condemna- 
tion. 

Here  is  a  third  analysis,  of  the  water  from  a  well  25 
feet  deep,  which,  as  regards  its  organic  contents,  would 
be  pronounced  of  the  utmost  purity : — 


Grains  per  Gau/)n. 

Milligramme  per  Litre. 

Solids. 
23- 

Chlorine. 
2-2 

Free  Ammonia. 
•01 

Alb.  Ammonia. 
•04 

As  there  was  an  excessive  brilliancy  about  the  water. 
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my  suspicions  were  aroused ;  so  I  examined  the  water 
for  nitrogen  in  the  form  of  nitrates  and  nitrites,  of 
which  I  found  I'll  grains  per  gallon.  My  opinion,  ex- 
pressed to  the  applicant,  was  that  the  water  was  pure  at 
the  time  of  analysis,  but  was  in  great  danger  of  pollution ; 
that  the  soil  cleansed  the  water  at  presentj  but  would 
cease  to  do  so  after  a  certain  period,  when  filth  would 
enter  the  well.  The  applicant  then  informed  me  that 
there  was  a  cesspool  two  or  three  yards  from  the  welL 
How  would  the  Wanklyn,  Chapman,  and  Smith  process, 
unaided  by  the  estimation  of  the  nitrates,  have  enabled 
me  to  see  the  danger  ahead,  and  sound  the  note  of 
warning  ? 

The  analyses  made  by  the  late  G.  W.  Wigner  of  the 
water  supply  of  Clacton  on  Sea,^  where  the  proportion  of 
free  ammonia  and  albuminoid  ammonia  was  very  low, 
whilst  the  amount  of  nitrates  was  high,  and  the  micro- 
scope disclosed  the  presence  of  numerous  particles  of 
decomposed  muscular  fibre,  eta,  are  of  interest  in  con- 
nection with  the  subject  under  consideration.  Many 
additional  instances  could  be  given,  if  space  permitted,  to 
show  the  value  of  an  estimation  of  the  nitrates,  but  such 
must  surely  be  unnecessary. 

The  omission  to  pay  any  regard  to  the  amount  of 
nitrates  and  nitrites  in  a  water  is  practically  to  ignore 
the  infiltration  of  filth  into  a  water  supply  that  is  not 
very  recent. 

It  is  not  needful  in  every  case  to  make  a  quantitative 
examination  of  the  nitrogen  as  nitrates  and  nitrites.  If 
any  doubt  exists  after  estimating  the  amount  of  free 
ammonia,  albuminoid  ammonia,  and  chlorine — if  one's 
diagnosis  is  somewhat  obscured  by  any  curious  results — 
if,  indeed,  there  is  the  slightest  haze  or  mist  in  connection 
with  an  analysis,  it  is  wise  to  calculate  the  quantity  of 

1  Sanitary  Record,  August  31,  1877. 
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nitrates  and  nitrites.  I  should  not  tliink  of  making  an 
estimate  of  these  salts  in  the  water  of  a  spring,  far 
removed  from  any  filth,  that  is  always  running,  or  in  ein 
artesian  well  water,  respecting  both  of  which  there  existed 
no  suspicion,  and  both  of  whicli  showed  infinitesimal 
amounts  of  free  and  albuminoid  aramonia.  In  Dr. 
Armistead's  analysis  the  nnmliers  of  these  two  kinds  of 
ammonia  afforded  a  suspicious  indication;  and  in  the 
analysis  which  immediately  follows  it,  the  quantity  of 
albuminoid  ammonia,  coupled  with  the  knowledge  of  the 
dangerous  position  of  the  well,  would  have  led  me  ta  test 
for  salts  of  nitrogen. 

;  A.    QUALTTATm:   EXAMINATION. 

ty  77ic  Horsky  Test. — The  directions  given  by  the  dis- 
coverer of  tliis  teat  are  as  follows : — Take  a  lai^  sized 
conical  teat  glass  holding  about  1^  or  2  oz.  of  the  water 
to  be  examined,  and  dissolve  in  it,  by  the  aid  of  a  glass 
rod,  about  1  grain  of  pyrogalUc  acid.  Measure  out  1^  or 
2  fluid  drachms  of  pure,  strong  sulphuric  acid.  The  test 
glass  containing  the  water  and  pyrogallic  acid  being  held 
in  tlie  right  hand  and  its  edge  depressed,  carefully  pour 
down  tlie  aide  of  the  vessel  the  sulphuric  acid,  which 
will  lie  as  a  layer  underneath  the  water.  Drop  gradually 
into  the  water  a  pinch  of  salt  When  the  salt  reaches 
the  sulphuric  acid,  effervescence  takes  place  which 
mingles  the  upper  and  lower  layers,  giving  rise  in  the 
lower  layer  to  a  more  or  less  purplish  violet  or  black 
colour,  according  to  the  quantity  of  nitrates.  Nitrites,  if 
present,  will  show  themselves  in  the  upper  layer  by  pro- 
ducing a  yellowish  or  even  brown  tint  indicative  of  nitrous 
acid  in  a  gaseous  state,  whicli  gradually  disappears  {mde 
fig.  11).  Twice  distilled  water  remains  colourless  when 
treated  aa  above. 
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Nehite^ 


Nitrates 


Fig.  11. 


Dr.  Bond  of  Gloucester  practises  the  following  modi- 
fication, wliich  is  preferable: — 20  minims  of  pure 
sulphuric  acid  are  placed  in  a  very  small  test  tube, 
to  wliich  1 0  minims  of  the  water  to  be  examined 
are  added.  One  drop  of  a  solution  of  pyrogallic  acid 
(10  grains  to  1  ounce  of  distilled  water  acidulated 
with  2  drops  of  sulphuric  acid)  is  then  dropped  into 
the  mixture.  The  depth  of  the  dark  amethyst  or 
vinous  brown  coloration  is  a  measure  of  the  amount 
of  the  salts  present 

It  is  wise  to  make  one  or  two  blank  experiments 
with  twice  distilled  water,  when  fresh  chemicals  are 
employed,  so  as  to  be  assured  of  their  purity.  After 
allowing  the  colour  to  develop  for  a  few  minutes,  the 
contents  of  the  test  glass  should  be  shaken,  so  as  to 
mix  the  sulphuric  acid  with  the  water,  and  no  opinion 
should  be  formed  as  to  the  water  under  examination 
until  a  quarter  of  an  hour  has  elapsed  after  such  com- 
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mingling  has  been  eflfectei  It  will  be  found  useful 
to  keep  some  spring  water,  or  other  waters  containing 
known  quantities  of  nitrates  or  nitrites,  ready  at  hand, 
with  which  to  make  comparisona^ 

It  is  stated  that  if  nitrates  are  alone  present,  the  tints 
will  be  of  an  amethyst  and  dark  brown  hue,  whilst  the 
exclusive  existence  in  a  water  of  nitrites  is  shown  by  a 
preponderance  of  a  reddish  brown  or  vinous  red  colour. 
This  Horsley  test  is  found  to  convey  very  useful  informa- 
tion to  those  who  make  a  study  of  it,  and  is  especially 
convenient  in  travelling,  as  it  does  not  involve  the 
conveyance  of  any  cumbrous  apparatus.  A  portable  and 
safe  arrangement  may  be  made  by  fitting  up  a  small  box 
with  the  following  articles : — Pure  strong  sulphuric  acid 
in  a  capped  stoppered  tube  bottle  enclosed  in  a  vulcanite 
tube  case ;  solution  of  pyrogallic  acid  in  a  capped  dropping 
bottle ;  stoppered  test  glasses,  each  marked  by  a  file  to 
indicate  the  height  reached  by  20  minims  of  sulphuric 
acid ;  and  a  minim  measura 


Nitric  Acid  or  Nitrous  Acid  ? 
Id        The  occurrence  of  nitrites  in  springs  and  deep  well 


I 


waters,  otherwise  unobjectionable,  is  without  significance ; 
for  their  presence  indicates  the  result  of  a  reduction  by 
some  mineral  substances  or  ancient  organic  matter  of 
nitrates  into  nitrites  and  ammonia.     The  determination 

^  The  Medical  OfiScer  of  Health  may  find  it  convenient  to  prepare  a  few 
standard  waters,  made  by  mixing  4  gr.,  i  gr. ,  1  gr. ,  2  grs.,  3  grs. ,  and  4  gra. 
of  nitrate  of  potash,  each  with  a  gallon  of  distilled  water. 

Mr.  Horsley  makes  standards  by  dissolving  1  grain  of  nitrate  of 
ammonia  in  100  drops  of  distilled  water  and  adding  the  solution  in 
different  quantities  to  16  ounces  of  distilled  water  thus : — 

5  drops  to  16  ounces  of  distilled  water  =  i  gr.  x>er  gallon. 
10    „  ,1  „  =  1  gr. 

20    „  „  „  =2  grs. 
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of  nitrites  in  river  waters  is  of  little  value,  for  they  often 
derive  these  salts  from  the  manure  applied  to  the  arable 
land  which  they  drain. 

It  is  sometimes  desirable,  in  the  case  of  shallow  well 
waters  that  are  threatened  with  pollution,  to  ascertain 
whether  the  oxidized  nitrogen  is  in  the  form  of  the  higher 
oxide,  viz.  nitric  acid,  or  the  lower  oxide,  viz.  nitrous 
acid.  If  all  the  combined  nitrogen  is  in  the  form  of 
nitrates,  which  contain  an  atom  more  of  oxygen  than 
nitrites,  we  know  that  a  complete  oxidation  of  the  organic 
matter  has  occurred.  If  the  nitrates  are  accompanied  by 
nitrites,  we  learn  that  this  oxidation  is  imperfect,  and  not 
thorough.  Lastly,  if  the  nitrites  abound,  we  conclude 
that  contamination  is  near  at  hand,  that  the  soil  is  over- 
done with  filth,  and  that  it  is  only  able  very  imperfectly 
to  cleanse  the  water.  These  are  the  broad  lessons  learnt 
by  making  a  discrimination  between  these  two  oxides  of 
nitrogen. 

Nitru  Add.  Nitric  Add. 

Bnccine  Test — Evaporate  2  a  c.  of  the  water  to  be 
examined  in  a  small  Berlin  dish,  about  the  size  of  a 
watch  glass,  to  dryness  over  a  spirit  lamp.  Add  one 
drop  of  strong  pure  sulphuric  acid  to  the  saline  residue. 
Endeavour,  as  far  as  possible,  to  bring  the  drop  in  con- 
tact with  all  the  saline  residue  by  tilting  up  the  dish. 
Allow  the  smallest  crystal  of  brucine  to  fall  on  the  drop. 
If  nitric  acid  be  present  in  even  the  minutest  quantity 
the  drop  of  sulphuric  acid  will  become  pink,  and  after- 
wards of  a  yellow  colour.  The  late  Prof  Parkes  says,^ 
**  Half  a  grain  of  nitric  acid  per  gallon  gives  a  marked 
pink  and  yellow  zone."  "'01  grain  per  gallon  can  be 
easily  detected." 

Prof  Sanders,  who  represents   to  some   extent   the 

*  Manual  of  Practical  ffygiene.    Fifth  Edition. 
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opinions  of  his  German  fellow-countrymen,  considers^ 
that  a  water  to  be  deemed  pure  should  contain  no 
appreciable  amount  of  nitric  acid. 

Jitpous  Nitrous  Add, 

kcld. 

Potassium  Iodide  and  Starch  Test. — Boil  a  little 
powdered  starch  in  distilled  water  so  as  to  form  a  thin 
solution.  Place  a  little  of  the  water  to  be  examined 
in  a  test  tube,  and  add  about  5  minims  of  a  solution  of 
potassium  iodide,  free  from  iodate  (5  grains  to  1  ounce  of 
distilled  water),  and  a  little  of  the  cold  starch  solution. 
Pour  into  the  mixture  a  few  drops  of  pure  sulphuric  acid. 
If  the  water  contains  nitrous  acid  or  nitrites,  a  blue 
colour  will  be  produced,  in  depth  of  tint  proportioned  to 
the  eunount  present. 

PerTTvanganaie  of  Potash,  as  described  on  pages  34 
and  35. 

Meta-^henylene  Diamine  is  a  more  delicate  test,  since 
it  is  capable  of  detecting  one  part  of  nitrogen  in  ten 
million  volumes  of  water.  A  solution  of  sulphuric  acid 
should  be  prepared  by  mixing  one  volume  of  strong 
sulphuric  acid  with  two  volumes  of  distilled  water. 
Half  a  gramme  of  meta-phenylene  diamine  should  be 
dissolved  in  100  c  c  of  distilled  water,  decolourized  if 
necessary  by  passing  it  through  animal  charcoal,  and 
rendered  acid  with  sulphuric  acid.  1  c.  a  of  each  of 
these  solutions  is  added  to  about  100  c.  c  of  the  water 
to  be  examined  in  a  Nessler  glass.  If  nitrous  acid  be 
present  a  yellow  colour  is  produced,  the  depth  of  tint 
being  proportioned  to  the  amount  present.  The  chief 
objection  to  this  test  is  that  the  development  of  colour  is 
slow,  the  final  shade  not  being  reached  for  twenty 
minutes. 

^  ITanii^uc^  dtff  ^en^ZicAtfn  &em«9k2A«i^.;fe^.     Leipsig:  Hirzel.    1877. 
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A  still  more  delicate  test  for  nitrous  acid  exists, 
which  enables  one  part  of  this  acid  to  be  detected  in 
1,000,000,000  parts  of  water,  and  which  has  been 
employed  in  air  analysis  (vide  page  357). 

B.    QUANTITATIVE    EXAMINATION.  duanHkUiv^ 

Experience  has  shown  me  that  it  is  of  no  practical 
service  whatsoever  for  sanitary  purposes — ^in  fact  a  waste 
of  time — to  estimate  to  the  third  decimal  point  the  amount 
of  nitrates  and  nitrites;  for  such  extremely  accurate 
results  should  not  influence  our  opinion  respecting  a 
water  in  one  way  or  the  other.  Dr.  Frankland  and  his 
followers  exaggerate  the  importance  of  the  determina- 
tion of  minute  amounts  of  these  salts.  The  majority 
of  them  subtract  from  the  figures  which  they  obtain 
•0224  grain  per  gallon,  as  an  allowance  for  the  amount 
of  inorganic  nitrogen  in  rain  water.  The  average 
total  amount  of  ammonia,  nitrates,  and  nitrites  in  a 
pure  upland  surface  water  is  '0077  grain  per  gallon,  or 
practically  nil.  Dr.  Frankland  would  then  make  a 
deduction  of  -0224  grain  per  gallon  on  account  of 
the  ammonia  in  rain;  or,  in  reality,  more  than  the 
total  quantity  of  inorganic  nitrogen  contained  in  this 
pure  water. 

There  is,  as  we  all  know,  a  strong  tendency  in  nature 
to  the  establishment  and  maintenance  of  an  equilibrium. 
Eoughly  and  generally,  it  may  be  said,  that  the  excess  of 
inorganic  nitrogen  that  may  find  its  way  into  the  soil,  and 
into  streams  and  lakes,  through  the  washing-out  of  the 
ammonia  in  the  air  by  rain,  is  compensated  for  by  the 
abstraction  of  the  ammonia  by  vegetation  on  land,  and 
the  removal  of  the  nitrates  and  nitrites  by  aquatic  plant 
life. 

The  quantitative  processes  for  the  estimation  of  the 
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nitrogen  products  of  tlie  oxidation  of  organic  matter  are 
very  nunieroua.  The  alumininni  process  of  Schultze 
(modified  by  Chapman  and  Wanklyn)  and  Walter  Crum'a 
process  with  mercury  (as  modified  by  Frankland  and 
others),  and  tlie  indigo  procesa,  have  been  perhaps  the 
most  popular.  The  objection  to  the  first  is,  that  it  ia 
useless  for  waters  containing  lai^e  quantities  of  nitrates  ; 
and  the  objection  to  the  second  is,  that  it  necessitates  the 
employment  of  large  and  costly  apparatus  for  the  measure- 
ment of  gasea,  and  an  expensive  mercurial  bath.  The 
third  process  is  still  employed,  although  grave  doubts  have 
been  thrown  on  its  accuracy. 
5  A  number  of  sanitary  analyses  were  some  years  ago 
published,'  in  which  the  estimation  of  the  nitrates  would 
seem  to  have  been  made  by  means  of  the  indigo  process. 
The  experience  of  myself  and  some  others  with  it  has  been 
most  unsatisfactory,  on  account  of  the  difficulty  in  obtaining 
concordant  results.  As  some,  however,  entertain  a  belief 
in  its  value,  it  is  perhaps  desirable  to  refer  to  it  somewhat 
in  detail  Fischer,*  Boussingault,  Marx,  Trommsdorff, 
Goppelsrcoder,  and  Benunelen,  have  worked  particularly 
at  this  indigo  process  in  various  ways,  but  the  most  recent 
mode  of  applying  it  is  that  described  by  Sutton."  An 
investigation  has  also  been  made  at  the  Kothamsted 
Laboratory  as  to  the  value  of  the  indigo  process,*  which 
appears  to  have  been  of  an  exhaustive  character,  A  few 
extracts  from  the  papers  referred  to  may  advantageously 
be  given.     "  The  method  of  running  indigo  from  a  burette 

'  "On  the  Water  Supply  of  Semide  Watering- PI  acta, "  by  the  Ute 
G.  W.  Wignur,  F.C.S.,  in  Sanitary  Srcord.  commencing  in  No.  186. 
August  S4,  1877,  HDiI  appearing  in  subseqaent  nnmlicra. 

•  Joum.  Prod.  Okvik.  (2)  vii.  67. 
'  foluvtelric  Jnalj/ni, 

*  "On  the  QuantitatiTB  Det«nj>ination  of  Nitric  Add  by  Indigo,"  by 
Kobt.  Warington,  in  Chemienl  Kews,  F«l)rufiry  2  nuii  9,  1877.  and  in 
Journal  of  Chemical  SocUly,  1879,  vol.  iiiv.  p.  678. 
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into  a  nitrate  solution  mixed  with  a  fixed  quantity  of 
sulphuric  acid  can  never  yield  reliable  results."  "The 
tints  obtained  differ  somewhat  according  to  the  proportion 
of  sulphuric  acid  used,  the  mode  in  which  it  is  added, 
and  other  circumstances :  the  presence  of  chlorides  also 
affects  the  colour."  After  pointing  out  that  nearly  all  the 
purest  distilled  oil  of  vitriol  that  is  sold  contains  either 
nitrous  acid  or  sulphurous  acid  and  other  reducing  im- 
purities, and  sometimes  both  of  these  acids,  and  that  it  is 
necessary  for  the  operator  to  himself  purify  his  oU  of 
vitriol,  the  author  writes : — "  The  various  writers  on  the 
subject,  from  Marx  to  Sutton,  all  recommend  the  use  of  a 
double  volume  of  oil  of  vitrioL  We  have  seen  that  with 
this  large  proportion  of  sulphuric  acid  the  errors  caused, 
both  by  organic  impurities  and  by  impurities  in  the  acid 
itself,  are  at  their  maximum.  Evidence  has  also  been 
adduced  to  show  that  with  this  proportion  of  acid  the 
indigo  scale  has  not  the  same  value  in  every  part. 
Chlorides  tend  to  reduce  the  amount  of  indigo  required." 

Notwithstanding  these  warnings  of  its  fallacious 
indications  published  in  1878,  it  was  employed  in  the 
Governmental  inquiry  conducted  in  1880-81  by  Dr. 
Cory,  to  the  results  of  which  is  appended  the  following 
sentence : — "  The  presence  of  albumen  in  the  water  in- 
terferes with  the  indigo  test  and  prevents  it  from  indicating 
the  true  amount  of  nitric  acid  present." 

The  proceedings  of  the  Society  of  Public  Analysts  of 
February  16,  1881,  informs  us  that  Dr.  Dupr^  spoke  very 
strongly  of  "  the  failure  of  the  indigo  method  in  certain 
waters  "  and  of  the  probability  that  it  broke  down  in  nearly 
every  case.  "  It  broke  down  entirely  in  the  presence  of 
urine  in  water  and  almost  entirely  with  albumen  in  water." 

A  study  of  the  researches  at  Rothamsted  cannot  fail 
to  render  any  one  a  convert  to  the  conclusion  of  Mr. 
Warington  and  his  fellow-workers  rest)ecting  the  indigo 
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process   as  it    has    been    an<l    is    applied,  camely,   that 
"  it  can   only  be  exact  under  very  exceptional  circum- 


Vernon  Harcourt's  process  for  the  estimation  of  nitrogen 
in  nitrates,  which  has  been  modified  by  Siewert,^  of  zine- 
iron  coupli3S  and  caustic  potash,  is  not  adapted  for  sanitary 
work,  Tlie  detenuination  of  nitric  acid  by  means  of 
its  reaction  with  ferrous  salts,'  and  by  means  of  the 
platinum  magnesium  couple,'  are  two  of  the  most  recent 
methods.  The  eopper-zinc  couple  process,  and  the 
sulphophenic  acid  process  of  MM.  Grandval  and  Lajoux, 
to  be  presently  described,  are  to  be  recommended  in 
preference  to  all  others. 


Modification  of  Thorp's  Process  for  the  Estimation  of  the 

Nitrogen  as  Nitrates  and  Nitrites. 

MnaiOMtion       Thorp's  process  for  the   estiTiiation  of  tliese  salts  is 

pniKH.'"    based  on  the  fact  discovered  by  Dr.  Gladstone  and  Mr. 

Tribe,  that  a  thin  plate  of  zinc,  coated  with  copper,  de- 

L composes  water,  and  that  the  hydrogen  evolved  is  capable 
of  reducing  nitric  acid  in  combination  into  nitrous  acid 
and  then  into  ammonia. 
NOjK  +  4H,  =  NH,  +  HKO  +  2H,0 
The    apparatus,    as    depicted    in    the    accompanying 
engraving  (fig.  12)  is  first  cleaned  with  tap  and  afterwards 
with  distilled  water. 
Five  grammes  of  the  thinnest   zinc  foil,  which   haa 
been   thoroughly   cleansed   from   all  grease,  cut   with   a 
scissors  into  little  squares  about  the  size  of  a  5-centi- 
gramme  weight,  are  then  placed  on  a  piece  of  paper  ready 
L 


'  Sutton'i  VoluTnetric  Analyria, 

'  B,  W«ringtoD  (1882).     Trant.  Chem.  Sory,,  xli.  345, 

'  F,  P.  Perkins  (1881).     Analgsl,  April,  p.  68. 
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for  usa  Some  strong^  solution  of  sulphate  of  copper 
(made  by  dissolving  the  pure  salt  in  distilled  water)  is 
introduced  into  a  flask  of  the  capacity  of  ^  litre,  or  1 
deci-gallon,  provided  with  a  long  neck  and  thick  strong 
mouth  for  the  insertion  of  an  india-rubber  cork.  The 
quantity  of  the  solution  should  be  sufficient  to  cover  the 
fragments  of  zinc  foil  when  they  are  introduced.  The 
solution  should  be  gently  warmed  over  a  Bunsen's  burner, 


PlO.  12. 

a.  Flask. 

b.  Condenser— medium  size. 

e.  Receiver,  which  resembles  a  very  large  Nessler  glass,  provided  with  an  india- 
rubber  cork. 

d.  U  Tube  containing  26  c  e.  of  distilled  water. 

e.  Bnnsen  burner  with  chimney. 

and  the  bits  of  zinc  foil  should  then  be  passed  into  the 
flask.  The  zinc  should  not  be  allowed  to  float  on  the 
solution.  A  gentle  swaying  motion  will  suffice  to  cause 
them  to  sink.  Let  the  copper  solution  act  on  the  zinc 
for  about  ten  minutes,  when  the  scraps  of  zinc  will  have 
become  perfectly  black  by  the  copper  deposited  on  them. 
A  copious  firmly  adherent  coating  of  black  copper  is 
desirable.     If  the  zinc  has  not  entirely  lost  its  metallic 

^  The  Society  of  Public  Analysts  recDmmends  the  employment  of  a 
three  per  cent  solution. 
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appearance,  the  solution  of  sulphate  of  copper  has  not 
acted  on  it  sufficiently  long.  Spongy  flocculent  masses 
of  copper,  easily  detached  from  the  zinc  by  washing,  will 
be  noticed  if  the  exposure  of  the  zinc  to  the  solution  of 
copper  has  been  too  long.  When  the  zinc  is  well  coated 
with  copper,  pour  ofif  the  copper  solution  as  completely  as 
possible.  Fill  up  the  flask  with  tap  water  three  or  four 
times,  stopping  for  a  moment  on  each  occasion  in  order  to 
allow  floating  particles  to  subside,  and  pouring  the  water 
away  carefully  so  as  not  to  lose  any  of  the  couple.  Then 
half  fill  the  flask  with  distilled  water,  and  having  poured 
that  away  also,  add  about  300  or  325  c.  c.  of  distilled 
water.  The  flask  will  then  be  about  three-parts  fuU. 
It  is  not  wise  to  shake  the  contents  of  the  flask  about 
more  than  is  needful  to  wash  them  thoroughly,  for  violence 
tends  to  detach  the  spongy  coating  of  copper  from  the 
zinc.  Wliilst  these  preparations  are  being  made,  70  c.  c. 
of  the  water  to  be  examined  should  be  undergoing 
evaporation  to  dryness  on  a  water  bath  in  a  Berlin 
porcelain  dish  of  the  diameter  of  4  inches.  25  c.  a  of 
distilled  water  is  to  be  added  to  the  solid  residue,  together 
with  a  bit  of  recently  burnt  quicklime  (preserved  in  a 
stoppered  bottle)  about  the  size  of  a  hempseed,  and  the 
liquid  is  then  boiled  (to  decompose  any  tirea  which  may 
present)  until  about  4  or  5  c.  c.  remain.  Care  should  be 
taken  in  boiling  that  none  of  the  fluid  be  ejected  from 
the  dish.  Pour  these  4  or  5  c.  c.  into  the  flask,  and 
thoroughly  wash  out  the  dish  in  which  the  water  was 
evaporated  with  as  little  distilled  water  as  possible,  trans- 
ferring the  washings,  which  generally  amount  to  15  or 
20  c.  c.,  to  the  flask.  If  the  presence  of  a  large  excess 
of  nitrogen  salts  is  probable,  a  U  tube  should  be  attached 
to  the  receiver,  into  which  25  c  c.  of  distilled  water  have 
been  placed.  Distil  over  100  c.  c,  of  which  a  half  (50 
c.  c)  should  be  placed  in  a  Nessler  glass  and  2  c.  c.  of 
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Nessler  test  be  added.  If  the  tint  is  deeper  than  can 
conveniently  be  measured,  as  for  example  that  of  '30  or 
•40  milligramme  of  ammonia,  take  5  or  10  a  c.  of  the 
remaining  50  c.  c,  and  having  mixed  them  with  45  or 
40  c.  a  (so  as  to  make  50  c.  c.)  of  distilled  water  in  a 
Nessler  glass,  add  2  c.  c.  of  Nessler  test  The  depth  of 
tint  should  be  imitated  by  making  up  standards  with  the 
standard  ammonia  solution  (1  c.  c.  =  *01  milligramme  of 
ammonia),  as  in  the  Wanklyn,  Chapman,  and  Smith 
process.  If  the  tint  aflForded  by  the  50  c.  c.  is  not  deeper 
than  can  be  conveniently  estimated,  the  amount  of 
ammonia  producing  it  is  simply  to  be  multiplied  by  2  to 
yield  the  quantity  for  100  c.  c.  If  5  a  a  or  10  c.  c., 
however,  be  taken,  the  result  should  of  course  be  multiplied 
by  20  or  10,  as  the  case  may  be,  in  order  to  obtain  the 
quantity  contained  in  the  100  c  a 

Whilst  this  calculation  is  proceeding  a  second  100 
c.  c.  is  distilling  over,  which  should  be  treated  like  the 
first  During  the  examination  of  the  second  100  c.  c. 
a  third  distillate  is  passing  into  the  receiver.  Unless 
there  is  a  large  amount  of  nitrogen  salts  present  the 
third  distillate  need  only  be  50  a  c.,  and  this  quantity 
will  be  found  to  be  the  last  that  it  is  necessary  to  remove 
in  the  majority  of  cases,  as  all  the  ammonia  will  have 
distilled  over.  If  the  U  tube  has  been  employed,  the 
25  a  c.  of  distilled  water  in  it  should  be  mixed  with 
an  equal  bulk  of  distilled  water  in  a  Nessler  glass  and 
tested  for  ammonia  with  Nessler  re -agent  If  any 
colour  is  produced,  which  will  be  the  case  if  the 
nitrates  and  nitrites  be  very  abundant,  the  proportion 
should  be  measured  by  preparing  a  standard. 

Before  this  process  is  employed  for  the  determination 
of  the  nitrogen  as  nitrates  and  nitrites,  it  is  necessary  to 
ascertain  the  amount  of  impurities  in  the  chemicals  used. 
Ammonia,  like  soda,  is  omnipresent.     It  is  exceedingly 
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difficult  to  get  anything  perfectly  free  from  either.  Ac- 
cordingly, three  or  four  blank  experiments  should  be 
made,  and  an  average  of  the  amoimt  of  free  ammonia 
yielded  by  the  chemicals  must  be  subtracted  from  the 
results  arrived  at  by  each  analysis  of  a  water.  The 
above-mentioned  quantities  of  my  chemicals  furnish  about 
•06  of  a  milligramme,  which  I  deduct  from  each  water 
analysis,  for  example — 

70  cub.  cent&  of  the  water  analysed  supplied. 

(1)  Distillate  of  100  c.  c         .  ^85 

(2)  Distillate  of  100  c.  c.         .  '02 

(3)  Distillate  of    60  c  c         .  •Ol 

•88 


Average  of  error 

•06 

•82 

Milligrammes, 

Ammonia. 

Ammonia. 

Nitrogen, 

171 

•82 
14 

328 

82 

Nitrogen. 

17)ir48(    -67 
102 

141 

128 
119 


9 

Ans.  '67  milligramme  of  nitrogen  in  70  a  a  of  water 
under  examination,  which  is  equivalent  to  ^67  grain  per 
gallon.  As  70  c.  c.  is  what  has  been  termed  ^'a  miniature 
gallon,"  the  amount  in  milligrammes  of  nitrogen  from 
mtrates  and  nitrites  thus  found  represents  the  quantity 
of  this  element  in  grains  per  gallon. 

An  expeditious  modification  of  this  process  has  been 

^  The  atomic  or  combining  weights  of  ammonia  and  nitrogen. 
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suggested^  by  IL  W.  "Williams,  and  recommended  byM.w. 
the  Society  of  Public  Analysts,  which  cannot,  ^mfor-^^^^ng 
tonately,  be  employed  in  the  case  of  waters  exhibiting  »»ode  of  em- 
any  tint  in  a  Nessler  glass,  nor  with  those  containing  ^  ^'^^^^^ ' 
magnesia  or  other  substances  capable  of  being  pre- 
cipitated by  the  Nessler  re-agent.  After  washing  the 
zinc  and  copper  couple  with  distilled  water,  which  should 
be  displaced  by  washing  with  some  of  the  sample  of 
water,*  the  wide-mouthed  stoppered  bottle  containing  the 
couple  is  filled  up  with  about  3  or  4  oz.  of  the  water 
under  examination.  The  stopper  is  then  inserted,  and 
the  contents  of  the  bottle  are  allowed  to  digest  in  a 
warm  place  for  a  few  hours,'  or  over  night  If  the 
water  is  soft,  a  little  salt  quite  free  from  ammonia 
(1  part  to  1000)  should  be  added  to  hasten  the  reaction. 
As  the  nitrous  acid  formed  by  the  reduction  of  the 
nitrates  does  not  disappear  until  the  reaction  is  finished, 
a  small  portion  of  the  fluid  contents  of  the  bottle,  acidified 
with  sulphuric  add,  should  be  tested  with  a  solution  of 
meta-phenylene  diamine,  which  gives  a  yellow  colour  in 
a  few  minutes  if  nitrous  acid  is  present  (vide  page  110). 
When  no  nitrous  acid  is  found,  the  water  is  poured  ofT 
the  couple  into  a  stoppered  bottle,  and,  if  turbid,  allowed 
to  settle.  From  2  to  10  a  c.  of  the  clear  fluid  are 
withdrawn  in  a  graduated  pipette  and  placed  in  Nessler 
glasses,  where  they  are  made  up  to  50  c.  c.  with  distilled 
water,  and  titrated  with  Nessler  re-agent  in  the  ordinary 
way. 

^  AnalyU,  March  1881. 

^  Dr.  K  B.  Lee  always  at  this  stage  adds  *5  gramme  of  oialic  acid 
(free  from  ammonia  and  nitric  acid),  in  order  to  precipitate  the  lime  and 
to  form  an  insoluble  compound  with  the  zinc 

'  If  the  bottle  be  maintained  in  a  water  bath  at  a  temperature  of  from 
55**  F.  to  60"*  F.,  the  reduction  will  be  rapid,  and  will  be  found  to  be  com- 
pleted in  from  1^  to  2  hours ;  the  employment  of  oxalic  acid  permitting 
the  elevation  of  the  temperature  without  loss  of  ammonia. 
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A  deduction  must  of  course  be  made  for  the  ammonia 
pre-existing  in  the  water  under  examination. 

MM,  Grandval  and  Lajovx's  Process  for  the 
Determination  of  Nitric  Acid.^ 

Gnuidvti  This  process  is  based  on  the  change  of  carbolic  acid  into 

andLj^)ttx'8pj^^^  acid  uudcr  the  influence  of  nitric  acid,  and  on  the 

intensity  of  colour  exhibited  by  the  picrate  of  ammonia. 
A  solution  of  sulphophenic  acid,  and  a  titrated  solution 

of  nitrate  of  potash  are  necessary.     The  sulphophenic 

re-agent  is  prepared  by  mixing 

Orammes. 
Carbolic  acid,  pure     ...  3 

Acid  sulphuric  .         .         .         37 

40 

The  titrated  solution  of  nitrate  of  potash  is  made  by 
dissolving  '936  gramme  of  this  salt  in  1  litre  of  dis- 
tilled water.  1  c  c.  of  this  solution  contains  '0005 
gramme  of  nitric  acid  or  '0001  gramme  of  nitrogen. 

Method, — 10  c.  c.  of  the  water  to  be  examined  are 
evaporated  to  dryness  in  a  porcelain  dish  over  a  water 
bath.  The  dish  is  allowed  to  cool,  and  an  excess  of 
sulphophenic  acid  is  added.  This  re-agent  should  be  led 
by  the  help  of  a  glass  rod  around  the  sides  of  the  dish, 
so  that  no  particle  of  the  residue  may  escape  its  in- 
fluence. A  few  cubic  cents,  of  distilled  water  are  poured 
into  the  dish,  followed  by  an  excess  of  ammonia.  We 
should  continue  to  add  ammonia  until  the  yellow  colour 
produced  does  not  disappear  on  stirring  with  the  glass 
rod.  This  solution  of  picrate  of  ammonia  is  diluted  with 
distilled  water  so  as  to  bring  it  to  a  volume  suitable  for 
the  colorimeter  employed. 

We  operate  in  the  same  way  on  a  certain  quantity  of 

^  Comptea  J^endus,  July  6,  1885. 
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the  titrated  solution  of  nitrate  of  potash,  taking  care  to 
bring  the  solution  of  the  picrate  of  ammonia  obtained  to 
the  same  volume  as  that  of  the  water  under  examination. 
In  the  analysis  of  a  drinking  water,  which  a  qualitative 
test,  such  as  Horsley's  Pyrogallic  acid  test  (vide  page 
106),  has  shown  to  be  exceedingly  pure,  it  is  wise  to 
employ  only  1  c.  c.  of  the  titrated  solution  of  the  nitrate 
of  potash.  If  the  public  water  supply  from  one  of  our 
cities  or  towns  is  to  be  submitted  to  examination,  in 
which  a  qualitative  test  points  in  the  direction  of  purity, 
it  is  advisable  not  to  employ  more  than  2  or  3  or 
4  c.  c.  of  the  titrated  solution  which  we  evaporate  to  dry- 
ness, in  either  case  bringing  the  volume  operated  on  up 
to  10  c.  c.  by  the  addition  of  distilled  water.  It  is  some- 
times convenient,  in  order  to  be  able  to  judge  within 
certain  limits  of  the  amount  of  the  titrated  solution  of 
nitrate  of  potash  wliich  should  be  operated  upon,  so  as  to 
arrive  at  a  colour  similar  to  that  of  the  water  under  in- 
vestigation, to  keep  in  store  standard  solutions  of  nitrate 
of  potash  of  different  strengths  and  depths  of  colour.  I 
am  in  the  habit  of  using  as  a  colorimeter  a  pair  of 
Hehner*s  tapped  graduated  Nessler  glasses,  and  in  cases 
where  there  is  no  need  for  great  acccuracy  they  answer 
weU.  The  details  of  this  process  may  advantageously 
be  inserted.  Suspecting  a  water  under  treatment  in  my 
laboratory  whilst  writing  these  lines  to  be  an  impure  one, 
as  much  as  10  c.  a  of  the  titrated  solution  of  nitrate  of 
potash  were  evaporated  to  dryness.  10  c.  c.  of  the  water 
to  be  examined  were  also  evaporated  to  dryness.  The 
residue  of  each  was  treated  as  above  directed.  The  solu- 
tion of  picrate  of  ammonia  in  each  dish  was  then  diluted 
up  to  the  50  c.  c.  mark  in  the  colorimeter.  The  50  c.  c. 
of  titrated  solution  exhibiting  the  darker  colour,  as  much 
as  30  c.  c,  were  run  off  by  the  tap,  and  the  remaining  20 
c.  c.  exactly  equalled  in  depth  of  tint  that  of  the  50  c.  c. 
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of  the  water  under  examination.  It  will  be  remembered 
that  10  c.  c.  of  titrated  solution  of  nitrate  of  potash  (*001 
gramme  of  nitrogen)  were  contained  in  the  50  a  c.  of 
titrated  solution  in  the  tapped  Nessler  glass. 

c.  c  ofUtrated      JklSit  t  t£t^  Ma  ^of        Gmmme  G«mme 

■^^  water  under  examination.  ®'^-  **'^- 

50  :  20  ::     -001        =        '0004 

The  50  c.  a  of  the  water  under  analysis  equal,  therefore, 
20  a  c.  ('0004  gramme  of  nitrogen)  of  the  50  c.  a  of 
the  titrated  solution  of  nitrate  of  potash.  As  only  10 
a  a  of  the  water  under  examination  were  operated  on, 
this  '0004  gramme  of  nitrogen  must  be  multiplied  by 
100  to  ascertain  the  amount  of  nitrogen  in  a  litre — 


•0004 
xlOO 


'0400      gramme  per  litre  of  nitrogen. 
x70 


2*8000    grains  per  gallon  of  nitrogen  as  nitric  acid. 

I  learn  that  this  method,  which  is  more  rapid  than  that 
of  the  copper  zinc  couple,  is  highly  approved  of  by 
American  analysts. 

There  are  two  objections  to  it :  (1)  that  it  entails  the 
employment  of  ammonia,  which  should  be  rarely,  if  ever, 
used  in  a  laboratory  where  processes  for  its  detection  and 
estimation  in  water  and  air  are  in  frequent  operation ;  and 
(2)  that  the  addition  of  sulphophenic  acid  to  the  residue 
of  a  water  which  contains  a  cormderahle  amount  of  nitric 
acid  is  attended  by  the  evolution  of  peroxide  of  nitrogen 
or  nitrous  acid,  which  is  thus  lost. 

Hides  for  Chiidance. 
Spring  waters  contain  on  an  average   '2   grain  per 
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gallon  of  nitrogen  as  nitrates  and  nitrites.  The  water 
supplied  to  London  by  the  Thames  Water  Companies 
possesses  about  "15  grain  per  gallon,  whilst  that  which 
is  furnished  to  the  metropolis  by  the  Kent  Company  from 
the  chalk,  holds  in  solution  about  '3  grain  per  gallon. 
Some  wells  that  enter  the  chalk  yield  a  larger  amount, 
viz. : — '6  and  '7  grain  per  gallon,  and  sometimes  much 
more  of  nitrogen  as  nitrates  and  nitrites,  in  other  words, 
of  fossil  organic  matter,  and  are,  notwithstanding,  per- 
fectly pura  When,  however,  from  '3  to  '7  grain  per 
gallon  is  reached  in  waters  that  do  not  come  from  the 
chalk,  the  excess  becomes  an  increasingly  suspicious 
circumstance.  A  water  exhibiting  1-5  grain  per  gallon 
is  regarded  as  approaching  that  class  of  waters  which 
would  be  considered  dangerous  for  drinking  purposes. 
Peaty  waters  and  sewage  contain  none,  or  only  a 
minute  quantity. 

Examples. 


Sasiple  or  Water. 

NlTBOOKN  A8 

Nitrates  Ain> 
Nitrites. 

Grains  per  OaL 

Well,  P.B.R 

Art.  Well,  O.P.S.     . 
Art.  Well,  J.T. 
Well,  RH.S.W.       . 
Spring,  G.H.G.B.     . 
Gray's  Water,  Brentwood. 

1-11 

•09 

8-47 

2*65 

•26 

•67 

CHAPTEK   IV 
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THE   DETERMINATION   OF   THE   AMOUNT   OF    SOLID   RESIDUE, 
ITS    APPEARANCE    BEFORE,    DURING,    AND    AFTER    IGNI- 
TION, AND    THE    LOSS    OF    VOLATILE    MATTERS    THEREBY 
OCCASIONED. 
■   A-  The  Amount  of  Solid  Eesidue. 

B.  The    Appearance   of   the    Sohd    Hesidue    Before, 

During,  and  After  Ignition. 

C,  The  Amount  of  Volatile  Matters  burnt  off  by 

Ignition. 

A.   The  Amouni  of  Solid  Residue  or  Saline  Matters. 

The  mineral  constituenta  conduce  in  conjunction  with 
dissolved  air  and  carbonic  acid  gas  to  render  a  water 
palatable.  Rain  water  and  distilled  water,  which  are 
almost  destitute  of  the  same,  are  notoriously  flat  and 
insipid.  The  saline  matters  Iiave  been  improperly  called 
by  some  "  solid  impurities,"  Dr.  Frankland,  who  waa  tlie 
originator  of  this  unfortunate  expression,  defends  its  use  by 
stating  tliat  the  solid  matters  in  water  are  "  quite  useless." 
A  medical  man  would  not  make  such  an  assertion,  un- 
supported as  it  is  by  any  trustworthy  evidence  known  to 
the  profession.  He  adds,  "  A  very  large  proportion  of 
tlie  potable  water  supplied  to  towns  is  employed  for 
washing  and  manufacturing  purposes,  and  here  the 
presence  of  a  large  amount  of  solid  matter  giving  hard- 
ness to  tlie  water  is  undoubtedly  injurious."'  This 
'  Rivers  ruUution  Cominisabn. —  Siilh  Report,  p.  5. 


LO:;^  OF  VuL.vTii.i;  MATn:i;s  ArTi:i;  iKMiinN        12'^ 

,-ontenui;  iiiu-st  imt  ksol  li>  tin.'  iiil.rciicu  Ui:Lt  \v:ili'i.s 
characterised  by  an  excess  of  salts  are  always  hard. 
Strongly  saline  waters  are  often  very  soft,  as  for  example 
the  waters  of  many  artesian  wells.  Highly  saline  and 
hard  waters  are  admitted  on  all  hands  to  be  extremely 
undesirable  as  supplies  to  towns,  and  are  especially 
objected  to   for  washing   and   business    purposes.      The 


^ 


>.  Plitlnom  Dl>b. 
:.  Tiipod  SUnd. 
t  CoMW  Wire  Gnoi 


■  pips  triangle  mU  M 


excess  of  salts  in  such  cases  may  perhaps  be  termed 
impurities,  but  it  is  ridiculous  to  speak  of  the  small 
quantities  of  saline  matters  in  the  purest  (organically) 
spring  waters  as  impurities ! 

To  estimate  the  amount  of  solid  residue  at  212°  F. 
proceed  thus : — 

Weigh  an  empty  platinum  dish  of  100  c.  c.  capacity, 
place  it  over  a  water  bath,  and  pour  into  it  25  c,  c.  of 
the  water  to  be  examined.  Evaporate  to  drynesa  Wipe 
the  outside  of  the  dish  quite  dry.     Again  weigh  the  dish 
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fm/mjMy    to    avoid    the    error   from   deliquescence   of 

¥<}t  example  : — Dish  and  residue  26*240  grammes. 

Difth  .  .  26-232        „ 


Weight  of  residue        .  '008 

A«  25  c.  c.  are  a  quarter  of  100  c.  a,  multiply  the 
result  by  4,  and  then,  to  arrive  at  the  number  of  grains 
per  gallon,  multiply  by  700  thus: — 

•008 
4 


•032 
700 

22-400 

llie  water  contains  22*4  grains  per  gallon. 

It  wiiH  formerly  the  practice  to  evaporate  100  c.  c. 
or  70  0.  (\  of  tlie  water  to  dryness.  If  70  c.  c.  are 
beliiiiittiil,  tlio  result  exactly  represents  the  number  of 
giajim  pur  gallon.  Time  is  however  saved  in  the 
uJitilytitiH  of  several  waters  by  employing  a  smaller 
'quantity  of  water.  The  objection  has  been  raised  that 
iUa  expnriinuntal  error,  inseparable  from  all  analytical 
oi/eratioiiH,  would  fall  rather  heavily  on  such  a  small 
'quantity  im  25  c.  c.  I  have  found,  without  taking  any 
it)Llm  ruro,  a  variation  of  1  grain  per  gallon  in  the  results 
h\iUi\\m\  by  taking  the  large  and  the  small  amount,  a 
/iJII'iiMtiK'o  of  not  the  slightest  practical  importance.  It  is 
/jiiiUt  ImmutAjrial,  from  a  sanitary  point  of  view,  whether 
our  drinking  water  contains  22*4  or  23*4  grains  of  saline 
//laMnrM  |>or  gallon. 

riiVHiiiuns  well  know  that  a  water  in  which  a  mode- 

I' 

rat'^i  (|tn\ntity  of  salts  is  dissolved  (medicinal  waters  ad- 
riiinifiUTud  with  a  specific  object,  and  for  a  Umited  period 
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only,  are  of  course  excluded  from  consideration)  is  better 
than  one  possessing  an  excess;  for  the  constant  imbibi-saiine 
tion  of  fluids  strongly  impregnated  with  saline  substances  ™'j!^*'* 
tends  to  diminish  the  richness  of  the  blood,  and  to  render 
some  people  anaemic.  Although  the  waters  from  the 
artesian  wells  in  Essex  contain,  as  a  rule,  a  very  minute 
proportion  of  organic  matter,  yet  they  hold  in  solution  a 
large  quantity  of  salts,  derived  from  sand  beds  beneath, 
and  sometimes  alternating  with,  strata  of  the  London  clay. 
These  waters,  associated  as  they  are  with  so  large  a 
quantity  of  saline  matters,  cannot  be  considered  so  whole- 
some as  waters  from  artesian  wells  containing  a  moderate 
amount  of  salts,  equally  free  from  a  deleterious  amount  of 
organic  matter.  I  have  often  seen  the  ill  efifects  of  the 
continued  employment  of  waters  rich  in  saline  matters. 
Some  well  waters  have  been  found  to  contain  an 
enormous  proportion  of  salts.  I  once  analyzed  a  water 
from  an  artesian  well  which  held  in  solution  341  grains 
of  solids  in  each  gallon ;  and  have  examined  waters  ex- 
hibiting the  large  amounts  of  485  grains,  and  even  795 
grains  per  gallon.  Sea  water  is  stated  to  have  2400  and 
2700  grains  per  gallon  of  solids. 

Spring  water  of  the  best  quality  usually  contains 
about  14,  17,  18,  or  19  grains  per  gallon  of  solid 
residua  A  water  should  not  possess  more  than  30  or 
40  grains  per  gallon  of  solids ;  but  waters  holding  a 
larger  amount  dissolved  in  them  are  in  certain  cases 
permissible,  if  the  salts  are  quite  harmless.  It  is  gene- 
rally foimd,  according  to  my  experience,  that  when  a 
water  contains  much  more  than  110  or  120  grains  of 
saline  matters  per  gallon,  the  public  will  complain  of  it 
as  brackish  or  hard,  and  refrain  from  employing  it  con* 
tinuously,  unless  obliged  so  to  do. 
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B.  The  Appearance  of  the  Solid  Residue  Before, 
During,  and  After  Ignition. 

The  effect  of  Much  may  be  leamt  as  to  the  character  of  a  water 
^  ^^  by  observing  the  solid  residue  obtained  by  the  evapora- 
tion of  a  water  on  a  water  bath  to  dryness  before,  during, 
and  after  its  incineration  at  a  dull  red  heat ;  and  very 
little  knowledge  is  to  be  acquired  by  the  estimation  ot 
the  loss  on  burning  the  same. 

After  the  calculation  of  the  amount  of  solids,  the 
appearance  of  the  residue  is  carefully  observed  and  noted. 
The  platinum  dish  is  then  placed  on  the  pipe  triangle, 
which  rests  on  the  tripod  stand.  The  smallest  sized 
Bunsen's  burner  should  be  lighted,  and  held  by  its  foot 
in  the  hand.  The  flame  should  be  allowed  to  play 
gently  to  and  fro  around  the  bottom  and  sides  of  the 
dish,  so  as  to  raise  all  its  contents  in  turn  to  a  didl  red 
heat.  Heat  may  be  conveniently  applied  in  a  manner 
equally  gradual  and  gentle  by  holding  the  platinum  dish 
with  a  pair  of  laboratory  tongs  or  pincers  over  the  flama 

It  will  be  found  that — 

1.  In  cases  where  a  water  is  practically  free  from  any 
organic  matter,  and  the  solids  are  principally  lime  salts, 
there  will  be  no  discoloration  of  the  residue  during  igni- 
tion. The  residue  will  become  whiter,  until  at  length  it 
assumes  a  clean  pearly- white  appearance. 

2.  In  cases  where  the  organic  matter  is  small  in 
amount,  there  is  a  slight  brownish  discoloration,  which  is 
very  fleeting,  and  passes  like  a  smoky  cloud  away  as  the 
ignition  proceeds,  leaving  the  residue  of  a  dirty  white  or 
neutral  colour.  If  no  charring  is  observed,  and  the  loss 
on  ignition  is  very  small,  that  loss  is  due  to  the  volatiliza- 
tion and  decomposition  of  saline  matters  and  not  to 
organic  matter. 

3.  When  the  organic  matter  is  in  still  larger  amount 
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(t^rspticially  it"  it  Ku  M'g(;t;il)lt')  thr  if-itliiL'  I'luckcns  in 
patches  or  waves.  The  colour  is  more  persistent ;  and, 
to  dissipate  it,  the  flame  of  the  Bunsen*s  burner  has  to 
be  steadily  directed  beneath  the  blackened  places. 

4.  When  the  organic  matter  is  excessive,  the  whole 
of  the  residue  blackens  rapidly,  even  in  the  upright  sides 
of  the  dish,  evolving  a  smell  of  burnt  feathers  when  of 
animal  origin.  The  colour  is  extremely  persistent,  and 
in  some  cases  it  is  very  difficult,  if  not  impossible,  to 
dispel  it  by  the  application  of  a  dull  red  heat  In  bad 
waters  (especially  when  urine  is  present)  the  organic 
matter  disappears  from  the  bottoin  of  the  dish,  but  at  the 
sides  there  is  frequently  a  black  residue  which  it  is 
extremely  difficult  to  burn  oflf  even  by  prolonged  ignition. 

Dr.  Ashby  has  noticed  that,  if  nitrates  are  abundant 
in  a  water  polluted  with  much  organic  matter,  there  will 
be  very  little  blackening  and  perhaps  not  much  darkening 
of  the  ignited  residue. 

The  residues  of  very  bad  waters  will  sometimes  defla- 
grate. The  tiny  sparks  visible  are  due  to  the  presence  of 
nitrates  in  excess.  An  iodized  starch-paper,  erroneously 
called  an  "ozone  test,"  is  held  over  the  dish  by  some 
during  the  ignition  to  detect  any  nitrous  acid  that  may 
be  given  off.  Eed  fumes  are  sometimes  evolved  when 
these  oxidized  compounds  of  nitrogen  are  large. 

The  employment  of  the  olfactory  nerves  may  also  aid 
us.  The  smell  of  burnt  hair  or  horn  produced  by  the 
destruction  of  the  organic  matter  is  often  observed.  The 
development  of  a  strong  empyreumatic  odour  is  suggestive 
of  a  bad  water. 

The  smell  of  sulphurous  acid  is  not  uncommon,  in- 
dicating the  presence  of  sulphur  compounda  The  residue 
of  a  very  bad  water  will  sometimes  emit  an  ofifensive 
smell  on  incineration. 

The  observations  of  Dr.  Shea  of   Heading  on  water 
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Oraims  Pkb  Gallon. 

MlXXiaRAMME  PER 

Litres 
Part  prr  Million. 

Degrees. 

Name  or 
Saxplb  or  Watsr. 

SolidB. 

Chlorine.  * 

Nitrogen 
18  Nitrates 

and 
Nitrites. 

Free 
Ammonia. 

Albu- 
minoid 
Ammonia. 

Total 
Hardness. 

Public  Artesian  well  at  S. 

85 

•  »• 

•  •  » 

•86 

•01 

•  •  • 

Shallow  well  at  B.'8,  Gay 
Bowers 

62 

9-2 

•  •  • 

•80 

•44 

•  •• 

Spring  water  from  day 
sou  supplying  Q.  H., 
Qreat  Baddow   . 

23 

2-6 

•96 

•00 

•03 

18  or  14 

Shallow  well  belonging  to 
cottages  near  ^'  King's 
Arms,    B.          .         • 

101 

12-5 

•  •  • 

Above 
1-0 

•24 

•  •  • 

Peaty  spring  water 

5 

1-1 

None. 

•03 

•11 

2or2i 

Shallow  well  of  B.  P.     . 

23 

2*2 

Ill 

•01 

•04 

•  •  ■ 

Artesian  well  of  Mr.  P.  T. 

210 

31 

8-47 

•10 

•86 

87 

Shallow  well  of  Mr.  A. 
R.  of  G.  W. 

103 

16 

Abond* 

ant 

•69 

•28 

•  •  • 

New  public  shallow  well 
atG.  S.  v.— Soil  blue 
clay  and  black  sand   . 

89-6 

8-2 

Very 

little. 

•13 

•02 

82 

1 

■■ 

1 

1 

^^^^^^H 

f 
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..„™„„. 

GBA1N6 

„„.» 

1 

BtfiTt. 

Durtuj. 

Holdue  Afttr. 

Lou  on 
baming 

r!y»hitB.   Faidt 
isb. 

FalM   bro-B  line  bs- 

Pearly  white, 

6 

A  good  water. 

reish    or    dirty 
ow  apota. 

ai.i«i  or  auh  »i.n..« 

l>l»ik.        Tlio   greater 
pMt  of  reii.lno  turoeU 
uently  black. 

9 

Very  impure,     Con- 
taiUB    wat*r    Sets. 
Has  produced  diar- 
rhosB,   in   one  case 
[iroving  fatal. 

y  white. 

Light    lirown    wavy 

Dirty  wbit*. 

6 

A  good  water. 

awhile;  rapidly 

Boeama  btuiro. 

Dirty  white. 

16 

Excuditigly  impure 
from     preaenee     of 
flltlt. 

Fy,  ohnoBt  bljuk, 

WnvyUnetdimppcitred 
.luwit,  evol.ipg  p«u- 
liar  odour. 

1-4 

Mora  vegetahle  mat- 
ter than  i>  dflsirabiB 
for  a  public  supply. 

aspareut  Him. 

lines  wliloh  »uii  tlla- 

aflMUBl. 

Whitish  iilm. 

I'nrB,  but  in  danger 
of  pollution  hy  filth 

iu    uoQ-chalky  dio- 
trJBt. 

I  ochreish  colour. 

fleeame  i  dirty  oclira. 
lab  eolour,  "btch  wh 

sr"A,7^,.«.' 

Dirty  while. 

37 

FoUuted,  hard,  and 
highly  aaJina. 

y  whiW. 

Ewann  a  vorj    dark 

e'valved        nnii'laaaiit 
odour. 

Light-browo 

17 

Foliated  hy  utinal 
fllth.   Persistant  un. 
controllable       diar- 
rhtei  produced  hy  iL 

itaBlm. 

1 

No  diw.iln ration.    Be- 
came oluUky  ..bile. 

Rtsaemblea 
whiM  vnamel 

iB'e 

A    very    bard    but 
pure  water.     Slight 
excels    of   ft™   am- 
monia   is    probably 
duo  to  (-nCrance  of 
niin  water  into  well. 

1 
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residues  agree  closely  with  my  own.  Tlie  late  Prof. 
Parkes  has  laid  down  the  following  rules  for  the  guid- 
ance of  the  analyst,  on  which  I  could  not  place  much 
reliance : — 

"Three  grains  per  gallon  of  either  vegetable  or 
animal  organic  matter  cause  some  blackening ;  six  grains 
per  gallon,  a  good  deal;  and  ten  grains  per  gallon,  a 
great  amount 

The  preceding  analyses  are  not  selected  for  the  pur- 
pose of  confirming  or  verifying  the  accuracy  of  the 
foregoing  attempt  at  rules  for  guidance,  but  are  taken 
indiscriminately  from  my  note-book  Instead  of  being 
illustrative  and  typical,  they  would  seem  to  exhibit  some 
variations. 

C.  The  Amount  of  Volatile  matters  burnt  off  by 

Ignition. 

voutiie  The  amount  of  organic  matter  was  formerly  calculated 

Metiers. 

by  burning  the  dried  solids  and  noting  the  loss — a  most 
fallacious  mode  of  estimation, — for  the  water  of  crystal- 
lization is  driven  off,  carbonates  are  decomposed,  nitrates 
and  nitrites  disappear,  and  even  chlorides  ^  if  the  residue 
is  strongly  ignited.  Tliis  "  loss  on  ignition  "  has  accord- 
ingly been  spoken  of  as  "  substances  driven  off  by  heat." 

Speaking  generally,  impure  waters  may  be  said  to 
lose  much  by  incineration,  but  this  statement  cannot 
safely  be  regarded  as  an  established  rule,  because  the 
exceptions  to  it  are  so  numerous.  Mr.  Allen  has  ex- 
pressed the  opinion  that  in  a  good  water  the  loss  on 
ignition  is  rarely  more  than  one-fifth  of  the  total  solids 
in  weight. 

Dr.  Shea,  who  has  had  some  experience  with  silica 
residues,   states  that  such   residues    retain    water   very 

^  An  intense  yellow  colour  imparted  to  the  flame  of  the  Bunson's 
burner  indicates  the  volatilization  of  chloride  of  sodium. 
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persistently,  and  ooly  lose  it  on  strong  ignition ;  and 
that  an  impure  water  of  this  class  which  he  encountered 
loat  55  grains  out  of  129  grains  of  solids  per  gallon. 

I  have  known  good  chalk  waters  lose  12  and  14 
grains  per  gallon  on  ignition  of  the  solid  residue. 

If  the  Medical  Officer  of  Health  should  decide  to 
ascertain  the  amount  of  "  substances  driven  off  by  heat," 
he  should,  when  he  takes  the  solid  residue,  evaporate 
70  c.  c.  instead  of  25  c  c,  of  the  water  to  dryness,  unless 


.....f-liib.    B,  Hole  for  platinum  illsb.    C,  Tripod  ilud. 
D.  ApMture  ofiifetr  tube. 
N.B.—The  InwrtlDp  o(  >  stnill  piece  of  piper  between  one  o(  the  dlihei  mnd  the  edge 
uf  the  «pertute  on  which  it  reit«,  iuffloei  to  permit  of  the  eHaps  of  iteant. 

lie   possesses    a   first-rate   balance,   otherwise   small   dif- 
ferences cannot  be  measured. 

If  the  health  officer  thinks  it  requisite  to  estimate 
quantitatively  tlie  amount  of  nitrogen  as  nitrates  and 
nitrites,  the  proportion  of  solid  residue,  the  quantity  of 
volatile  substances,  and  to  note  the  appearances  of  the 
residue  before,  during,  and  after  the  application  of  a  dull 
red  heat,  it  will  be  found  most  convenient  to  employ  a 
water  bath,  similar  to  that  used  for  evaporating  milk  to 
dryness,  but  provided  with  larger  holes,  one  to  hold  the 
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Berlin  evaporatiiig  dish,  and  the  smaller  to  support  the 
platinum  disk 

Dr.  F.  de  Ghaumont  makes  the  following  entry  in  his 
hygienic  classification  of  waters : — ^ 


1.  Pwt  and  WhoU- 

Under  1  grain  per 
gallon. 

SoTida  on  incin- 
eration ahonld 
aoarcely  blacken. 


f.  UnbU. 

Under  8  ffraina  per 
gallon. 

Solida  may  blacken 
a  little,  bnt  no 
ftunee  anonld  be 
given  off. 


8.  SiupMout, 

8  to  5  grains  per 
gallon. 

Much  blackening 
on  incineration, 
or  nitroua  fames 
given  off. 


4.  Jmjnirv. 

Above  5  grains  per 
gallon. 

Much  blackening 
and  nitrons  ftimes 
given  off,  or  smell 
of  burnt  horn. 


Bemarks. 

In  peat  waters  tho 
incinerated  solids 
may  blacken  con- 
siderably. 


The  ignited  residue  in  the  platinum  dish  should  at  the 
conclusion  of  the  determination  of  the  volatile  matters  be 
reserved  for  the  application  of  the  test  for  phosphoric 
acid. 

»  Parkea*  Hygiene,    Fifth  Edition. 


CHAPTER  V 

THE  DETERMINATION  OF  THE  AMOUNT  OF  CHLORINE 

The  estimation  of  the  amount  of  chlorine  in  a  water  observatioii 
is  in  some  circumstances  worth  little  in  itself,  unless  we"*?*°T"* 

'  of  chlorine 

know   the   amoimt   of  organic  matter  contained  in  itofiittie 
The   determination  of  the  amount  of  chlorine  in   the^^J^^J*^' 
water  of  a  district,  where  an  excess  of  chlorine  does  not^ycaic^^i*- 

•         11  •  ••■•  •••  11       tion  of  Qcuui' 

occur  m  all  waters,  is  an  mdirect  gmde  as  to  whether  tity  of  am- 
or not  the  water  is  contaminated  with  sewage.     Urine  °*®^"^ 

^  organic 

and  sewage  possess  a  large  amount  of  chlorides.     The  matter, 
presence  of  5  or  10  grains  of  chlorine  per  gallon  in  a 
water   is  a   suspicious  circumstance  in  such   localities. 
Gkx)d  natural  waters  contain,  on  an  average,  from  '7  to 
1*2  grains  per  gallon. 

Waters  from  the  greensand  formation,  and  from  the 
London    clay,   have    generally   an    excess   of    chlorine, 
derived  from  the  chloride  of  sodium  and  other  salts  of 
chlorine  in  the  sand.     The  waters  of  Essex,  which  come  some  geoio- 
from  layers  of  sea-sand  and  clay  enclosing  marine  fossils,  JSJ^ST*' 
possess  as  a  rule  a  great  deal  of  chlorine.     One  artesian  waten  con- 
water,  which  I  examined  recently  in  this  county,  con- excess  oT 
tained  as  much  as  103'6  grains  per  gallon.  chlorine. 

In  the  neighbourhood  of  the  sea,  which  is  always  con- 
tributing its  spray  in  greater  or  less  quantity  to  the  land, 
and  wherever  there  are  natural  deposits  of  salt,  on  excess 
of  chlorides  is  apt  to  be  found. 

A  Medical  Officer  of  Health,  whose  work  is  situated  in 
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a  district  where  waters  exhibit  an  excess,  should  ascertain, 
by  making  a  number  of  examinations  for  chlorine,  the 
average  amount  of  it  in  waters  from  wells  of  difiTerent 
depths.  Some  years  ago  a  tube  well  was  sunk  at  Deal, 
where  most  of  the  wells  are  brackish.  At  25  feet  the 
water  was  too  salt  for  use,  but  at  45  feet  fresh  water  was 
obtained  free  from  brackishness,  whilst  at  117  feet  it  was 
as  salt  as  brine.  If  a  sample  of  water  holds  in  solution  an 
amount  of  chlorine  below  the  average  in  the  district,  the 
probability  is  that  there  is  no  sewage  contamination.  If, 
on  the  other  hand,  an  excess  of  chlorine  is  accompanied 
by  an  excess  of  albuminoid  ammonia  and  ammonia, 
pollution  with  sewage  is  almost  certain.  If  sulphates 
were  found  to  be  in  very  small  quantities,  the  excess  of 
chlorine  would  be  shown  to  be  not  due  to  a  pollution  by 
urine,  for  this  excretion  contains  a  large  amount  of 
sidphur  salts.  The  amount  of  chlorine  is  also  a  guide  as 
to  the  quantity  of  the  salts  of  sodium,  potassium,  and 
magnesium  in  a  water. 

It  should  always  be  remembered,  then,  that  in  all 
cases  the  estimation  of  the  amount  of  chlorine  and  of 
ammonia  must,  to  possess  any  value  as  a  guide  to  the 
pollution  or  otherwise  of  a  water,  be  taken  in  con- 
junction with  the  quantity  of  organic  matter,  and  in 
doubtful  cases,  with  the  amount  of  the  nitrates  and 
nitrites. 

To  estimate  the  proportion  of  chlorine  in  a  water,  we 
must  proceed  thus: — Place  70  c  c.  of  water  to  be  ex- 
amined in  an  evaporating  dish,  and  add  a  minute  morsel 
of  neutral  chromate  of  potash  (free  from  chlorine).  Then, 
by  means  of  a  pipette  graduated  to  ^^th  of  a  c.  c.,  and 
filled  with  5  c.  c.  of  the  solution  of  nitrate  of  silver  (vide 
recipe  on  page  218),  this  standard  should  be  allowed  to 
drop  into  it  until  the  red  colour  produced  ceases  to 
disappear.      Directly  the  red  tint  becomes  permanent, 
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note  the  amount  of  nitrate  of  silver  solution  necessary  to 
attain  this  point  Eun  a  little  more  nitrate  of  silver  into 
the  water,  to  be  sure  that  the  water  is  not  acid,  for 
chromate  of  silver  is  soluble  in  acids. 

I  believe  the  existence  of  a  free  acid  (non-gaseous)  in 
a  water  to  be  rare,  for  only  on  one  occasion  have  I  found 
the  chlorine  test  interfered  with  in  this  way.  In  this 
solitary  instance  a  minute  quantity  of  potash  was  intro- 
duced to  neutralize  the  acid,  and  the  fresh  sample  of  70 
c.  c  thus  treated  was  operated  on.  The  number  of  c.  c. 
of  the  nitrate  of  silver  solution  employed  will  represent 
the  number  of  grains  of  chlorine  per  gallon. 

A  very  interesting  case  has  been  recorded  ^  by  Dr.  F. 
de  Chaumont,  showing  the  value  of  the  chlorine  test  in 
cases  where  a  water  has  been  vitiated  by  sewage  gases. 
The  water  of  a  house  in  London  where  typhoid  fever  hadPoWotionby 
appeared    was    found    to    contain    a    large    excess    of «nd  fbui  ' 
"albuminoid    ammonia,"    and    but   a    small   amount   of 5"*^°* 

'  faecal  emana* 

chlorina  A  sample  from  the  reservoir  of  the  companytioo. 
that  supplied  this  house  was  analyzed,  and  found  to 
possess  an  almost  identical  quantity  of  chlorine,  but  an 
extremely  small  proportion  of  "albuminoid  ammonia," 
It  was  ascertained  that  the  water  used  in  the  house  was 
derived  from  a  cistern,  and  that  it  was  vitiated  by  the 
poisonous  gases  ascending  through  its  overflow  pipe  from 
the  sewer.  On  disconnecting  the  overflow  pipe  the 
amount  of  "  albuminoid  ammonia  "  gradually  diminished. 
Dr.  Eobert  King  describes  ^  an  outbreak  of  enteric  fever 
in  his  own  family,  where  the  following  change  took  place 
in  the  water  supply  of  his  house,  in  consequence  of  the 
contamination  of  one  of  his  cisterns  by  sewer  gas  through 
its  overflow  pipe  which  was  in  direct  communication  with 
a  drain. 

^  Lectures  on  State  Medicine,  p.  77. 
'  Medical  Times  and  Gazette,  August  2,  1879. 
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Past  m  Miluon. 

Free  Alb. 

Anunonia.  Ammooift. 

Water  Supply  of  House    .        .         *010  *060 

„  ofCifltem  .         .         -025  '240 

A  very  clear  and  brilliant  water  was  recently  sent  to 
me  by  a  medical  man  in  attendance  on  an  isolated  case 
of  enteric  fever  in  a  rural  district  of  North  Devon,  which, 
whilst  possessing  an  unpleasant  odour,  and  a  large  excess 
of  organic  matter,  contained  only  1^  grain  of  chlorine  per 
gallon,  and  no  nitrogen  as  nitrates  and  nitrites.  A  micro- 
scopic examination  exhibited  an  abundance  of  bacteria 
and  micrococci  The  water  had  come  from  a  well,  the 
overflow  pipe  of  which  passed  into  the  contents  of  a 
garden  closet  at  a  lower  level,  with  the  evident  object  of 
cleansing  the  same.  The  water  was  contaminated  by  the 
foul  gaseous  emanations  proceeding  from  the  decomposing 
faecal  matter.^ 

The  discovery  of  an  excess  of  organic  matter,  accom- 
panied by  a  small  amount  of  chlorine  and  nitrogen  as 
nitrates  and  nitrites,  coupled  with  the  presence  of  bacteria 
and  micrococci,  would  tend  to  the  conclusion,  if  vegetable 
contamination  is  out  of  the  question,  that  sewage  in  the 
solid  or  liquid  form  has  not  been  the  cause,  but  that  the 
source  of  impurity  is  probably  gaseous. 

^  Vide  Disease  Prevention,  p.  45.    J.  and  A.  Churchill. 
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CHAPTER  VI 

THE   DETERMINATION   OF   THE   HARDNESS 

The  degree  of  hardness  is  a  matter  to  be  considered  in 
pronouncing  on  the  wholesomeness  of  a  water.  The 
average  total  hardness  of  good  waters  is  between  3  and  14 
degrees.  Some  deep  artesian  wells  made  in  the  London 
clay,  extending  to  the  sandbeds  lying  underneath,  and 
occasionally  to  the  chalk  below,  furnish  water  that  is 
excessively  soft,  from  the  presence  of  bicarbonate  of  soda 
that  replaces  the  bicarbonate  of  lime  derived  from  the 
chalk.  The  deepest  clay  strata  have  doubtless  a  softening 
effect  on  the  waters  of  these  deep  weUs  by  virtue  of  the 
precipitating  action  of  the  alumina  of  the  clay  on  the 
salts  held  in  solution.  Pipeclay  mixed  with  sea  water 
i9  well  known  by  marines  to  soften  it  and  increase  its 
cleansing  properties. 

An  error  has  been  made  by  some  in  judging  of  the 
hardness  of  a  water  solely  by  the  amount  of  solid  residue 
contained  in  it  Mr  Wynter  Blyth  writes,^  "It  is 
obvious  that  the  soft  waters  have  a  small  solid  residue ; 
the  hard  a  large.  A  water  with  8  or  10  grains  of  solid 
residue  is  a  moderately  soft  water ;  the  lake  waters,  with 
from  2  to  3  grains  of  residue,  are  extremely  soft ;  whilst 
those  with  50,  60,  70,  and  80  grains  of  saline  residue 
must  be  hard ;  so  that  any  other  test,  except  taking  the 

^  Did.  of  Hygiene  and  Public  Health, 
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solid  residue,  is  really  superfluous."  It  is  perfectly  true 
that  a  hard  water  will  have  a  large  solid  residue,  but  it 
is  quite  an  error  to  state  that  a  water  possessing  a  large 
solid  residue  will  always  be  hard. 

Here  are  examples  of  organically  pure  and  soft  waters 
exhibiting  a  large  excess  of  solids : — 


Wells 

Solids— Grains  per 
Gallon. 

Total  Hardness— Degrees. 
Clark's  Scale. 

A.  Steeple. 

B.  Do. 

C.  Maldon. 

D.  Tillingham. 

98 
103 

84 
236 

4i 
5 
4 
4 

70  c.  c.  of  the  water  to  be  examined  for  hardness  should 
be  placed  in  a  stoppered  bottle,  holding  about  250  c.  c. 
The  standard  soap  solution  is  dropped  slowly,  by  means 
of  a  pipette  graduated  to  ^^ths  of  a  c.  c.,  into  the  bottle, 
which  is  frequently  shaken  violently  to  note  the  amount 
of  soap  solution  necessary  to  create  a  persistent  lather. 
The  stopper  of  the  bottle  should  after  each  shaking  be 
removed  for  an  instant  to  allow  of  the  escape  of  the  car- 
TotaL  bonic  acid  gas  which  is  evolved.  If  a  water  is  so  hard 
that  the  addition  of  16  c.  c.  of  soap  solution  does  not 
produce  a  lather,  add  70  c.  c.  of  distilled  water,  and  mix. 
Then  continue  the  addition  of  the  soap  solution.  If  the 
dropping  of  soap  solution  be  proceeded  with  until  a  second 
1 6  c.  c.  be  consumed,  without  the  formation  of  a  perman- 
ent lather,  a  second  70  c.  c.  of  distilled  water  must  be 
added.     Suppose,  for  example,  19  c.  c.  of  soap  solution 

are  necessary : — 

19 
Deduct  for  hardness  of  each  70  c.   c.  of  distilled 
water  employed         ......       1 


Degrees  of  hardness  . 


18 
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When  a  water  is  very  hard  it  is  desirable  to  decant 
the  contents  of  the  bottle  into  a  larger  one  of  the  capacity 
of  about  500  c.  c.  To  know  the  quantity  of  carbonate 
of  lime,  or  other  hardening  and  soap-destroying  ingredi- 
ents contained  in  the  water,  subtract  1  degree.  The 
water  just  cited  possesses  17  grains  of  carbonate  of  lime, 
or  salts  equivalent,  per  gallon.  If  a  water  is  found  to 
be  exceedingly  hard,  35  c.  c.  of  it  should  be  placed  in  the 
70  c.  c.  flask,  and  the  measure  filled  up  to  the  70  c.  c. 
mark  with  distilled  water.  The  quantity  of  soap  solution 
required  to  form  a  lather  with  this  mixture  must 
necessarily  be  doubled  in  recording  the  result  A  rough 
and  ready  method  of  determining  the  hardness  of  very 
hard  waters  consists  in  measuring  10  c.  c.  of  the  water 
into  a  70  c.  c.  measure,  in  filling  up  the  same  with 
distilled  water,  and  multiplying  the  result  obtained  with 
the  soap  test  by  7.  It  is  necessary  to  distinguish 
between  the  false  lather,  or  scum  produced  by  magnesian 
salts  present  in  the  water,  and  the  trut  persistent 
lather. 

Boil  a  sample  of  the  water  for  about  a  quarter  of  an  Permanent, 
hour  (some  boil  for  half  an  hour),  and  when  cold  replace 
what  is  lost  as  steam  with  distilled  water.  Allow  any 
floating  particles  that  may  be  present  to  subside,  and 
examine  it  with  the  soap  test  In  this  manner  the 
permanent  hardness  is  obtained. 

The  difference  between  the  permanent  and  the  total  Tew^iwranr. 
hardness  is  termed  the  temporary  hardness. 

The  carbonate  of  lime  waters,  such  as  are  employed 
by  large  populations  in  the  chalk  districts  on  the  south 
coast  of  England,  lose  most  of  their  hardness  by  boQing. 
When  the  hardness  of  a  water  is  mainly  due  to  the  presence 
of  the  sulphates  of  lime  and  magnesia  and  chloride  of 
calcium,  boiling  makes  but  little  difference.  Tliere  are 
some  grounds  for  thinking  that,  whilst  the  former  class  of 
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inflaenoe  on  waters  8X6  not  deleterioos  to  health,  and  in  certain  cases 
^^^  possess  remedial  properties,^  the  latter  class  should  be 
objected  to  if  the  hardness  is  excessive.  Whilst  revising 
these  lines  I  have  been  engaged  in  the  examination  of  a 
spring  water  employed  by  villagers  living  on  the  new 
red  sandstone,  which  possesses  a  total  hardness  of  84"" 
and  a  permanent  hardness  of  35^ !  A  hard  water  will 
sometimes  produce  for  a  time  diarrhoea,  and  at  others 
constipation.  Dyspeptic  symptoms  are  often  complained 
of  by  those  who  have  been  accustomed  to  drink  sofb 
water  on  coining  into  a  hard  water  district  Lumbago 
and  suppression  of  urine  have  also  been  ascribed  to  the  use 
of  such  waters.  Dr.  Murray  of  Newcastle-on-Tyne 
gives  ^  a  terrifying  description  of  the  evils  resulting  in 
the  limestone  district  in  which  he  lives,  from  the  supply 
of  very  hard  waters. 

There  is  a  strong  feeling  in  the  medical  profession  of 
this,  and  especially  of  Continental  countries,  that  there  is 
a  connection  between  the  development  of  certain  calculous 
disorders,  goitre,  and  certain  forms  of  dyspepsia,  and  the 
employment  of  hard  waters,  but  no  evidence  exists  of  a 
very  demonstrative  character  on  which  this  belief  rests. 
Certain  it  is  (1)  that  sofb  waters  are  superior  to  hard  for 
domestic  and  manufacturing  purposes ;  (2)  that  moderately 
hard  waters  are  more  palatable  than  very  soft  waters; 
and  (3)  that  of  hard  waters  those  which  lose  much  are 
preferable  to  those  which  lose  little  of  their  hardness  by 
boiling. 

Independent  of  the  hygienic  aspect  of  the  question, 
the  waste  of  money  and  labour  is  not  to  be  overlooked 
in  the  case  of  town  supplies.     Each  degree  of  hardness 
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^  To  the  hardness  of  the  water  supply  of  Clifton  is  attributed  its 
beneficial  effects  in  patients  suffering  from  dironic  diarrhoea. 

'  '*  On  the  Influence  of  Lime  and  Magnesia  in  Drinking  Water  in  the 
Production  of  Disease."    BriL  Med.  Journal,  September  28,  1872. 
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signifies  the  destruction  of  12  lbs.  of  the  best  hard  soap 
by  every  10,000  gallons  of  water.  If  soap  is  not 
employed  to  soften  a  hard  water,  fuel  and  carbonate  of 
soda  are  expensive  substitutes. 
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CHAPTER   VII 

THE    DETERMINATION   OF   THE    AMOUNT    OF    MAGNESIA, 
SULPHATES,  AND   PHOSPHATES 

A.  Magnesia — Sulphate,  Carbonate,  and  Nitrate. 

B.  Sulphates    of    Lime,    Magnesia,    and    Soda    as 

Anhydrous  Sulphuric  Acid. 

C.  Phosphates. 

Salts  of  magnesia  and  sulphates  are  objectionable  in 
waters  if  in  excess.  A  good  water  does  not  possess 
more  than  traces  of  these  ingredients.  Their  estimation 
is  sometimes  required  when  the  question  is  raised  as  to 
the  wholesomeness  of  a  suggested  new  water  supply,  or 
as  to  the  comparative  merits  of  several  waters  from  which 
it  is  proposed  to  select  the  purest 

It  cannot  be  otherwise  than  a  matter  of  astonishment 
that  so  little  attention  has  been  paid  in  the  past  to  the 
influence  on  health  of  the  earthy  constituents  of  waters 
that  do  not  come  under  the  designation  of  mineral  waters. 
Parisian  physicians,  although  living  in  a  basin  of  sulphate 
of  lime,  appear  to  be  totally  ignorant  of  the  effects  of  this 
substance  on  health.  A  noticeable  feature  in  Dr.  Frank- 
land's  sanitary  analyses  is  the  complete  absence  of  all  re- 
ference to  the  amount  of  sulphates  in  a  water.  And  yet 
we  know  that  the  presence  of  an  excess  of  sulphates  in  a 
drinking  water  is  often  found  to  be  associated  with 
obscure    forms    of   dyspepsia,   with    obstinate    diarrhoea, 
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alternating  with  constipation,  etc.  Selenitic  waters  in- 
juriously affect  strangers  more  than  those  who  are 
habituated  to  their  use. 

Some  wells  furnish  water  so  purgative  as  to  preclude  Pargativo 
the  possibility  of  employing  them  as  a  regular  water 
supply.  I  have  met  with  many  waters  of  this  kind  in 
Essex.  They  yield  sulphate  or  carbonate  of  magnesia.  I 
look  upon  them  in  this  county, — which  contains  ague, 
such  a  large  amount  of  liver  disorders,  heemorrhoidal,  and 
other  malarial  affections, — as  mineral  waters  of  some 
valua  Holding  in  solution,  as  they  do,  not  only  a  pur- 
gative salt,  but  a  large  proportion  of  other  saline  matters, 
they  are  not  wholesome  waters  for  general  and  constant 
use.  In  localities  where  these  mineral  waters  exist,  the 
people  are,  for  the  most  part,  compelled  to  drink  pond 
water.  Malarial  affections  are  often  traceable  to  the 
employment  of  pond  water  for  drinking  purposes.  These 
aperient  waters  may  be  regarded  as  in  some  sense  the 
remedy  to  counteract  the  effects  of  the  poison,  for  they 
are,  in  all  probability,  of  great  service  in  congestion  of  the 
liver  and  in  haemorrhoids,  by  relaxing  the  portal  system 
of  vessels. 

A.  Magnesia — Sulphate,  Carbonate,  and  Nitrate. 

There  are  two  or  three  modes  of  making  approximative  MagneMia. 
calculations  as  to  the  amount  of  magnesia  in  a  water,  all 
being  similar  in  principle,  for  they  consist  in  precipitating 
the  lime  with  oxalate  of  ammonia,  and  then  estimating 
the  remaining  hardness  with  the  soap  test.  Boutron 
and  Boudet  take  200  c.  c.  of  the  sample  of  water  for 
examination,  and  add  to  it  the  smallest  quantity  of  a 
clear  concentrated  solution  of  oxalate  of  ammonia,  that  is 
sufficient  to  throw  down  all  the  lime,  and  then  tliey  allow 
the  mixture  to  stand  for  24  hours.  Tlie  water  is  then 
boiled  for  half  an  hour,  and  filtered,  the  loss  being  re- 
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placed  by  distilled  water.  When  cool  the  hardness  is 
determined  by  the  soap  test,  and  the  number  of  degrees 
are  multiplied  by  '14,  to  bring  them  into  grains  per 
gallon.  Wanklyn  adopts  the  following  plan,^  which  is 
more  rapid,  and  on  that  account  is  preferable,  if  equally 
accurate.  "Powdered  oxalate  of  ammonia  is  added  to 
the  water  in  the  proportion  of  one  gramme  of  the  oxalate 
to  one  litre  of  the  water.  The  mixture  is  shaken  for  a 
minute,  and  filtered.  Having  convinced  oneself  of  the 
absence  of  any  free  acid  in  the  filtrate,  and  having  tested 
it  with  a  little  oxalate  to  make  sure  of  the  removal  of  the 
lime,  70  c.  c.  of  the  filtrate  are  triturated  with  the  soap 
test  to  ascertain  its  hardness.  If  there  be  any  degree  of 
hardness  beyond  the  one  degree  required  by  pure  water, 
magnesia  is  present  Its  amoimt  may  be  calculated  by 
multiplying  the  remainder,  after  the  deduction  of  the  one 
degree,  by  the  fraction  ij|,  which  will  give  the  quantity 
of  carbonate  of  magnesia  per  gallon  of  water." 

It  should  never  be  forgotten,  in  employing  the  soap 
test,  that  a  certain  lapse  of  time  is  required  for  the  pro- 
duction of  the  lather  when  the  hardness  is  due  to 
magnesia,  whilst  in  that  occasioned  by  lime  the  lather  is 
immediately  observable. 

As  examples  of  the  amount  of  magnesia  in  potable 
waters,  the  following  analyses,  which  have  been  published 
by  Wanklyn  and  Playfair,  may  be  cited : — 


Name  of  Waters. 

Onins  per  Gallon. 

Total  Magnesia  in  tcnns  of 

Carbonat«  of  Magnesia. 

Croydon  Water     . 
Sunderland  Water 
Thames         .                 .\^ 
New  River  Company     .   -  g" 
Kent  Company      .        .  j  v 
Buxton  Water 

1-4 
9-46 
1-10 
•76 
1-56 
4-5 

^  Op,  eiU 
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B.  Anhydrous  Sulphuric  Add  (SO3)  from  Sulphates, 

The  amount  of  these  salts  may  be  roughly  estimated  suiphat.H. 
thus : — Acidulate  a  large  test  tube  full  of  the  water  to  be 
examined  with  two  or  three  drops  of  hydrochloric  acid, 
and  then  add  a  small  quantity  of  a  solution  of  chloride 
of  barium.  If  there  is  a  precipitate,  the  amount  of 
sulphuric  acid  exceeds  one  grain  per  gallon.  If  there  is 
a  precipitate  after  standing,  there  is  at  least  1^  grain  per 
gallon.  3  and  4  grains  per  gallon  give  immediately  a 
turbidity  differing  in  degree  according  to  the  presence  of 
the  lesser  or  the  greater  amount  Practice  with  waters 
to  which  known  quantities  of  sulphates  have  been  added 
will  soon  enable  the  Medical  OflBcer  of  Health  to  form 
rough  estimates.  Wlien  it  is  desirable  to  calculate  the 
exact  amount  of  sulphuric  acid  as  sulphates,  it  is  conveni- 
ently done  in  either  of  the  following  ways : — 

The  method  which  I  practise  is  the  following: — 
About  1 0  c.  c.  of  a  strong  solution  of  chloride  of  barium 
are  placed  in  a  beaker,  and  then  acidified  with  a  few 
drops  of  pure  hydrochloric  acid.  70  c.  c.  of  the  water 
to  be  examined  are  added,  and  the  contents  of  the  beaker 
are  boiled,  the  precipitate  being  allowed  to  settle  for  two 
hours.  Then  the  supernatant  liquid,  and  finally  the 
turbid  liquid  below,  are  filtered  oflf.  The  very  best 
Swedish  filter-paper  is  required,  otherwise  the  filter  will 
not  remove  entirely  the  sulphate  of  baryta.  The  pre- 
cipitate may  be  thoroughly  detached  from  the  sides  of  the 
beaker  by  the  aid  of  the  feather  of  a  quill  pen.  Wash 
out  the  beaker  with  hot  distilled  water.  The  washings 
are  to  be  passed  through  the  filter  until  the  fluid  that 
drops  from  the  funnel  leaves  no  residue  when  evaporated 
on  a  platinum  spatula  or  foil  Allow  the  filter  to  drain, 
and  dry  it  gently  by  suspending  the  funnel  on  a  retort 
ring  at  some  distance  above  a  lighted  spirit  lamp.     Ignite 
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the  filter  in  a  platinum  crucible  and  weigh.  The  dififer- 
ence  between  the  weight  of  the  empty  crucible,  and  the 
weight  of  the  crucible  and  its  contents  minus  the  weight 
of  the  ash  of  filter,^  furnishes  a  number  of  milligrammes 
that  represent  grains  per  gallon  of  sulphate  of  baryta, 
which  should  be  recorded  in  terms  of  anliydrous  sulphuric 
acid,  e.g, — 

BaS04  Amount  of  S 

^ — , — '         BaS04  found.        ^-*-' 

Crucible  and  its 

contents  .     17*776         233       :       -004       ::       80 

Crucible     ..     17770  80 


•006  233Y3200/-0013 
Deduct  weight  of  /  233  V 

ash  of  filter        .     '002  

870 


•004  699 


171 


Result. — Eather  more  than  1  milligramme,  or  13 
gr.  of  anhydrous  sulphuric  acid  per  gallon. 
aus  Houzeau's  method^  is  a  very  simple  and  perhaps  a 
more  rapid  one.  Prepare  a  solution  of  barium  chloride 
30*5  grammes  in  a  litre  of  distilled  water.  Obtain  a 
dropping  tube  which  furnishes  25  drops  for  each  a  c 
To  10  c.  c.  of  the  water  to  be  examined  after  acidifying 
with  one  drop  of  acetic  acid,  add  2,  4,  6,  8  or  10  drops 
of  the  barium  chloride  solution  by  means  of  the  dropping 
tube.  Wait  for  3  minutes  and  if  a  deposit  is  formed, 
filter  the  liquid.  The  filtrate  is  to  be  treated  with  one  or 
more  drops  of  the  barium  chloride  solution.     If  a  deposit 

^  The  average  weight  of  ten  filter -papers  should  be  estimated  and 
marked  on  the  packet.  The  labour  of  weighing  each  filter-paper  when 
employed  is  thus  avoided.  The  ash  is  about  \  per  cent  the  weight  of  the 
filter.  If,  for  example,  the  filter  weighs  400  milligrammes,  the  weight  of 
the  ash  wiU  be  2  milligrammes. 

'  CompUa  JUndtu,  Ixxxvii.  109. 
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is  noticed  after  an  interval  of  3  minutes,  the  liquid  is 
again  poured  on  the  filter.  The  addition  of  diminishing 
quantities  of  the  barium  chloride  solution  is  repeated, 
until  the  filtrate  ceases  to  exhibit  the  faintest  cloud  after 
an  interval  of  3  minutes. 

Water  employed  10  c.  c.H-  1  drop  of  acetic  acid. 


Solation  of 

Chloride  of 

Barium. 

First  Addition 

16  drops. 

(Abundant  deposit.) 

Second     „ 

2      „    . 

(Notable  turbidity.) 

Third       „ 

1   „  . 

(Feeble  turbidity.) 

Fourth     „ 

1   „  . 

(Very  feeble  turbidity.) 

Fifth        „ 

I   „  . 

(No  cloud  at  the  end 

of  3  minutes.) 

Total 

drops  21 

Total  drops  used  20 
Deduct  J  drop  from  fourth  addition     '5 


19*5  drops. 

As  1  drop  =  '485  milligramme  of  anhydrous  sulphuric 
acid,  19*5  drops  x  •485  =  9*46  milligrammes. 

Hence  a  litre  of  water  contains  *946  grammes  or  66*2 
grains  per  gallon  of  anhydrous  sulphuric  acid. 

The  following  list  (page  151)  will  afford  some  idea 
of  the  remarkable  differences  exhibited  by  various  kinds 
of  water  in  respect  to  the  amount  of  this  mineral 
ingredient 

The  water  of  the  well  in  Hutton  is  avoided  by  the 
occupants  of  the  cottages  to  which  it  belongs,  on  account 
of  its  purgative  properties ;  whilst  that  from  the  well  at 
Mountnessing  is  occasionally  used  after  boiling.  Both  of 
these  wells  are  shallow,  and  are  situated  in  the  London 
clay  formation. 
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Of  the  Metropolitan  waters,  that  of  the  Kent  Com- 
pany is  objected  to  by  some  on  the  ground  of  the  excess 
of  sulphates.  As  much  as  from  20  to  70  grains  of 
sulphates  per  gallon  have  been  found  in  some  drinking 
waters  in  Dublin  by  Dr.  Cameron. 

A  water  may  exhibit  a  large  amount  of  magnesia  and 
but  a  very  small  quantity  of  sulphates,  that  alkaline 
earth  being  in  the  form  of  carbonate,  as  for  example,  in 
the  waters  of  the  dolomite  formation. 

I  have  examined  well  waters,  pure  as  to  organic 
matter,  containing  4^  grains  per  gallon  of  sulphuric 
acid  in  the  form  of  sulphate  of  lime,  but  have  not  felt 
warranted  in  publicly  expressing  disapproval  of  the  use 
of  such  waters  for  drinking  purposes.  If  samples  of 
water  were  brought  to  me  in  order  that  I  might 
select  the  best,  I  should  certainly  at  the  outset  place 
a  water  containing  this  amount  of  sulphates  out  of 
competition. 

We  have  very  little  reliable  information  as  to  the 
effects  of  these  salts  in  drinking  water  on  the  health, 
but  that  they  must  have  a  very  decided  influence  admits 
of  no  doubt.  Can  it  be  a  matter  of  no  moment  from  a 
public  health  point  of  view  whether  people  are  drinking 
water  containing  100  grains  per  gallon,  as  at  Mount- 
nessing,  or  '5  of  a  grain  per  gallon,  as  at  Croydon,  of 
anhydrous  sulphuric  acid  from  sulphates  ? 

I  have  never  yet  seen  a  person  who  habitually 
employs  a  drinking  water  containing  a  large  amount  of 
sulphates  that  could  be  regarded  in  any  sense  by  a 
medical  eye  as  "  a  picture  of  health." 

C.  Phosphates, 

iiosiibates.       When   we  remember  the  important  r81e  played  in 
the  human  organism  by  phosphates,  and  in  how  many 
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Names  of  Waters. 


S,>ring  in  Admirars  Park,   near  Chelmsford, 

Essex  ..... 
Spring  in  Trinity  Lane,  Springfield,  Essex 
Spring  supplying  Grove  House,  Great  Baddow 

Essex . 
Manchester  water 
Sunderland  water 
Croydon  water  . 
The  Rhine  at  Bonn 
Clareen  well,  Carrick-on-Suir    . 

Do.     river  do. 

Public  pump,  Waterford 
Pump  at  University  Club,  St.  Stephen's  Green 

Dublin  .... 

Flooded  stream,  Holmfirth,  Yorkshire  Moors 
Carlisle  Waterworks 
Water  of  shallow  well  in  Rose  Valley,  Brent 

wood  .... 
Water  of  deep  well,  Stanwix,  Carlisle 
Fountain  water  from  High  Town,  near  Halt 

whistle 
Water    from    pump    in    Rutherford's    Court 

Stanwix,  Carlisle 
Pump  in  yard.  Prospect  Place,  Stanwix 
The  water  of  the  river  Ouse,  near  York,  on 

September  1,  1876 
Tlie  .water  of  the  river  Ouse,  near  York,  on 

September  6,  1876 
Water  from  shallow  well  of  Jeffrey's  Endowed 

School,  Great  Baddow,  Essex 
Water  from  well  at  Brentwood  Hall,  Brent 

wOOQ   •  .  •  •  • 

Water  from  Maldon  Waterworks 
Water  from  well  at  Little  Burstead 
Water  from  well  in  Mountnessing 
Water  from  well  in  Hutton 
Water  from  well  at  Hutton  Railway  Bridge 

(Grand  Junction 
West  Middlesex     . 
Southwark  and  Vauxhall  . 
Chelsea 
Lambeth    . 
Kent 

New  River 
East  London 


Other 
Corai«n{e8. 


Sulphuric 
Acid  (80s) 

from 
Sulphates. 

Qrs.  per  Oal. 


1-3 

5-8 

27 

1-1 
•93 
•5 

1-4 

1-2 
•9 
17-76 

49-4 
•87 
1-5 

4*54 
3-79 

•81 

10-57 
4  03 

4-3 

1-58 

16^36 

813 
4-51 
64^5 
100-0 
182-0 
2-7 
1-5 
1-47 
1-43 
1-52 
1-56 
2-82 
1-05 
1-59 


Remarks. 


} 


Proposed 
as  public 
supplies. 


'  Closed,  as 
it  caused 
diarrhoea 
and 

V  dyspepsia 
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different  forms  tiiey  occur  in  the  various  parts  of  the 
body,  it  ia  a  matter  of  great  interest  to  study  the  relation 
between  the  use  of  waters  emanating  from  phoaphatic 
etrata,  and  the  condition  of  health  of  those  who  employ 
them.' 

The  presence  of  an  excess  of  phosphates  when 
they  cannot  thus  he  accounted  for  is  ofttn  due  to 
sewage  impregnation.  Tiemann  has  noticed  phosphates 
in  large  quantity  in  the  water  derived  from  marshy 
meadows. 

Ml'.  Wanklyn  states,'  that  "  much  nonsense  has  been 
talked  about  phoaphatijs  in  drinMng  water."  "  Carbonate 
of  lime  and  phosphates  are  incompatible  in  drink- 
ing water."  Dr.  DupnJ  has  affirmed  that  he  never 
examined  a  water  in  which  ho  could  not  detect  phoa- 
phoric  add.  In  Prof  Kubel's  Treatise  on  Water  Ajutlysix, 
ediliid  by  Dr.  Tiemann,  is  to  be  found  the  follow- 
ing description  of  the  mode  of  testing  for  phosphoric 
acid :  "  Boil  the  water ;  the  precipitate  contains  the 
phosphates;  dissolve  this  precipitate  in  hydrochloric 
acid ;  evaporate  to  dryness,  and  heat  for  a  sliort  time 
a  little  over  212°  F.  Then  dissolve  in  a  little  hydro- 
chloric acid  and  water,  filter,  and  add  filtrate  to  a 
slightly  warm  clear  solution  of  ammonium  niolybdate  and 
nitric  acid,  when  a  yellow  colour  and  precipitate  occur." 
Tlie  nitric  acid  employed  should  be  of  the  greatest 
purity,   and    free   from   all   colour.      If   the   phosphates 

'  JIoDii.  Joly,  in  kq  mteroatitig  paper  U  one  of  the  rarisian  iciantiflc 
socioties,  uiya  that  tha  importftnco  ot  the  phosphaUa  in  the  aiiimtl 
euoDDoiy  may  be  ineasnrKil  bj  tho  Tact  that  Gt«  different  phosphates  utt 
foond  in  the  body :  in  the  xv\  blood  corpuacles,  phosphate  of  iron  ;  in  the 
licjuor  aangninis,  phosplmte  of  sods  ;  in  the  nervous  «yaleui,  phosphate  of 
potash ;  in  the  musvlus,  phosphatti  of  uagnGsia ;  and  in  tbe  bones, 
jiboBphatii  of  lime.  In  each  case  the  phoaphorin  acid  fulfils  very  dllfcrBnt 
functioDH,  according  to  the  liases  irilh  nhicb  it  ia  uDiUd. 

*  Of.eit. 
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are    in    very    small    proportion,    the    water    should    be 
concentrated  by  evaporation  previous  to  the  analysis. 

Dr.  Dupr^  in  the  experiments  undertaken  by  the  Local 
Government  Board  in  1880-81,  already  referred  to,  em- 
ployed the  following  qualitative  method: — The  solution  of 
the  total  dry  residue  obtained  in  the  estimation  of  solids 
was  "warmed  in  nitric  acid,  after  filtration,  with  a  strongly 
acidified  solution  of  molybdate  of  ammonia." 

The   Society  of  Public  Analysts  thus  describes  the  Method  of 
plan  which  it  recommends:  "The  ignited  total  residue ^®j^^ 
is  to  be  treated  with  a  few  drops  of  nitric  acid,  and  theAnaiynts. 
silica   rendered   insoluble    by    evaporation    to   dryness.^ 
The  residue  is  then  taken  up  with  a  few  drops  of  dilute 
nitric  acid,  some  water  is  added,  and  the  solution   is 
filtered   through  a  filter  previously  washed  with  dilute 
nitric  acid.     The  filtrate,  which  should  measure  3  c  c, 
is   mixed  with    3   c.   c.   of  molybdic   solution^   gently 
warmed,  and  set  aside  for  15  minutes  at  a  temperature 
of  80°  F."     The  amount  of  phosphoric  acid  in  phosphates 
found   is  generally  recorded  either  as  "traces,"  "heavy 
traces,"  or  "  very  heavy  traces." 

'  Dr.  Ashby  suggests  the  removal  of  the  contents  of  the  platinum  dish 
to  a  porcelain  one  before  evaporation  to  dryness,  as  this  metal  is  dissolved 
in  the  presence  of  chlorides. 

'  "  One  part  pure  molybdic  acid  is  dissolved  in  4  parts  of  ammonia 
(sp.  gr.  '960).  This  solution  after  filtration  is  poured  with  constant  stir- 
ring into  15  parts  of  nitric  acid  of  1*20  sp.  gr.  It  should  be  kept  in  the 
dark  and  carefully  decanted  from  any  precipitate  which  may  form." 


CHAPTEE   VIII 

THE    DETERMINATION    OF   POISONOUS   METALS 

The  poisonous  metals  which  water  analysts  are  called 
upon  to  consider  are  lead  and  copper.  The  occurrence  of 
arsenic,  zinc,  tin,  and  barium,  eta,  in  drinking  water,  is 
so  rare  as  to  hardly  merit  the  attention  of  the  health 
officer.  In  the  Afghanistan  campaign  of  1839  there 
was  a  large  mortality  amongst  the  British  detachment 
stationed  at  Ali  Musjid,  which  was  ascribed  to  the  strong 
impregnation  of  the  water  with  antimony. 

Lead  and  copper  are  usually  the  poisonous  metals, 
especially  the  former,  with  which  waters  are  liable  to 
be  contaminated.  A  water  sometimes  contains  iron, 
which  is  of  course  undesirable  in  aU  cases,  except  for 
medicinal  purposes,  and  hurtful  in  soma 

Place  70  c.  c.  of  water  to  be  examined  in  a  porcelain 
dish,  and  stir  it  with  a  glass  rod  moistened  with  sul- 
phuret  of  ammonium.  Note  whether  or  not  there  be 
any  coloration.  If  so,  it  may  be  owing  to  a  sulphuret 
of  iron  or  lead,  or  of  copper.  If,  on  adding  two  or 
three  drops  of  hydrochloric  acid,  the  brown  colour  dis- 
appears or  diminishes,  iron  is  present,  for  the  hydro- 
chloric acid  dissolves  the  sulphuret  of  iron.  If,  on  the 
other  hand,  the  colour  does  not  vanish  or  diminish  on 
this  addition,  lead  or  copper  is  present  It  matters  not 
which,  for  both  are  equally  injurious.     Wanklyn  writes. 
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"  If  there  be  coloration,"  on  introducing  the  sulphuret  of 
ammonium,  "  it  should  only  be  just  visible,  and  on  adding 
two  or  three  drops  of  hydrochloric  acid,  it  ought  to 
vanish  absolutely."  Water  which  answers  to  this  test 
in  a  satisfactory  manner  is  registered  as  sufiBciently  free 
from  poisonous  metals,  and  water  which  does  not,  is  to 
be  condemned  as  contaminated  with  metallic  impurity. 
If  the  quantity  of  either  of  these  metals  in  a  water  be 
required,  it  is  necessary  to  employ  standard  solutions, 
containing  one  milligramme  of  each  metal  in  each  cub. 
cent,  of  its  solution  (made  by  dissolving  1*66,  3*93,  and 
4*96  grammes  of  crystallized  acetate  of  lead,  or  sulphate 
of  copper  or  proto-sulphate  of  iron  in  a  litre  of  distilled 
water);  and,  if  we  desire  to  ascertain  whether  lead  or 
copper  be  present,  it  is  needful  to  operate  on  a  larger 
quantity  of  water,  and  to  work  according  to  the  directions 
in  that  distinguished  chemist's  exhaustive  treatise  on 
water  analysis. 

The  above  simple  mode  of  testing  for  poisonous 
metals  is  sufficient  for  the  Medical  Officer  of  Health,  for 
it  enables  him  to  say  that  a  water  contains  less  than 
-jJ^th  grain  of  lead  or  copper  per  gallon,  an  amount  which 
should  condemn  a  drinking  water.  Water  is  considered 
to  be  admissible  for  domestic  purposes  if  containing 
\  grain  of  iron  per  gallon,  but  the  presence  of  one  grain 
of  this  metal  per  gallon  is  deemed  to  be  sufficient  to 
justify  its  rejection.  The  French  chemists  consider  that 
the  amount  of  iron  should  not  exceed  '21  grain  per  gallon 
in  a  potable  water. 

Medical  literature  teems  with  instances  of  poisoning 
by  lead  and  copper.  It  is  curious  to  note  the  timidity 
with  which  Cornish  miners  look  upon  waters  issuing  from 
strata  known  to  contain  metals,  and  how  they  altogether 
ignore  the  risk  of  drinking  water  contaminated  with  filth 
of  the  filthiest  description. 
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Lead. — The  action  of  different  kinds  of  water  on  lead 
forms  a  very  large  subject,  which  cannot  here  be  even 
briefly  adverted  to. 

Lead  poisoning  sometimes  occurs  when  the  water  of  a 
well  is  very  soft,  and  free  from  saline  ingredients,  in 
consequence  of  its  action  on  the  leaden  pipe  that  descends 
into  it  from  the  pump,  and  through  which  it  is  raised. 
This  danger  doea  not  exist  in  the  case  of  highly  saline 
waters,  for  the  salts  so  encrust  the  leaden  pipe  as  to 
prevent  the  solution  of  the  lead  by  the  water.  Lead 
3  should  never  be  employed  ui  wells.  It  has  been 
pointed  out  to  me  by  Dr.  Ashby  that  waters  from  the 
oolitic-lim&stone  district  in  which  he  lives  do  not  act  on 
I  to  the  protective  action  of  the  traces  of  phos- 
phoric acid  contained  in  them. 

Several  of  the  Yorkshire  cities,  such  as  Sheffield, 
Huddersfield,  Eochdale,  and  Keighley,  are  reported  to 
suffer  from  impregnation  of  their  water  supply  with  more 
or  less  lead.  A  very  excellent  report  on  that  of  Sheffield 
has  recently  been  issued  by  Dr.  Sinclair  "WTiite,  the 
Medical  Officer  of  Health,  who  found  that  a  portion  of 
it  furnished  by  certain  springs  sujiplied  to  a  particular 
section  of  the  city  was  acid  and  contained  an  amount  of 
lead  varying  from  "07  to  ■?  grain  per  gallon,  from  which 
the  water  supply  of  the  remainder  of  the  city  {derived 
from  another  source)  was  free.  He  attributes  the  acidity 
either  to  ulmie  and  humic  acids  from  the  decomposition 
of  peat,  or  to  sulpliuric  acid  produced  by  the  oxidation  of 
the  iron  pyrites  contained  in  the  shale  underlying  the 
moorland  peat,  from  which  the  former  or  "  high  level " 
supply  proceeds.  He  suggests  that  a  protective  property 
be  imparted  to  the  water  by  passing  it  for  fifteen  minutes 
over  small  fragments  of  limestone. 

An  approximation  to  the  proportion  of  lead  present  in 
a  water  may  be   arrived  at   by  means   of  Mr.  Wynter 
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Bljrtli's  cochineal  colour  test/  but  the  exact  quantity  is 
calculated  by  the  author  in  the  following  simple  manner. 
Take  two  Nessler  glasses  graduated  into  c.  c.  and  pre- 
cisely alike.  Place  70  c.  c.  of  the  water  under  examina- 
tion in  one,  and  50  or  60  c.  c.  of  distilled  water  into  the 
other.  Let  them  rest  on  a  white  slab.  Introduce  a 
glass  rod  dipped  in  ammonium  sulphide  into  each.  If  any 
lead  is  present  in  the  water,  a  brown  colour  is  developed. 
Match  its  depth  by  adding  to  the  distilled  water,  by 
the  help  of  a  burette  graduated  into  cub.  cents.,  a 
standard  solution  of  acetate  of  lead  (1*66  grammes  of 
crystallized  acetate  of  lead  to  1  litre  of  distilled  water 
of  which  1  c.  c.  =  1  milligramme  of  lead)  in  sufficient 
quantity  to  exactly  match  the  tint.  Bring  the  volume 
of  the  diluted  standard  up  to  the  70  c.  c.  mark,  and  then 
make  a  final  comparison.  The  number  of  cub.  cents, 
of  the  standard  lead  solution  employed  represent  the 
number  of  grs.  of  lead  in  a  gaUon  of  water. 

Iron, — The  plan  recommended  by  Dr.  Tidy^  for  the  iron, 
detection  of  iron  and  for  ascertaining  the  form  in  which 
it  is  present  is  as  follows : — ^Fill  3  tubes  (each  2  ft.  long)  dp.  Tidy's 
with  the  suspected  water;  into  one  (a)  place  a  drop  orj^jj^^® 
two  of  a  solution  of  ammonic  sulphocyanide,  which  gives 
a  blood-red  colour  with  ferric  salts ;  to  the  second  (6)  add 
first  of  all  a  few  drops  of  nitric  acid  (to  oxidize  ferrous 
salts  if  present)  and  then  a  few  drops  of  the  ammonic 
sulphocyanide  solution.     Compare  the  tint  depths  of  these 
tubes  with  one  another,  and  of  both  with  the  pure  water 
tube  (c).     If  no  red  tint  is  observable  in  (a)  tube,  but  is 
developed   in  (6)  tube,  iron  is  present  in  the  form  of 
ferrous  salts. 

Dr.  Franklin  Parsons  suggests  the  following  method 
of  rapidly  estimating  small  quantities  of  iron: — "Take 
the  residue  of  70  c.  a  used  in  the  determination  of  the 

^  Asclepiad,  January  1884,  p.  91.  '  Op.  cU, 
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a  piece  of  platinum  foil ;  when  the  volatile  matter  is  burnt 
away  the  residue  will  be  found  to  be  yellow  when  hot,  and 
white  when  cold.  This  residue,  transferred  to  a  piece  of 
charcoal  and  treated  with  a  solution  of  nitrate  of  cobalt, 
yields  a  green  colour  when  heated  in  the  outer  flame  of 
the  blow-pipe. 

My  experience  teaches  me  the  wisdom  and  expediency 
of  recommending  a  strict  avoidance  for  drinking  purposes 
of  all  water  that  has  been  stored  in  leaden  cisterns,  or 
has  otherwise  rested  for  some  time  in  contact  with  lead, 
until  we  possess  data  of  a  less  contradictory  and  more 
definite  description  than  at  present  as  to  the  influence  of 
various  kinds  of  water  under  diflerent  circumstances  on 
this  metal. 


w* 


(IIAI'TKI:     IX 

MICKU.SCUI'IC    KXAML\AT1(;N    UF    A    WATLK. 

A.  The  Examination  of  a  Water  free  from  Deposit. — The 
approximative  estimate  of  the  number  of  micro-organisms 
and  the  diagnosis  of  the  kind,  whether  bacteria,  bacilli, 
micrococci,  vibrios,  spirillse,  etc.  may  be  accomplished  by 
the  aid  of  a  microscope  by  making  (a)  a  cover  glass  pre- 
paration and  (b)  a  "  drop  culture." 

(a)  Cover  glass  preparations. — The  author  finds  it^^®' 
useful  to  examine  a  water  in  the  manner  practised  byuons. 
Koch  as  described  by  Prof.  Warden.^  With  a  glass 
rod  sterilized  by  passing  it  several  times  through  a  flame 
of  a  Bunsen's  burner,  a  drop  of  the  water  to  be  examined 
is  placed  on  a  clean  cover  glass,  which  is  allowed  to  dry 
under  a  bell  glass.  "  When  the  water  has  evaporated,  the 
edge  of  the  cover  glass  being  held  by  a  pair  of  pincers, 
and  the  side  containing  the  residuum  being  upwards,  the 
cover  glass  is  rapidly  drawn  three  times  with  a  downward 
motion  through  the  colourless  flame  of  a  Bunsen's  burner 
or  through  a  large  spirit  flame."  The  cover  glass  still  held 
by  the  pincers  is  then  flooded  with  methyl  blue  solution,* 

^  Op.  eit. 

'  Mode  of  Preparation. — Methyl  blue,  2  grammes  rubbed  in  a  mortar 
with  10  c.  c.  of  absolute  alcohol  to  whicli  90  c  c  of  distilled  water  is  gradu- 
ally added.  The  mixture  is  filtered  into  a  bottle  provided  with  a  perfor- 
ated cork  carrying  a  pipette,  by  means  of  which  a  small  quantity  can  be 
removed  as  required.  A  small  fragment  of  camphor  should  be  placed  in 
the  filtered  solution. 

M 
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which  is  allowed  to  act  for  about  3  minutes.  The  dye 
is  then  waahed  off  by  a  geutle  stream  of  water.  The 
cover  glass  should  be  allowed  to  dry  under  a  bell  glass 
and  finally  mounted  in  Canada  balsam  when  it  is  ready 
for  the  microscope.  The  easiest  plan,  perhaps,  is  to  kill 
and  precipitate  the  microbes  by  adding  to  the  water  a 
1^  per  cent  solution  of  oamic  acid,  in  the  proportion  of 
1  a  c  of  tlie  latter  to30or40c.e.of  the  former. 

(h)  "  IM^  cuUuTes  "  have  been  recommended  by  Dr.  E. 
Crookahank'  as  suitable  for  the  study  of  the  life  history 
of  the  micro-organisms  in  water.  He  gives  the  followii^ 
directions  for  their  management : — "  Clean  an  excavated 
microscope  slide  and  sterilize  it  by  holding  it  cupped  side 
downwards  in  the  flame  of  the  Bunsen's  burner.  A  ring 
of  vaseline  is  painted  around  the  excavation.  A  clean 
cover  glass  is  sterilized  in  the  same  manner.  With  a 
platinum  needle  bent  at  its  extremity  into  a  minute  loop 
or  ring  (which  has  been  sterilized  by  holding  it  in  the 
flame)  transfer  a  drop  of  sterile  bouillon  *  to  the  cover 
glass  and  tliis  drop  is  inoculated  by  touching  it  with 
another  sterilized  platinum  needle  charged  with  the  water 
under  examination."  The  slide  is  tlien  inverted  and 
placed  over  the  cover  glass,  so  that  the  drop  will  come 
exactly  in  the  centre  of  the  excavation,  and  is  gently 
pressed  down.  On  turning  the  shde  over  again  the  cover 
glass  adheres,  and  an  additional  layer  of  vaseline  is  painted 
around  the  edge  of  the  cover  glass  itself.  The  slide  must 
if  necessary  be  placed  in  the  incubator  {inde  fig.  8,  page  82). 
In  this  manner  the  gradual  growth  of  a  micro-organiam 
can  be  watched. 

R  Miamination  of  Deposit. — The  best  and  most  simple 


'  Introdurlion  to  Practical  Bacttriology. 

'  Mads  in  Ibe  suae  mariDer  as  Kocb'a  auti 
le  omiasion  of  the  (tpUline  and  silL  Tho  ui 
it  needful  during  its  filtration. 
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mode  of  examining  the  deposit  from  any  sample  of  water 
is,  first,  to  allow  suspended  matters  to  subside  in  the 
sample  bottle ;  and  secondly,  to  decant  the  greater  part  of 
the  water,  and  pour  that  at  the  bottom  of  the  bottle 
containing  the  sediment  into  a  conical  glass.  After 
subsidence  a  drop  of  the  water  containing  the  de- 
posit may  be  removed  by  means  of  a  pipette  to  the  cell 
of  a  microscope  slide  and  be  allowed  to  evaporate,  or  the 
drop  may  be  immediately  covered  with  a  thin  glass,  the 


Fio.  15. 
Conical  Glass  and  Pipette. 

excess  being  removed  with  blotting-paper,  and  examined. 
If  a  water  possesses  much  turbidity  this  transfer  to  a 
conical  glass  is  of  course  unnecessary.  If  the  amount  of 
sediment  procured  in  this  way  is  practically  nil,  the  greater 
part  of  the  water  in  the  conical  glass  should  be  poured 
away,  and  that  remaining  in  the  angle  of  the  cone  should 
be  transferred  to  a  burette  similar  to,  but  of  much  larger 
diameter  than,  that  depicted  in  Fig.  3.  After  subsidence 
the  solid  bodies  may  easily  be  removed  in  single  drops  of 
fluid  on  to  microscope  slidea     In  the  microscopic  exam- 
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ination  of  waters  we  require  a  J-inch  object  glass,  a 
Powell  and  Lealand  or  Zeiss*  oil  immersion  -j^^th-ineh  object 
glass,  and  an  Abb^*s  condenser.  A  polariscope  is  a  useful 
addition  for  the  diagnosis  of  starch  granules. 

The  deposit  of  every  water  is  treated  by  the  French 
with  the  following  reagents :  a  solution  of  iodine  for  the 
detection  of  starch ;  a  solution  of  carmine  in  glycerine  and 
alcohol,  which  imparts  to  the  nuclei  of  cells  a  red  stain ; 
and  methyl  violet  for  bacteria.  The  tremulous  molecular 
or  Brownian  movement  of  inorganic  particles,  in  which 
there  is  no  change  of  position,  must  not  be  confounded 
with  the  motions  of  micro-organisms.  Liquor  potassse 
and  strong  acetic  acid,  which  either  alter  or  remove  fatty 
and  albuminous  granules,  do  not  affect  micro-organisms 
such  as  micrococci,  etc. 

The  microscopic  examination  of  the  floating  particles 
sometimes  seen  in  water,  will  often  afford  valuable  infor- 
mation concerning  it  where  there  is  any  doubt  as  to  its 
quality.  Mineral  gritty  matters,^  silt  of  clay,  and  sandy 
particles,  may  be  the  cause  of  persistent  and  unaccount- 
able diarrhoea,  which  medicines  will  only  temporarily  re- 
lieve. New  comers  to  a  place  where  such  water  is  used 
often  suffer.  Those  who  drink  such  waters  long  become 
generally  unaffected  by  these  intestinal  irritants.  Chalky 
particles  are  dissipated  by  the  addition  of  a  little  mineral 
acid,  whilst  the  other  inorganic  matters  apt  to  occur  in 
drinking  waters  are  unaffected  thereby. 

The  existence  of  animal  life  in  a  water  affords  good 
evidence  in  itself  of  the  presence  of  a  tangible  amount 
of  organic  matter,  alias  filth,  whether  it  be  the  micro- 
organism seen  in  the  fairly  pure  waters  supplied  by  the 
majority  of  the  London  companies,  with  an  average  of 

^  The  mountain  dysentery  prevalent  in  certain  districts  in  India  has 
been  shown  to  be  due  to  the  employment  of  drinking  water  containing  in 
suspension  minute  particles  of  mica. 
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about  '08  milligramme  of  albuminoid  ammonia  per  litre, 
or  the  various  humble  animal  organisms  of  pond  water, 
with  its  '38  milligramme  of  albuminoid  ammonia  per  litre. 
These  little  creatures  feed  and  flourish  on  what  we  call  or- 
ganic matter,  and  in  perfectly  pure  water  they  cannot  live. 

Pasteur  has  shown  that  there  are  certain  waters  coming 
from  deep-seated  springs  that  are  destitute  of  organic  life, 
and  are  sterile ;  but  99  out  of  every  100  waters  contain  a 
greater  or  less  number  of  micro-organisms,  and  the  great  ma- 
jority of  these  99  waters  exhibit  organisms  of  much  larger 
dimensions  than  those  which  are  known  as  micro-organisms. 

The  kind  of  animal  and  vegetable  life  seen  in  water  Dencription 
gives  a  certain  clue  to  the  description  of  water  we  are^^J*^^ 
examining.      Speaking  generally,  the  infusorise,  the  con-taweufe 
fervaj,  and  vorticellae,  are  the  inhabitants  of  the  least  purCaa^ertained 
of  spring  waters ;  then  come  the  diatoms^  and  desmids ; 
entomostraca  or  water  fleas  ^  are  seen  in  spring  ponds, 
lochs,  and  impounded  waters ;  euplota  and  fungoid  growths, 
etc.,   abound    in    pond    and    ditch  waters,    and   in   well 
water  polluted  with  filth ;  whilst  bacteria  and  paramecia 
and    spirilla    are    prominent    in    sewage-polluted    water. 
There  is  no  evidence  to  show  that  those  low  forms  of  life, 
commonly  known  as  the  fungi,  are  in  themselves  hurtful 
if  taken  into  the  system,  although  their  appearance  is  an 
unfavourable  symptom.     It  is  highly  probable,  however, 
that  the  poisons  of  several  of  the  zymotic  diseases  are 

^  Some  erroneously  believe  that  the  presence  of  diatoms  is  an  indication 
of  evil  omen.  The  Bristol  water,  which  is  a  fairly  good  one  {vide  p. 
97),  contains  a  quantity  of  diatoms  of  different  kinds  of  which  I  have 
made  drawings.  Sometimes  when  very  abundant  they  present  the  appear- 
ance of  an  exceedingly  faint  milky  cloud  settling  down  to  the  bottom  of 
the  vessel  which  holds  the  water. 

^  To  the  presence  of  vast  numbers  of  dead  entomostraca  the  fishy  odour 
noticed  by  passengers  in  the  steamboats  on  the  Lake  of  Geneva  has  been 
attributed.  These  minute  crustaceans  secrete  an  oily  substance  under 
their  carapaces,  to  which  certain  bad  tastes  of  public  water  supplies  have 
been  ascribed  ( WaUr  Supply — Chemical  and  Sanitary,  by  Prof.  Nichols). 
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either  identical  with,  or  are  products  of,  certain  micro- 
organisms (which  can  be  distinguished  by  their  appearance 
or  behaviour  from  one  another)  or  find  a  congenial  soil 
amongst  such  organisms,  which  act  as  carriers,  to  which 
they  attach  themselves,  and  amongst  which  they  multiply. 
Dr.  Frankland  and  his  followers  regard  the  presence 
of  anything  like  a  moving  organism  in  a  water  as  a  danger- 
signal,  for  the  reason  that,  if  the  poisons  of  such  diseases 
as  cholera  and  typhoid  fever  attach  themselves  to  particles 
of  organic  matter,  and  can  operate  in  inconceivably  minute 
quantities,  as  is  generally  believed,  there  is  a  possibility 
of  the  disease  ferment  or  germ  of  such  maladies  accom- 
panying elementary  forms  of  life.  Dr.  Mills  of  Glasgow, 
following  Dr.  Frankland*s  example  as  to  the  metropolitan 
waters,  frequently  refers  in  his  public  reports  to  the 
presence  of  living  organisms  in  the  water  of  Loch  Katrine 
ds  detracting  from  its  purity. 


DESCRIPTION  OF  PLATES  OF  MICROSCOPIC  OBJECTS 
FOUND  IN  DRINKING  W^ATER.^ 


1.  Actlnophrys  SoL    Order—Radiolaria. 

2.  Algae,  with  bacteria  and  diatoms. 
8.  Bacillus.  )  ^     .,      «    .    . 

6.  Amoeba.    Class— Rhizopoda. 

6.  Yorticelle.    Class— Infusoria. 

7.  Ora  of  Entozoa. 

8.  Eaplotes  Vannus.    Class—Infusaria, 

9.  Paramecium.    Class — Infusoria. 

10.  Tonng  Filaria,  or  thread  worms. 

11.  Oonfervs. 

12.  Muscular  fibre. 

18.  Spirillum.     Family— Bacteriacece. 

14.  Hair  (human). 

15.  Linen  fibre. 

16.  Cotton  fibre. 

17.  Mineral  particles. 

18.  Fragment  of  deal  wood. 

19.  Stomata  of  leaf. 
90.  Epithelial  scales. 

21.  Closterium  mouLliformis.     Family^ 
Desmidiaeect. 


22.  Tabellaria    floccosa.     Family  —  Diato- 

macecR. 

23.  Chetophora  Elegans. 

24.  Euglenia.    Class— Infusoria. 

25.  Anguillula.    Ordtr — Nenuxtoda. 

26.  Rotifeia. 

27.  Cyclops   Quadricomis.      Order  — Cope- 

poda.    Siib-class—Entomostraoa. 

28.  Cosmarium     Margaritiferuiii.     Family 

— Desmidiacect. 

29.  Diatoma  Vulgare. 

30.  Diatom. 

31.  Fungi. 

82.  Vegetable  cellular  tissue. 

83.  Soenedesmus.    Family -Desmidiaceo!. 
34.  Daiihnia      pulex.      Order  —  Cladocera. 

Sub-doss — Entomostrcun. 

85.  Micrococcus.    Family — Bacteriaceo!. 

86.  Infusoria. 

87.  Ova  of  Nais.    Class— Annelida. 

88.  Vegetable  debris. 


^  The  objects  are  depicted  as  magnified  by  means  of  glasses  of  dif- 
ferent powers,  bat  this  is  unimportant.      My  sole  desire  is  to  fix  on 
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The  public  water  supply  of  Llandudno  was  condemned 
some  years  ago  by  the  late  Mr.  Wigner,  the  analyst,  on 
the  ground  of  its  unfavourable  appearance  when  examined 
by  the  microscope,  for  the  results  of  his  chemical  study  of 
it  would  not  certainly  warrant  a  censure. 

Free  Ammonia  .  '068 

Alb.  Ammonia  .  '06 

Nitrogen  as  Nitrates  and 

Nitrites         .         .  '24  gr.  per  gallon. 


>  Milligramme  per  litre. 


Another  class  of  scientific  men  regard  insects  in  water 
as  scavengers  that  assist,  like  plants,  in  its  purification,  and 
place  the  greatest  reliance  on  those  great  natural  purifying 
processes  of  oxidation  and  dilution,  the  existence  of  which 
we  are  all  too  prone  to  forget     They  urge  that  there  is 
no  reason  for  supposing  that  an  animal  poison  will  attach 
itself  to  an  infusorian  animalcule,  but  rather  to  organic 
matter  in  a  state  of  putrefactive  change,  and  that  there 
exist  good  grounds  for  thinking  that  an  animal  poison 
when  enormously  diluted  with  water,  becomes  harmless,  asAnmimai 
it  does  when  very  freely  mingled  with  the  other  medium,  ^^^^^^ 
air.     Personally  I  feel  a  greater  sympathy  with  the  latter  d"«t«i  ^^ 
than  with  the  former  class,  although  there  can  be  no  doubt  becomes  in-* 
but  that  when  Dr.  Frankland  sees,  by  the  aid  of  his  micro- '***'*^*°*- 
scope,  fragments  of  partially-digested  muscular  fibre  which 
has  been  excreted  by  some  carnivorous  biped,  in  the  water 
of  the  Thames,  as  furnished  to  a  portion  of  the  inhabitants 
of  London,  he  is  perfectly  justified  in  making  the  fact 
public,  and  in  urging  the  need  for  some  amendment  in 
the  condition  of  the  metropolitan  water  supply. 

Sufficient  attention  has  not  hitherto  been  directed  to 
the  kind  of  moving  organisms  found  in  drinking  water, 


the  attention  the  forms  and  appeararices  of  the  various  animal  and  vege- 
table bodies  visible  in  waters,  and  of  the  extraneous  substances  with  which 
they  are  most  liable  to  be  mingled,  in  order  that  a  recognition  of  their 
ditrercnccs  may  prove  of  diagnostic  value. 


J 
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mid  the  lessons  taught  by  these  dififerences.  Mr.  Ivison 
Macadam  has  expressed  the  opinion  ^  that  the  presence  of 
the  Daphnia  pulex  and  Cyclops  quadricomis  in  a  water 
in  a  proof  of  its  purity,  because  these  water-fleas  are  not 
found  in  bad  waters,  in  which  it  appears  they  cannot  live. 
He  finds  them  in  all  our  good  impounded  waters,  such, 
for  example,  as  that  of  Edinburgh,  Eothesay,  etc. 

A  perfectly  pure  water  contains  no  suspended  matter, 
nor  any  animal  or  vegetable  life ;  but  such  is  very  rarely 
found.  The  ova  of  the  entozoa,  such  as  those  of  the  round 
and  the  thread  worms,  the  eggs  and  joints  of  the  tape- 
worm, and  small  leeches,  which  may  give  rise  to  grave 
disorders,  should  not  be  forgotten  in  making  microscopic 
examinations  of  drinking  waters.  The  endemic  haematuria 
of  Egypt  and  the  South  of  Africa  has  been  shown  to  be 
due  to  a  hsematozoon  named  bilharzia  haematobia,  which 
is  disseminated  by  water  containing  its  ova.  The  germs 
of  the  parasitic  disease  named  rishta,  which  is  so 
prevalent  in  Bokhara,  are  considered  by  Jenkinson, 
Klopatoflf,  Fedchenko,  and  others  to  be  diffused  through 
the  medium  of  water.  The  excellent  illustrations  in  Dr. 
Macdonald's  Guide  to  the  Microscopical  Examination 
of  Drinking  Water,  will  be  very  helpful  to  students 
of  this  branch  of  water  analysis.  As  scientific  litera- 
ture is  possessed  of  this  valuable  guide,  I  shall  only 
add  the  following  extract  from  the  Hygienic  Clas- 
sification of  Waters  contained  in  Parkes*  Hygicfm  (5th 
edit.)  \ — 

4.  Impure. 

Bacteria  of  any  kind ; 
fUngi ;  numerons  vege- 
table and  animal  forms 
of  low  typea ;  epithelia 
or  other  animal  struc- 
tures ;  evidences  of  sew- 
age ;  ova  of  parasites, 
etc. 

*  Paper  entitled  '^  Animal  Life  in  Fresh  Water  Reservoirs." — Aberdeen 
eeting  of  Social  Science  Congress,  1877. 


l.PwnandWKoU- 

2.  U$abU. 

8.  Suspicious. 

tome. 

Same  as 

V^etable  and  an  i  inal 

Mineral  matter ;  vege- 
table   fonns    with 

No.  1. 

forms  more  or  less 

pale  and  colour- 
less ;  onranic  de- 
bris ;      fibres     of 

endochrome;  large 

animal  forma;    no 

organic  debris. 

clothing  or  other 
evidence  of  house 
reftise. 
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Those  who  are  conversant  with  the  use  of  the  micro- 
scope will  recognize  vegetable  tissue,  starch,  epithelial 
scales,  human  hair,  the  hair  of  cats  and  other  animals, 
wool,  bits  of  deal,  fibres  of  silk  and  linen,  cotton  filaments, 
scales  and  legs  of  insects,  and  feathers,  and  will  not  be 
puzzled  by  such  apparitions  in  the  field  of  the  microscope. 
Those  who  are  not  familiar  with  the  appearances  presented 
by  these  objects  when  magnified,  should  make  themselves 
as  soon  as  possible  acquainted  with  them  under  low  and 
high  powers.  Medical  Officers  of  Health  who  are  thus 
well  grounded  will  find  the  microscopic  contents  of  water 
an  exceedingly  interesting  and  instructive  subject  of  study. 


I 


THE   COLLECTION   OF   SAMTLES   OF   WATER   FOR   ANALTOI8, 


Every  water  analyst  should  have  his  samples  of  water 
collected  in  strong  stoppered  glass  bottles,  supplied  by 
himself,  which  have  been  thoroughly  cleansed  with  a 
strong  acid  before  leaving  his  laboratory.  Stoneware 
bottles  should  not  be  used,  for  that  material  is  liable  to 
introduce  calcic  sulphate,  silicates,  and  common  salt 
into  the  water.  It  is  wise  to  have  an  ample  supply  of 
the  water  to  be  examined,  so  aa  to  have  a  reser\'e  in  case 
of  such  accidents  as  the  bursting  of  a  retort,  etc.  A 
stoppered  Winchester  quart  bottle  holds  a  convenient 
amount  By  avoiding  waste,  I  find  that  about  one  litre 
of  water  is,  as  a  general  rule,  sufficient  for  analysis,  unless 
it  is  wished  to  make  any  special  examination,  as,  for 
example,  an  estimate  of  the  amount  of  magnesia  in  a  water, 
when  a  stoppered  "  Winchester  Qu.irt "  is  employed. 

Sanitary  DiitruU 

SAMPLE  FOR  ANALYSIS. 


Spring,  Ptimp  or  Draie  U'tll 

Dtfth  itf  Well 

Naiare  ^  Sail  and  SttbtaU 

Dittana  o/nearal  FUA  or  Drain 

Dittanee  o/nearal  CuUivalal  Land — 
Reaion/oT  Analyiit 


X  Ike  abo\x  tise  trill  bc/outid  the  m 
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Before  taking  a  sample,  the  bottle  should  be  well 
rinsed  three  times  with  the  water  to  be  collected.  The 
stopper  should  be  firmly  tied  down  by  twine  or  tape,  and 
a  printed  label,  with  gummed  back,  of  the  accompanying 
description,  should  be  filled  up  and  affixed  to  the  bottla 
It  is  a  good  plan  to  tie  down  over  the  mouth  and  stopper 
of  the  bottle  a  bit  of  guttapercha  sheeting,  to  exclude  the 
dust  These  bottles  are  advantageously  protected  in  their 
frequent  transits  about  the  country  by  enclosing  them  in 
a  strong  box,  similar  to  that  which  is  herewith  sketched. 
Hay  and  straw,  which  are  generally  very  dusty  packing 
materials,  are  thus  avoided. 


.  Elutlc  pull  that  prean  oi 

when  boi  li  dowel. 
>.  Fadluck  uid  fUltnar. 


CHAPTEE   XI 

TIME    OCCUPIED    IN   PERFORMING    AN   ANALYSIS. 

Having  estimated  the  amount  of  free  ammonia,  of  albumi- 
noid ammonia,  of  oxygen  absorbed,  of  solid  residue,  of 
chlorine,  of  nitrates  and  nitrites,  the  degree  of  hardness, 
and  having  noticed  the  appearance  of  the  solid  residue 
before,  during,  and  after  incineration,  and  having  made  a 
microscopic  examination  of  any  sediment  that  may  be 
present,  and  having  tested  the  water  for  poisonous  metals, 
and  examined  it  for  magnesia  and  sulphates,  we  are  in  a 
position  to  answer  the  question  as  to  whether  the  water 
submitted  to  us  is  good  in  every  respect  for  a  public  water 
supply.  It  will  be  urged,  with  reason,  that  such  an 
analysis  as  this,  however  desirable  it  may  be,  cannot  be 
undertaken  by  the  Medical  OflScer  of  Health,  for  so  much 
time  would  be  consumed  in  water  examinations  as  to  leave 
but  little  for  other  work.  It  is  but  rarely  that  I  make 
a  complete  analysis  of  this  kind,  because  it  is  seldom 
requisite.  A  head  centre  on  all  matters  relating  to  public 
health  should  be  able  to  conduct  such  an  investigation,  in 
order  that  when  a  question  arises  as  to  which  of  several 
waters  would  be  the  best  in  every  respect  for  the  public 
water  supply  of  a  town  or  village,  he  may  be  able  to  give 
an  answer  based  on  quantitative  determinations  of  the 
several  ingredients  that  affect  the  wholesomeness  of  a 
water. 
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If  the  estimation  of  the  free  and  albuminoid  ammonia, 
the  oxygen  absorbed,  and  the  chlorine,  and  the  qualitative 
test  for  nitrates,  does  not  show  conchisively  the  character 
of  a  water,  then  it  is  advisable  to  add  other  tests,  such  as 
a  quantitative  determination  of  the  nitrates  and  nitrites, 
the  incineration  of  the  solid  residue,  the  calculation  of 
the  amount  of  saline  matters,  and  the  degree  of  hardness. 

If  the  question,  "  Is  this  water  wholesome  and  good  ?"  Mode  of 
be  addressed  to  me,  I  immediately  ask  whether  any  illness e^^nt  of 
or  disease  has  been  attributed  to  the  employment  of  it*^^y«*"- 
If  there  is  a  suspicion  lest  the  water  has  interfered  with 
the  health  of  any  person  or  persons,  inquiries  are  made 
of  the  applicant  as  to  whether  there  is  any  reason  for 
suspecting  the  presence  of  organic  matter  or  metallic 
poisons,  or  whether  the  water  is  found  to  be  too  hard  for 
domestic  purposes,  or  whether  it  is  brackish  or  purgative. 
In  fact,  I  ask  what  reason  there  is  for  complaining  of  the 
water.     In  this  way  the  extent  of  the  analysis  is  limited, 
and  the  applicant  obtains  the  information  required.     In 
the  majority  of  cases  that  present  themselves,  the  question 
arises  as  to  the  amount  of  organic  matter,  whether  within 
or  beyond  the  permissible  limit. 

Now,  what  amount  of  time  is  occupied  in  answering 
this  last  question  with  absolute  certainty?  Thirty  minutes. 
If  it  is  needful,  as  is  often  the  case,  to  estimate  the  exact 
amount  of  organic  matter  present  in  a  water,  forty 
minutes  are  consumed.  If  a  more  complete  analysis  is 
required,  it  is  best  to  commence  by  starting  the  per- 
manganate of  potash  process  for  the  absorption  of  oxygen, 
and  whilst  it  is  proceeding  to  determine  the  amount  of 
chlorine,  and  the  quantity  of  nitrates  and  nitrites  in,  and 
the  hardness  of,  the  water,  whilst  the  distillation  is  going 
on.  The  evaporation  of  the  25  c.  c.  of  water  to  procure 
the  solid  residue,  and  the  weighing  of  the  dish  both  before 
and  after  this  operation,  of  course  proceed  simultaneously 
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with  the  distillation.  If  any  special  determination  of 
the  sulphates  or  other  mineral  ingredients  is  demanded, 
extra  time  is  required. 

Unlike  the  Frankland  and  Armstrong  process,  which 
consumes  two  and  oftener  three  days,  the  Wanklyn, 
Chapman,  and  Smith  process  is  very  rapid,  as  it  can  be 
completed  within  an  hour  by  the  most  inexperienced.  The 
Medical  OflBcer  of  Health  process  described  in  this  work, 
which  is  a  modification  of  the  latter,  is  generally  rather 
more  lengthy,  its  duration  being  dependent  on  the  greater 
or  less  rapidity  with  which  we  arrive  at  conclusive  evid- 
ence as  to  the  character  of  a  water. 

The  Wanklyn,  Chapman,  and  Smith  method  may  be 
expedited  by  submitting  for  examination  a  ^  litre  instead 
of  BL  ^  litre  of  water,  and  multiplying  the  results  by  4 
instead  of  by  2.  This  rapid  modification  of  the  process 
is  suitable  only  for  the  Medical  Officer  of  Health  who  has 
had  some  experience  in  water  analysis,  to  whom  I  would 
recommend  it.  Messra  Townson  and  Mercer  have  made 
for  me  Kessler  glasses  of  a  size  adapted  for  the  examination 
of  half  the  usual  quantity  of  distillate,  namely,  2  5  c.  c. 
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EMTRY    OF  ANALYSIS   IN    NOTE   AND    RECORD   BOOKS. 


The  entry  of  an  analysis  may  be  conveniently  made  in 
the  note-book  thus : — 

Well  at  Woodhxmse  FarTn, 

Date  of  Collection, — April  4/77.  Source. — ^Well,  with  pump, 

25  ft  deep. 
„        Analysis, — April  6/77.  Soil — Sand  and  gravel. 

Distance  of  nearest  FUth. — 7  yarda. 
Reason  for  Analysis, — Diarrhoea  suspected  from  use. 
For  Chlorine^  70  c.  c  takea     Required  of  sol.  nitrat.  silver  20  c  c. 

.  •.  20  grains  per  gallon. 
For  Solids  25  c.  c.  taken. — Dish  and  Residue         .       26*251 

Dish  .         .  .        26-230 


.*.  68*8  grains  per  gallon. 

•021 

4 

•084 
700 

Free  ammonia  '02           Alb.  ammonia  '06 
„       -007           „           „         -03 

•01 

58-800 

»                      99                  ^^ 

•10 

In  litre  free  ammonia  ^05 4,  and  alb.  ammonia  ^20  milligram. 
Nitrogen  as  nitrates  and  nitrites  1  ^  grain  per  gallon. 
Total  hardness  19  degrees. 

Oxygen  absorbed  in  4  hours  at  80*  R  '2  grain  per  gallon. 
Opinion. — Water  condemned  as  unfit  for  drinking  purposes. 
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It  is  useful  to  keep  a  record  book  of  all  analyses  for 
BRcli  snuitary  district  alphabetirally  arranged  in  purishes, 
the  pages  being  nded  in  a  manner  similar  to  the  lines 
on  the  certifieate  of  an  analysis  {vide  page  2 1 3j. 

Some    make   entries    of   the   free   ammonia  and   the 

albuminoid  ammonia  in  terms  of  nitrogen,  and,  combining 

the  nitrogen  obtained  from  the  nitrates  and  nitrites,  add 

tt^ether  the  nitrogen  from  all  sources.     The  amount  of 

ammonia,   l>e   it   free   or   directly   derived   from   oi^ianic 

matter,  may  easily  bo  represented  as  nitrogen  by  multi- 

_               plying  by  14  and  dividing  the  result  by   17.     In  the 

^L               foregoing  analysis  the  two  ammonias  thus  exjaresscd  would 

H              Iw  registered  as  follows : — 

^H                       Free  Aiiiiiioiiia  -054  =  Nitrogen  ae  Free  Ammonia  '044 
^B                       Alb.                    -20    =  Nitro-en  as  Aib.                    -170 

CHAPTER   XIII 

MISTAKES   OF   WATER   ANALYSTS,   AND   HOW   TO 

AVOID   THEM 

To  avoid  errors  in  analytical  work  it  is  important  to  be 
very  cleanly,  orderly,  and  methodical  Many  mistakes 
arise  from  a  want  of  cleanliness  and  care  in  the  collection 
of  samples.  Dirty  bottles  and  corks  should  not  be  em- 
ployed. It  is  desirable  never  to  rely  on  the  memory,  but 
to  be  business-like  and  exact  in  everjrthing.  All  the 
details  of  an  analysis  should  be  written  in  a  book  kept 
for  the  purpose,  at  the  time  of  its  performance. 

A  water  should  always  be  examined  in  a  fresh  state  ;Anaiyriiof 

for,  by  keeping,  some  of  the  free  ammonia  leaves  thcaftwhand 

water,  and  other  changes  take  place.      On   April    IS^**^""**' 

the  water  of  an  artesian  well  yielded  free  ammonia  '36, 

and  albuminoid  ammonia   '015   milligramme  per  litre. 

On  April  16  another  portion  of  the  water,  withdrawn 

from  the  same  stoppered  bottle  as  the  first  sample,  was 

tested,  and  this  second  analysis  gave  of  free  ammonia 

•125,  and  of  albuminoid  ammonia  '015  milligramme  per 

litre.     The  water  had   lost  -235   milligramme   of  free 

^:mraonia  per  litre  in  three  days.     This  water  was  a  very 

^tire   one.     If,  however,  it  had  contained  an  excess  of 

'V^nminoid  ammonia  as  well  as  of  free  ammonia,  con- 

^^oid  growths  would  have  formed  in  it  (very  rapidly 

'^v^arm  weather),  and  have  fed  on  the  free  anmionia. 

N 
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With  a.  decrease  of  free  ammonia  there  woiUil  have  been 
a  decided  increase  in  the  amount  of  albuminoid  ammonia. 
Watera  should  he  examined,  if  possible,  within  thirty-six 
houra,  in  summer,  aft^er  their  removal  from  their  source, 
and  in  the  interim  tliej  should  be  kept  in  a  cool  dark 
place  in  stoppered  bottles. 

A  mistake  on  the  part  of  an  analyst  may  arise  from 
a  want  of  chemico- geological  knowledge.  Here  are 
*■  examples.  An  analyst  received  a  sample  of  water 
which  did  not  prove  on  analysis  to  be  perfectly  clean, 
but,  nevertheless,  could  not  be  condemned  on  tlie  score 
of  an  excess  of  organic  matter.  Bearing  then  a  some- 
what indifferent  character  for  cleanliness,  he  tested  it 
for  chlorides,  and  found  a  large  excess,  which  led  him 
to  condemn  the  water.  He  was  not  acquainted  with 
the  fact  that  this  water  came  from  the  greensand,  and 
that  the  purest  waters  from  this  formation  contain  on 
excess  of  chlorine. 

A  water  from  a  deep  well  in  Essex  was  sent  to  an 
analyst  who  obtained  the  following  data  on  which  to 
form  an  opuiion : — 


=^„,.,^. 

''p.i.TP«lI™ci™ 

«™... 

SdUdt. 

B7  4 

87 

"*"""""' 

■Oi 

H 

He  saw  first  that  tlie  solids  were  in  excess.  The 
large  amount  of  chlorine  made  birn  look  with  the 
strongest  suspicion  on  the  water.  Then,  on  finding 
such  an  enormous  quantity  of  free  ammonia  he  con- 
cluded —  overlookiug  the  fact  that  the  albuminoid 
ammonia  was  exceedingly  small — that  tliis  well  was 
polluted  with  urine.  This  water,  however,  is  quite 
pura      He   did   not   know — (1)    That   the  water   came 
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from  'beds  of  sand  lying  underneath  the  London  clay, 
at  a  distance  of  about  250  feet  from  the  surface;  and 
(2)  That  these  sandbeds  furnish,  in  certain  situations, 
water  of  great  purity,  which  possesses  an  excess  of 
clilorides  and  free  ammonia. 

The  following  case  occurred  some  time  since  in  one 
of  the  south-western  counties,  which  has  utterly  shaken 
the  confidence  of  the  local  public  in  their  opinion  of  their 
health   officer.     Two  waters   from  neighbouring  pumps,  a  pure  w^w 
which  were  open  to  some  suspicion,  were  examined  bypurewtter 
him.     The   water   from   one  pump  was  pronounced  to*****^**™* 
be  pure,  and  the  water  from  the  other  was  declared  tothesama 
be   impure   and  quite   unfit  for  drinking  purposes.     It^®^^ 
was    ultimately    discovered    that    both    pumps   derived 
their   water    from    one    and    the   same    welL     Such    a 
lamentable  mistake  could  hardly  have  occurred  had  not 
some  utterly  fallacious  mode  of  examination  been  prac- 
tised.    In  justice,  however,  to  this  gentleman,  it  should 
be  stated  that  a  most  extraordinary  case  has  recently 
been  published  by  Sir  Charles  Cameron,  the  well-known 
health  officer  and  analyst  of  Dublin,  where  good  and  bad 
water  would  seem  to  have  been  present  in  a  deep  well 
at  the   same  time,  the  pure  lying  in  a  layer   at   the 
bottom  of  the  well,  and  the  impure  forming  a  stratum 
on  the  surface. 


Sample. 

Grains  per  Gallon. 

Qualitative. 

Part  per 

MlLUON= 
MlLLIORAMME 

PER  Litre. 

Solids. 

Chlorine. 

Nitrous  Acid. 

Nitric  Acid. 

Free 
Amin. 

Alb. 
Amm. 

No.  1 
No.  2 

29 
47-4 

2-1 
1-7 

Large  amount 
None. 

Small  amount 
Trace. 

•14 
•00 

•86 

•08 

No.  1  water  was  taken  from  the  well  by  dipping  it  out 
from  the  surface,  whilst  No.   2  was  withdrawn  from  a 
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tap,  the  pipe  of  which  descended  to  within  two  inches 
of  the  bottom  of  the  well.  Sir  Charles  Cameron  coinea 
to  the  following  conclusion : — "  The  water  wliich  enters 
the  lower  part  of  the  well  through  its  side  and  bottom  ia 
derived  from  springs,  or  at  any  rate  it  is  water  which  had 
percolated  throughout  a  considerable  (juantity  of  day, 
and  had  thereby  been  deprived  of  any  organic  matter 
whicli  it  might  originally  have  contained.  On  the 
other  hand,  the  drainage  of  the  surface  of  the  sur- 
rounding soil  must  have  in  part  made  its  way  into  the 
well  through  the  sides,  but  near  its  mouth.  As  this 
drainage  would  undergo  but  little  filtration,  it  would 
probably  be  contaminated  with  organic  matter,  as  sur- 
face drainage  so  generally  is."  The  writer  has  noticed  a 
similar  difference  in  quality  of  the  water  drawn  at  diflerent 
deptlis  from  four  other  wells ;  in  one  case,  the  solids  per 
gallon  amounting  to  66'23  grains  in  the  bottom  water, 
and  to  only  3  grains  in  the  top  water.  I  on  one  occasion 
analyzed  samples  of  water  taken  from  two  different 
pumps  connected  with  one  and  the  same  well  (depth 
18  feet),  both  samples  proving  exceedingly  filthy.  The 
pipe  of  tlie  pump  that  drew  water  from  tlie  bottom  of 
the  well  furnished  a  water  which  was  more  impure 
than  that  from  the  pump  that  obtained  its  supply  at  a 
higher  elevation.  The  lesson  taught  by  these  facts  is, 
that  it  beho^'es  the  collector  of  well  waters  for  analysis  to 
take  precautions  to  secure  samples  representing  the 
average  composition  of  the  whole  contents  of  a  well 

The  mistakes  of  water  analysts  may  arise  from  sins  of 
omission  as  well  as  from  those  of  commission.  Two  or 
three  samples  of  a  spring  water  were  some  time  since 
submitted  by  a  Rural  Sanitary  Authority  to  a  distin- 
guished analyst  witli  the  object  of  discovering  whether  or 
not  it  was  adapted  for  the  public  supply  of  a  neighbouring 
town    which   was    destitute  of   clean    water.       Foolscap 
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papers  of  formidable  appearance,  containing  details  quite 
incomprehensible  to  all  but  experts,  were  received  after  a 
delay  of  two  or  three  months,  which  contained  the 
assurance  that  the  water  was  a  very  excellent  one,  and  in 
all  respects  adapted  for  dietetic  and  all  domestic  purposes. 
No  mention,  however,  was  made  as  to  the  presence  or 
absence  of  metals.  I  maintain  that  no  one  is  justified  in 
giving  such  an  opinion  as  the  above,  unless  he  has  made 
an  examination  for  lead,  copper,  and  iron  in  a  water. 
Eesting  on  the  opinion  of  the  analyst,  expensive  water- 
works have  been  constructed,  and  the  water  has  been 
"laid  on"  to  the  town.  The  water  contains  so  much 
iron  as  to  be  very  unpopular,  the  public  preferring  for 
drinking  purposes  the  water  of  their  polluted  surface 
wells. 

The  water  from  a  well  about  25  feet  in  depth  was  sent 
to  a  London  analyst,  who  pronounced  on  the  following 
data  the  opinion  that  the  water  was  "  polluted  with  sew- 
age," and  "  cannot  be  drunk  without  danger  to  healtL** 


GiuiMB  Pkb  Oallov. 

Part  per  Millions 

MiLLIORAMMB  PKB  LiTBB. 

Chlorine. 
8-2 

Nitrogen  as 

Nitrat<>8  and 

Nitrites. 

•4 

Volatile 
Matters. 

6-6 

Free  Ammonia. 
•070 

Altmminotd 
Ammonia. 

•058 

The  analyst  adds,  "The  quantity  of  chlorine  is  so 
large  as  to  be  strongly  suggestive  of  the  source  of  pol- 
lution." Here,  in  this  instance,  two  mistakes  were 
committed.  The  above  results  would  not  warrant  any 
one  in  affirming  that  the  water  was  poUuted  with  sewage, 
for  it  manifestly  is  not.  They  indicate  that  the  water  is 
a  doubtful  one,  and  should  have  led  to  further  investigation. 
I  analyzed  the  water  of  this  same  well  on  two  distinct 
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occasious,  separated  by  an  interval  of  several  monthi 
My  figures  did  not  materially  differ  from  tlie  above,  excep 
that  tbe  proportion  of  free  auunoaia  was  slightly  lest 

eg. — 


Part  pir  MiU.™  =  H 

ILUORmHI!  pnt  tTTM. 

A,b™,n.idA™,n™..     ; 

First  Analysifl        .      .  . 
Second  Aualysia    . 

■02 
•03 

■08 
■05 

A  microscopic  examination  of  the  gedinient  showed  tht 
presence  of  an  abundance  of  confervoid  filaments  on  botb 
occasions.  The  amount  of  chlorine  is  rather  below  ihn 
average  of  the  surrounding  district,  all  the  ])urest  waters  a 
which  furnish  an  abundance  of  chlorides  derived  from 
sandy  strata  It  is  perfectly  evident  that  the  water  coH'* 
tains  vegetable  impurities  to  some  slight  extent,  an 
acconlingly  not  of  the  best  quality.  Here  was  a  very 
serious  error  made  by  an  analyst  of  note,  who  evidentl| 
relied  ou  tbe  indications  afforded  by  tlie  test  for  chloiiiM 
and  tlie  loss  by  incineration,  to  tlie  exclusion  of  thaj 
obtained  by  microscopic  examination^  which  is  alwayi 
r  desirable  iu  doubtful  water. 
J  The  apparent  disagreement  between  the  results  obtained 
"in  water  analysis  by  different  annly8ta  was  brought  forwan 
by  a  gentleman  in  tbe  Chemical  JVcws  of  November  li 
1875.  He  publishes  five  analyses  with  opinions  by  fiw 
chemists  of  repute,  of  the  water  from  the  same  well,  and 
appends  Ids  conclusion — 
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Par 

„^1 

PEk  LITBE. 

|J 

1: 

a 

1 

1 

f 

3 

1 

1 

i 

d 

1 

A. 

2JD 

T-Q 

ts-o 
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2-»a 

B-5 

0-7B 

la-g 

0-8 

a 

- 

- 

- 

£3-8 

S-MO 

0-S 

0-T8 

ir-o 

0-T 

c. 

31-0 

ft-0 

ra-o 

LT-0 

0-68T 

- 

l-M 

- 

- 

■01 

■10 

D. 

le-fl 

S-8 

la^s 

«1-1 

- 

- 

(Mil 

IS-A 

_ 

E. 

«-3 

.4 

"■» 

«■" 

I'SS! 

*-3 

16i. 

- 

■00 

■01 

A.'b  cerdict  is— That  the  water  is  of  good  qualitj. 

B.'a        I,  It  is  Burface  water  and  ia  bad. 

C.'a       „  So  much  organic  matter  as  to  be  unfit  for  driokiog. 

D.'a        „  A  perfectly  pure  water,  and  quite  fit  for  all  domestio 

E.  's        „  The  vater  is  uuasnallj  pure. 

After  Huch  verdicts,  surely  it  is  necessary  wo  should  have  some  reforms 
in  our  practice  of  analytical  cliemistry. 

The  prominence  given  in  these  analyses  to  the  mineral 
constituents  of  this  water,  to  the  exclusion,  in  three  out 
of  the  five,  of  the  more  valuable  information  as  to  the 
amount  of  filth,  is  noticeable.  The  only  analyses  on 
which  it  would  be  safe  to  offer  an  opinion,  namely,  those 
labelled  C  and  E,  show  the  water  to  be  one  of  a  variable, 
and  for  this  reason  of  a  doubtful,,  or  suspicious  character. 
When  one  meets  with  such  a  water,  it  is  wise  to  make 
two  or  three  analyses  at  intervals  of  two  or  three  months, 
remembering  the  fact  that  many  wells  are  liable  to 
periodical  pollution,  dependent  on  the  height  of  the  sub- 
terranean and  ground  or  subsoil  water,  and  other  causes. 
I  have  heard  of  as  many  as  nine  samples  of  an  intermittent 
public  water  supply  having  been  taken  at  different  times 
of  the  day  (24  hours)  by  an  analyst  who  felt  convinced 
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that  some  occasional  pollution  did  occur.  Eight  samples 
proved  on  analysis  to  be  pura  On  making  the  ninth 
analysis  he  obtained  proof  of  considerable  organic  con- 
tamination of  the  water.  There  is  no  evidence  afforded 
that  the  samples  of  water,  the  analyses  of  which  form  the 
foregoing  table,  were  all  taken  at  the  same  time  in  per- 
fectly dean  vessels,  as  was  very  properly  pointed  out  by 
the  public  analyst  of  ComwalL 


CHAPTEE   XIV 

USEFUL    MEMORANDA    FOR    MEDICAX    OFFICERS    OF   HEALTH 
WHEN  PERFORMING   WATER   ANALYSIS 

1.  Thoroughly  wipe  away  all  dust  from  the  mouth  of  Memonnd*. 
the  sample  bottle  and  stopper  with  a  clean  glass-cloth 
before  commencing  an  analysis. 

2.  The  hole  at  the  upper  extremity  of  the  standard 
ammonia  solution  burette,  for  admitting  air  when  the 
liquid  is  drawn  ofif  by  the  tap,  should  be  closed  by  turning 
around  the  glass  stopper,  before  leaving  the  laboratory  for 
the  day,  otherwise  evaporation  will  take  place,  and  the 
remaining  standard  solution  will  become  stronger  than  it 
should  be  when  next  employed.  For  the  same  reason  it 
is  undesirable  to  place  more  standard  ammonia  solution 
in  the  burette  at  a  time  than  will  be  probably  required. 
If,  at  the  conclusion  of  one's  work  in  the  laboratory,  a 
little  solution  only  remains,  it  is  as  well  to  throw  it  away, 
and  replace  it  by  fresh  &om  the  stock  bottle  when  next 
wanted. 

3.  On  adding  the  caustic  potash  and  permanganate  of 
potash  solution  in  the  estimation  of  the  albuminoid  am- 
monia, it  will  be  often  noticed  that  on  reapplying  heat  the 
steam  that  first  passes  ofif  is  not  condensed,  but  escapes 
as  such  into  the  Nessler  glass.  It  is  wise  to  hold  up  the 
Nessler  glass  so  that  the  steam  issuing  from  the  condenser 
tube  may  impinge  on  its  cold  base,  and  be  thus  condensed. 
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4.  Sample  bottles  are  exceedingly  apt  to  fur,  especially 
in  warm  weather,  if  waters  are  long  kept  in  them,  and 
difficulty  is  often  experienced  in  cleansing  them.  Waters 
containing  much  free  ammonia  are  especially  liable  to  the 
growth  of  confervae.  It  is  desirable  to  wash  out  a  sample 
bottle  directly  an  analysis  is  completed.  Bottles  that  have 
the  slightest  fur  about  them  should  be  cleaned  with  strong 
impure  hydrochloric  acid  and  fragments  of  filter-paper. 
If  this  acid  in  a  cold  state  fails  to  remove  the  fur,  boiling 
acid  must  be  employed.  A  most  thorough  washing  with 
water  is  of  course  indispensable  after  the  use  of  the  acid. 

5.  Look  narrowly  for  insect  life  in  each  sample  of 
water  submitted  for  examination.  If  a  well  water  con- 
tains animal  life  of  such  a  size  as  to  be  perceptible  to  the 
unaided  eye,  it  is  almost  useless  to  analyze  the  water  for 
organic  matter,  of  which  there  is  sure  to  be  an  excess. 
Animals  will  not  exist  in  a  fluid  that  does  not  possess 
organic  matter  on  which  they  can  feed.  The  presence  of 
a  distinct  brown  tinge  in  the  water  is  often  confirmatory 
in  such  a  case  of  the  presence  of  filth.  Sometimes  speci- 
mens of  entomostraca  may  be  seen  along  the  edges  of  lakes 
and  large  reservoirs  that  supply  towns  with  water.  In 
such  cases  the  volumes  of  water  with  which  they  are  as- 
MTxdated  are  so  enormous  that  an  analysis  does  not  show 
any  excess  of  organic  matter  in  consequence  of  their 
presence. 

6.  Some  of  the  ammonia  found  in  rain  water  that 
fallB  near  dwellings  is  derived  from  the  soot,  for  ammonia 
is  a  product  of  combustion. 

7.  In  the  estimation  of  the  solid  residue  it  is  advisable 
to  examine  the  under  surface  of  the  platinum  dish,  after 
the  evaporation  to  dryness,  before  the  dish  is  weighed,  and 

^        to  carefully  remove  any  saline  matter  derived  from  the 
f        water  of  the  water  bath.     It  is  always  best  to  employ 
distilled  water  in  the  bath. 
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8.  The  greater  or  less  rapidity  with  which  the  solid 
residue  increases  in  weight  during  weighing  is  an  indica- 
tion as  to  the  amount  of  the  deliquescent  salts  common  to 
water  residues,  such  as  the  chlorides  of  calcium  and  mag- 
nesium, the  nitrite  of  potash,  etc.,  which  are  present 

9.  After  the  analysis  of  a  very  impure  water,  it  is 
wise  to  distil  a  little  distilled  water  through  the  retort  and 
condenser  tube,  in  order  to  be  sure  that  the  apparatus  is 
perfectly  free  from  any  traces  of  ammonia. 

10.  Loosen  the  connection  between  the  retort  and  the 
adapter  or  condenser  tube  after  an  analysis,  to  prevent  a 
fracture,  which  will  sometimes  occur  on  cooling  if  this 
precaution  is  not  taken. 

1 1.  The  health  oflBcer  should  be  prepared  to  deal  with 
frauds  with  which  the  public  occasionally  amuses  itself. 
Analysts  have  received,  for  example,  samples  of  pure 
water  into  which  a  little  soup  or  beef  tea  or  mutton  broth 
has  been  introduced ;  also  samples  of  distilled  water  as 
obtained  from  druggists,  and  samples  of  rain  water. 

1 2.  Nessler  glasses  are  sometimes  made  of  such  thick 
glass,  especially  at  their  bases,  as  to  give  a  distinct  tinge 
of  colour  to  colourless  water.  It  is  accordingly  wise  to 
select  colourless  and  thin  glasses,  which  should  be  all  of 
exactlv  tlie  same  diameter. 

13.  Time  is  economized  and  accuracy  is  promoted  if 
a  separate  graduated  pipette  be  kept  for  each  standard 
solution.  A  pipette  should  be  filled  by  suction  with  the 
standard  solution  to  which  it  is  assigned,  so  as  to  moisten 
its  interior  before  the  solution  is  employed. 


CHAPTER   XV 

FORMATION    OF   OPINION   AND    PREPARATION   OF   REPORT   AS 
TO    SAMPLE   OF   WATER   SUBMITTED   TO   ANALYSIS 

A  FELLOW  of  the  Chemical  Society  writes  thus  :^ —  "  The 
facts  in  connection  with  water  analysis  are  not  a  subject 
of  dispute,  but  the  deductions  to  be  derived  from  the  facts; 
and  here  we  enter  a  region  which  is  altogether  outside 
the  province  of  a  chemist  pure  and  simple,  his  usurpation 
to  the  contrary  notwithstanding,  and  the  question  becomes 
one  rather  for  the  medical  expert." 

Mr.  Simon  rightly  insists  upon  a  high  standard  of 
purity  for  drinking  water.  In  his  second  annual  report 
to  the  city  of  London,  he  observes  that  "we  cannot  expect 
to  find  the  eflfect  of  impure  water  always  sudden  and 
violent.  The  results  of  the  continued  imbibition  of  pol- 
luted water  are  indeed  often  gradual,  and  may  elude 
ordinary  observation,  yet  be  not  the  less  real  and  appreci- 
able by  close  inquiry.  In  fact,  it  is  only  when  striking 
and  violent  effects  are  produced  that  public  attention  is 
arrested;  the  minor  and  more  insidious,  but  not  less 
certain  evils,  are  borne  with  the  indifference  and  apathy 
of  custom."  Although  no  sickness  may  be  produced 
during  the  life  of  a  man  by  the  habitual  use  of  an  impure 
water,  yet  there  can  be  no  question  but  that  impure 
water,  like  impure  air,  affects  the  physique  of  individuals, 

1  "  Potable  Water,"  by  Charles  Ekin. 
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and  tends  to  the  degeneration  of  a  race.  Nearly  every 
water  contains  some  organic  matter  which,  however,  in 
exceedingly  minute  quantities  is  harmless,  so  far  as  our 
knowledge  extends.  When  its  amount  in  a  water  exceeds 
a  certain  limit,  it  is  unwise  to  drink  the  water.  If  it  is 
present  in  still  larger  quantities,  the  drinking  of  such 
water  is  attended  with  risk,  or  even  with  danger.  SomeDeiMionaof 
may  triumphantly  observe  that  they  have  been  endanger- ^^p^^"®' 
ing  their  health  during  a  great  many  years,  and  are  not, 
to  their  own  knowledge,  at  all  the  worse  for  the  filth  that 
they  have  taken  with  their  water.  They  conclude,  there- 
fore, that  impure  water,  like  tea  against  which  the  old 
woman  of  ninety  was  warned  as  a  stealthy  poison,  must 
be  exceedingly  slow  in  its  action.  Whei^  will  the 
public  learn  that  what  is  apparently  harmless  to  one 
is  poison  to  another;  that  some  constitutions  are  sus- 
ceptible to  a  disease  to  which  others  are  quite  insus- 
ceptible ;^  that  the  susceptibility,  when  it  exists,  may 
only  manifest  itself  at  certain  ages  or  periods  in  a  life,  or 
even  times  of  the  year ;  that  a  person  may  at  one  time 
be  susceptible  to  a  disease,  and  at  another  time  be 
insusceptible  ?  What  a  mistake  then  is  it  for  a  man  to 
argue  that,  because  he  has  drunk  filthy  pond  water  all 
his  life,  and  fancies  that  he  has  never  suffered  thereby, 
therefore  such  water  is  not  injurious  to  health,  when  we 
physicians  can  prove  that  it  will  often  produce  fatal 
diarrhoea.  Because  pond  water  does  not  always  cause 
such  disastrous  results  to  all,  such  a  man  will  argue  that 
it  can  never  do  so  to  any.  We  know  much,  but  we  have 
yet  much  to  learn  as  to  the  influence  of  impure  water  on 
the  health  of  those  in  whom  it  does  not  produce  disease. 

^  Ample  proof  of  the  accuracy  of  this  statement  is  obtainable.  Wit- 
ness, for  example,  the  distressing  symptoms  produced  in  some  people  by 
the  inhalation  of  the  pollen  of  certain  grasses,  which  form  a  complaint 
known  by  tho  name  of  hay  fever,  whilst  the  majority  of  persons  are  un- 
ftffected  by  the  same. 
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The  study  of  this  subject  forms  part  of  the  greater  one, 
as  to  the  modics  operandi  of  various  climates  on  the  health 
and  character  of  men  and  animals. 
Peaty  The  question  as  to  the  suitability  of  peaty  waters  for 

^tew.  ii^Q  supply  of  individuals  and  communities  often  presents 
itself.  The  objections  to  such  waters  are  twofold.  (1) 
They  are  apt  to  produce  diarrhoea  in  those  unaccustomed 
to  their  use.  Experiments  made  under  the  superintend- 
ence of  Prof.  Mallet  showed  that  peaty  waters,  and 
waters  containing  an  infusion  of  dead  forest  leaves,  were 
distinctly  injurious  to  rabbits.  (2)  Peaty  waters  are 
generally  unpalatable  and  insufficiently  aerated.  Al- 
though they  are  soft  and  free  from  nitrogen  as  nitrates 
and  nitrites,  they  are  not  properly  oxygenated.  They 
are  accordingly  unsuitable  as  public  supplies  where  a 
non-peaty  water  can  be  procured. 

The  French  chemists  consider  that  all  potable  waters 

should  contain  33  per  cent  of  dissolved  oxygen. 

Should  pond       The  miuds  of  health  officers  have  often  been  exercised 

condemned  as  to  the  propriety  of  condemning  pond  water  for  domestic 

M  unfit  for  ^g^      jf  ^Y^Q  ^ater  be  stored  in  clean  vessels  like  the 

drinking 

purposen?  drinking  ponds  in  the  chalk  districts,  and  as  the  "  mist 
ponds,"  situated  in  high  uncultivated  hills  in  the  north  of 
England,  which  are  said  never  to  become  dry,  being  re- 
plenished by  the  fogs  which  they  condense ;  or  if  a  pond 
is  lined  with  cement,  and  so  protected  as  to  prevent  the 
entrance  of  ditch  water: — water  will  probably  be  furnished 
that  is  admissible.  It  will  not,  in  fact,  differ  from  the 
water  of  a  lake  or  reservoir.  Knowing,  as  we  all  do, 
that  pond  water  as  usually  met  with  (1)  is  apt  to  create 
Its  injurious  diarrhcea  in  summer;  (2)  that  those  who  drink  it  are 
effecta.  generally  troubled  with  intestinal  worms ;  (3)  that  these 
ponds  are  usually  fed  by  ditches  that  drain  fields  which 
are  often  manured  by  town  filth ;  and  (4)  that  there  is 
a    strong    suspicion    of   the    existence  of   a    connection 
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between  the  employment  of  pond  water  and  the  pre- 
valence of  malarial  diseases  •} — we  cannot,  in  the  interests 
of  the  public  health,  approve  of  its  adoption  for  drinking 
purposes.  Families  proWded  with  this  objectionable 
supply  generally  either  strain  the  water  through  muslin, 
or  boil  the  water,  or  pass  it  through  a  filter,  or,  if  very 
turbid,  a  pinch  of  alum  is  added  to  clarify  it.  The 
father  of  a  family  drinks  little  else  than  beer,  and  the 
mother's  beverage  is  tea.  In  summer  and  autumn,  when 
there  is  a  tendency  to  intestinal  disorders,  I  have  known 
entire  families  in  rural  districts,  who  have  not  taken  the 
trouble  thus  to  lessen  the  evil,  thoroughly  prostrate  from 
severe  diarrhoea ;  and  if  the  pond  water  has  been  fouled 
by  the  excreta  of  cattle,  a  form  of  continued  fever,  re- 
sembling closely  enteric  fever,  has  been  induced.  If  the 
excreta  are  of  human  origin,  the  danger  is,  of  course,  the 
greater.  This  summer  or  autumn  diarrhoea  is  doubtless 
at  times  produced  by  direct  mechanical  irritation,  and  at 
others  by  the  absorption  into  the  blood  of  septic  matters. 
We  have  most  of  us  in  our  memories  instances  of  persons 
who  have  employed  no  other  water  than  that  from  a 
pond  in  summer  full  of  insect  life,  for  all  domestic 
purposes,  and  whose  health  has  not,  to  the  eye  of  a  casual 
observer,  suffered,  I  have  known  a  man  who  died  at  the 
ripe  age  of  between  80  and  90  years,  and  who  boasted 
that  he  had  drunk  nothing  but  pond  water  for  between 
30  and  40  years,  I  have  also  known  a  man  who 
reached  the  age  of  90,  and  who  consistently  led  for  about 
50  years  a  most  drunken  and  dissolute  life. 

Thames  water  collected  below  London  Bridge,  if  allowed 
to  stand  in  an  open  vessel  for  a  few  days  in  warm  weather, 

^  Case  of  an  outbreak  of  ague  at  Tilbury  Fort  in  1872.  Case  of  an 
outbreak  of  malarious  disease  recorded  by  Boudin  amongst  certain  soldiers 
in  one  ship  supplied  with  marsh  water  during  their  voyage  from  Algiers 
to  Marseilles,  whilst  their  comrades  in  another  ship  which  was  furnished 
with  good  water  were  all  well 
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acquires  a  very  offensive  odour  arising  from  the  decom- 
Thimes  position  of  the  animal  and  vegetable  matter.  This  water 
^**'*  was  formerly  valued  by  sailors,  and  stored  on  board  ship 
in  wooden  casks.  When  drunk,  it  was  the  custom  to 
wipe  away  the  solid  matters  that  collected  on  the  lips, 
after  taking  a  draught,  with  the  back  of  the  hand. 
During  the  first  week  or  fortnight  of  its  storage  in  the 
hold,  ship  captains  found  that  the  water  underwent  a 
change  described  as  a  kind  of  fermentation,  evolving  a 
quantity  of  gas  possessing  a  most  offensive  odour  and 
depositing  a  copious  brown  sediment.  The  gases  produced 
in  the  wooden  casks  were  said  to  be  slightly  luminous  in 
the  dark  and  to  be  explosive.  The  coagulation  of  the 
albuminous  constituents  of  the  water  by  the  tannic  acid  of 
the  oaken  casks  probably  occurred.  The  water  gradually 
ceased  to  smell  offensively,  became  bright  and  sparkling, 
and  was  said  to  keep  fresh  and  sweet  for  an  indefinite 
length  of  time,  having  lost  the  whole  of  its  putrescent  im- 
purities. Pond  water  has  been  known  to  undergo  a  similar 
change  on  board  ships.  In  our  war  vessels,  etc.,  iron  tanks 
are  used  instead  of  casks  for  storing.  It  is  said  that  in  iron 
tanks  Thames  water  evolves  no  offensive  gases,  but  becomes 
pure  much  quicker  than  when  stored  in  wood,  and  deposits 
a  more  copious  brown  sediment  which  turns  red  on  ex- 
posure to  air.  Iron  possesses  a  wonderful  power  of 
causing  the  precipitation  of  the  organic  matter  and  some 
of  the  saline  constituents  of  a  water. 
Information       j^  j^^s    bccu  Urged,  as  a   scrious   objection   to   the 

&9  v^J  ^F^J  Lb  K^w  ^r  •  ^^ 

Burround.    Wauklyn,  Chapman,  and  Smith  process,  by  those  who 
o^wkte^  a  ^^^^v®  ^  ^^®  Frankland  and  Armstrong  process,  that  an 
sample  of    opiniou  of  the  smallest  value  cannot  be  formed  of  a 
iL^ai^yJ^.  water  examined  by  the  former  process  without  the  fullest 
information  as  to  soil,  situation  of  source  of  water,  dis- 
tance of  possible  centres  of  pollution  depth  of  well,  etc. 
Let  any  one  read  the  printed  instructions  of  Dr.  Frank- 
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land,^  sent  out  by  him  to  those  who  collect  samples  of 
water  to  be  analyzed  in  his  laboratory,  and  it  will  be 
seen  that  he  requires  a  similar  amount  of  information  for 
his  own  guidance.  The  reason  of  this  is  obvious.  Every 
system  of  water  analysis  at  present  known  has  its  weak 
points,  some  possessing  more  than  others ;  accordingly, 
the  best  methods  have  to  be  fenced  around  with  certain 
protections  against  error. 

It  is  a  golden  rule  in  water  analysis  never  to  give  anoowenruiea 
opinion  unless  the  analyst  knows  (1)  the  nature  of  thejj^jfj[ 
source  of  a  water — whether  it  comes  from  a  spring,  or 
well,  or  river,  or  rain  reservoir,  etc. ;  (2)  the  depth  of  the 
well,  if  it  is  withdrawn  from  one ;  (3)  the  geology  of  the 
district  from  which  it  is  derived,  together  with  the  char- 
acter of  the  soil  and  subsoil ;  (4)  the  distance  from  the 
source  of  the  water  of  the  nearest  filth  or  drain.  Another 
golden  rule  is  never  to  give  an  opinion  as  to  the  character 
of  a  water  from  an  estimation  of  one  ingredient  only  in 
the  water.  A  very  serious  mistake  hew  often  been  made 
by  those  who  practise  the  ammonia  process  of  water 
analysis,  which  has  thrown  great  discredit  on  the  chemistry 
of  tlie  subject.  This  mistake  has  been  to  deliver  an 
opinion  on  the  quality  of  a  water  which  has  been  solely 
formed  from  a  determination  of  the  amount  of  albuminoid 
ammonia  contained  in  it  The  practice  of  tabulating  side 
by  side  with  the  total  aTnaunt  of  albuminoid  ammonia  in  a 
water,  the  fact  of  the  appearance  or  otherwise  of  any  pre- 

^  ''  At  the  time  the  samples  are  forwarded  for  analysis,  give  the  fol- 
lowing particulars : — (a)  From  what  source — Wells,  rivers,  or  streams  I  if 
from  wells,  {b)  describe  the  soil  and  subsoil,  and  also  the  water-bearing 
stratum  into  which  the  well  is  sunk ;  (c)  the  diameter  and  depth  of  well ; 
(d)  the  distance  of  the  well  from  either  cesspools  or  drains  ;  if  from  rivers 
and  streams,  (e)  the  distance  from  the  source  to  the  point  at  which  sample 
is  collected  ;  (/)  whether  sewage  or  other  animal  polluting  matter  is  known 
to  gain  access  to  river  or  stream  above  the  point  of  collection ;  if  from 
springs,  {g)  describe  the  stratum  from  which  the  spring  issues  ;  (A)  state 
whether  the  sample  is  taken  direct  from  spring  or  otherwise,"  etc. 
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ventable  disease  amongst  those  who  had  been  in  the  habit 
of  employing  it,  an  example  of  which  may  be  seen  in  Table 
VII.  of  Dr.  de  Chaumont's  Ledtires  on  State  Medicine,  is 
apt  to  be  misleading.  The  arrangement  of  a  table,  in 
which  the  valuation  or  opinion  of  the  analyst  as  to  each 
water  (as  formed  from  the  observance  of  certain  rules  for 
guidance)  is  placed  in  juxtaposition  to  the  name  of  the 
disease,  if  any,  apparently  produced  by  it,  would  be  ex- 
ceedingly interesting  and  of  great  practical  value. 

Sanitary  authorities  will  sometimes  present  to  a 
Medical  OflBcer  of  Health  a  sample  of  very  dirty  water, 
which  is  reported  to  come  from  a  well,  and  will  ask  him 
whether,  if  the  well  is  cleaned  out,  the  water  will  be  good. 
This  question  can  only  be  partially  answered  by  an 
analysis.  The  hardness  of  the  water  can  be  roughly 
ascertained,  and  the  presence  or  absence  of  objectionable 
ingredients,  such  as  purgative  salts,  metals,  etc.,  can  be 
determined.  A  muddy  water  has  often  been  sent  to  me 
derived  from  a  new  well  recently  dug,  with  a  wish  that  I 
should  ascertain  whether  there  is  any  excess  of  organic 
matter  in  it.  Such  an  inquiry  is  equivalent  to  the 
following : — "  I  have  placed  filth  (for  mud  contains  organic 
matter)  in  the  water.  When  I  cease  to  introduce  filth, 
Turbid  will  the  watcT  be  free  fix)m  any  ?"  Here  are  examples 
waters  fromQf  turbid  watcTS  from  new  wells  which  have  become  pure 

recently  dog  -*' 

weiij.        after  repeated  removal  of  their  contents  by  pumping : — 


SAMPLE   OF   WATER   SUBMITTED   TO   ANALYSIS       195 


Grainb  FEB  Gallon. 

PaBT  FEB 

Millions 

MlLLIOBAMMB 
FEB  LlTBE. 

Dbobebb. 

1 

6 

a 

Nitrogen  as 

Nitrates  and 

Nitrites. 

< 

Albamlnoid 
Ammonia. 

• 

1 

Well  (25  ft.)  in  gravel 
^^  (  Sept  16  (a) . 
§•§1  <  Sept  25  (b) . 
£c      I,  Oct    15(c). 

61 

•  •  • 

•  •• 

21 

7 

2-1 

2 

■  •  • 

... 
None 

It 

•01 
•66 
•02 
•02 

•176 
•24 
•09 
•04 

13 

... 
... 
•  •• 

The  estimation  of  the  nitrates  and  nitrites  is  valuable 
in  such  cases  as  the  above,  for  it  often  gives  information 
respecting  the  surroundings  of  the  welL  The  Medical 
Officer  of  Health  can  frequently  clear  up  any  obscurity 
that  may  exist,  by  himself  visiting  the  well  and  noting 
its  situation,  etc. 


A.  Summary  of  Data  on  which  to  base  an  Opinion. 

1.  Odour. 

2.  Colour  through  tube, 

3.  Free  Ammonia — Its  amount  "X 

4.  Albuminoid  Amrfionia — Its  amount  I     Smell  of 

and  manner  of  distilling     j  distillates? 
over.  J 

5.  Oxygen  absorbed  in  4  hours  at  80**  F. — Its  amount. 

6.  nitrogen  as  Nitrates  and  Nitrites. — Its   amount. 

Nitrates  or  Nitrites  ? 

7.  Solid    Residue — Its     amount      Behaviour     with 

Hydrochloric  Acid.  Appearance  Be- 
fore, During,  and  After  incineration  at 
a  dull  red  heat.  Amount  of  Volatile 
matters. 


Summary  of 
data  on 
which  to 
form  a  Jadg- 
ment 
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8.  Chlorine — Its  amount 

9.  Hardness — ^Total,  Temporary,  Permanent. 

10.  Microscopic  Examination  of  Sediment — Nature   of 

objects  observed. 

11.  Biological  Examination, 

12.  Mdals.  I  C^r  \  ^^^^^  ^\  non-existence.     If 

It         \  present,  the  amount. 

MM^s        (  Magnesia,  Salts  of)  Present  or   ab- 
obfectumable  )  S^lphates  V  sent.  If  present. 

.J  .  f  rhospnates.  j  the  amount. 

if  m  excess.  ^         ^  / 

In  the  great  majority  of  cases  that  present  themselves 
to  the  Medical  Officer  of  Health  a  complete  analysis  of  this 
sort  is  not  wanted  In  nine  cases  out  of  ten  the  ques- 
tion to  which  an  answer  is  required  is,  as  to  whether  a 
water  is  or  is  not  polluted  with  filth.  To  reply  to  this 
query  it  is  simply  necessary  to  ascertain  the  amount  of 
free  and  of  albuminoid  ammonia.  If  the  applicant  wishes 
to  know  if  the  filth  is  of  animal  origin  or  decayed  vege- 
table matter,  we  must  estimate  the  quantity  of  chlorine 
and  nitrogen  in  the  form  of  nitrates  and  nitrites.  If  the 
interrogation  is  submitted  to  us  as  to  whether  or  not  a 
water  devoid  of  filth  is  in  other  respects  wholesome,  a 
calculation  of  the  amount  of  solid  residue,  of  the  hardness, 
etc.,  is  needfuL 

B.  Valuation  Tables  and  District  Standards. 

It  would  be  a  great  convenience  to  the  analyst  if  he 

were  able  to  appraise  each  determination  at  its  true  value 

Mr.wigner'sin  a  definite  manner,  which  can  be  represented  in  figures. 

vai^uation    ^j^^  ^q^^  jf  j.^  Wigucr  with  tliis  object  in  view,  constructed 
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a  table  ^  which  gives  the  values  in  degrees  of  impurity  of 
the  several  data  on  which  an  opinion  is  to  be  based. 


Appearance  in  tvxhfoot  tube, 

C.  Blue     . 

C.  Pale  vellow  . 

C.  Green 

C.  Dark  yellow . 

C.  Dark  green  . 


0 
2 
2 

4 
4 


Suspended  matter  to  he  added  to  the  valuation  of  appearance. 


For  traces 
„    heavy  traces 
„    turbidity 


1 
2 

4 


1 
2 

4 


Smell  when  heattd  to  100'  F, 

Vegetable  matter         .... 

Strong  peaty 

Offensive,  of  animal  matter  . 
Chlorine  in  Chlorides         ....    '50  gr.  per  gall.  =    1 

Phosphoric  acid  as  phosphates,  traces  =  2.  h  traces  =  4.  v  h  traces  =    8 
Nitrogen  in  nitrates  .         .         .         .         .  '100  gr.  per  galL  = 

Ammonia         ......  *005  „  s= 

Alb.  ammonia  ......  '001  „  = 

Oxygen  absorbed  in  15  min.  at  80"  F.  .  '002  gr.  per  galL  = 


» 


M 


4  hours 


.  -010 


9f 

o 


Hardness  before  and  after  boihng  added  together  each  5 

Total  solid  matter     .....      5  grs.  per  galL  = 

6   traces  =   6 


Heavy  metals  ....... 

>»         »       •         •  •         •         •         •      "     >> 

Microscopical  Results, 

Vegetable  debris  in  small  quantity      .... 

„  „         large  „         .         .         .         . 

Diatoms  and  bacteria  in  small   „         .         .  .         . 

„  „  large    „         .         .         .         . 

Hair  and  animal  debris  (according  to  quantity  observed)     10  to  20 

Rules, 

A  valuation  at  or  below  15.  =  Exceptional  purity. 

40.  =  First  class  water. 

60.  =  Second 


=  12 


4 

8 

6 

12 


n 


»» 


}) 


Analyst,  July  1881. 
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The  metropolitan  companies  furnish  waters  that  show 
a  value  on  this  scale  varying  between  20  and  40. 

The  foregoing  table  possesses  three  or  four  grave 
defects. 

1.  Some  of  the  purest  waters  contain  a  large  excess 
of  free  ammonia,  and  yet  each  '005  gr.  per  galL  is 
valued  at  1. 

2.  Good  artesian  well  waters  often  contain  a  large 
quantity  of  chlorine,  and  yet  each  "5  gr.  per  galL  is 
valued  at  1. 

3.  Waters  which  cannot  be  condemned  on  account  of 
the  presence  of  peat  absorb  a  large  amount  of  oxygen,  and 
yet  each  01  is  valued  at  1, 

4.  Artesian  waters  organically  pure,  although  not  of 
the  best  quality,  contain  large  amounts  of  solids,  and  yet 
every  5  grs.  per  gall,  are  valued  at  1. 

Dr.  Muter'a       Dr.  Mutcr  has  suggested  ^  the  following  amendment  of 
TaioAtion    the  above  valuation  table. 

table.  Gr.        Valuation 

per  galL     number. 

ADimonia each  '0015  =  1 

Alb.  ammonia               ...  „     '0007  =  1 

Oxygen  consumed  in  15  min.         .  „     '0040  =  1 

„               „             4  hrs.          .  „     -0100  =  1 

He  writes,  "  When  any  number  exceeds  1 0,  then  all 
over  10  is  to  be  doubled  and  added  to  the  original  number, 
and  the  total  valuation  is  to  be  divided  by  100  and 
noted  as  comparative  degree  of  organic  impurity.*  Then 
supposing  no  other  consideration  intervenes  to  modify  the 
analyst's  opinion  of  the  sample,  I  propose  that  the  following 
limits  should  be  observed : — 

First  class  water  .  .  .  .  up  to  '26  degree. 
Second  „  „  .  .  .  .  up  to  "40  degree. 
Undrinkable  „      .         .         .         .  over  '40  degree." 

^  Analyst,  June  1883. 


SAMPLE   OF   WATER   SUBMITTED   TO   ANALYSIS       199 

The  divergence  in  \iews  as  to  the  relative  values 
might  be  minimized  by  excluding  from  the  late  Mr. 
Wigner*s  valuation  table  any  values  for  microscopical 
results,  leaving  them  to  individual  opinion/  and  by 
omitting  and  diminishing  the  values  of  free  ammonia, 
chlorine,  oxygen  absorbed,  and  total  solids  under  certain 
conditions. 

Some  adjustment   of  the  following  kind  might    be  Author's 
thought  feasible.  '"**^  ^^^ 

Free  ammonia  if  in  large  excess  is  not  to  be  valued, 
unless  accompanied  by  an  excess  of  albuminoid  ammonia. 

Oxygen  absorbed  in  4  hours  at  80"*  F.,  if  in  large 
excess  is  not  to  be  valued  beyond  the  value  of  the  average 
of  a  water  of  medium  purity,  if  an  upland  surface  water, 
or  water  other  than  upland  surface  water,  as  the  case  may 
be  {vide  page  33),  unless  accompanied  by  an  excess  of 
nitrogen  as  nitrates  and  nitrites. 

CJdorine  if  in  large  excess  is  not  to  be  valued  unless 
accompanied  by  an  excess  of  ammonia  and  albuminoid 
ammonia,  nitrogen  as  nitrates  and  nitrites,  and  oxygen 
absorbed  in  4  hours  at  80°  F. 

Total  Solids  if  in  large  excess,  as  e.g,  in  artesian  wells, 
are  to  be  valued  at  10  grains  =  1,  unless  there  is  an 
excess  of  albuminoid  ammonia,  when  the  late  Mr. 
Wigner's  value,  5  grains  =  1,  may  be  employed.  If  some 
such  qualified  valuation  were  adopted,  the  total  values  in 

^  My  own  views  aa  to  the  relative  values  of  the  several  microscopic 
objects  with  which  one  is  familiar,  would  lead  me  to  place  them  in  the 
following  order,  commencing  with  those  of  least  and  concluding  with  those 
of  most  importance  : — 

1.  Vegetable  matters. 

2.  Diatoms  and  desmids  {vide  p.  165  footnote). 
8.  Animal  life. 

4.  Animal  debris  such  as  epithelial  scales,  human  hairs,  partially  digested 
articles  of  food,  fungi,  etc 

5.  Bacteria  or  baciUi  so  numerous  as  to  bo  seen  in  each  field  of  the 
microscope. 
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the  rules  as  to  the  classification  of  waters  in  accordance  with 
their  valuation  would  have  to  be  altered.  Any  valua- 
tion table  that  could  be  framed  would  be  necessarily  a 
mere  rough  guide,  in  which  every  one  might  find  some- 
thing to  carp  at.  The  history  of  a  water,  its  surroundings, 
and  the  knowledge  of  the  geological  formation  from  which 
it  is  obtained,  must  be  allowed  to  have  a  certain  bearing 
on  the  judgment  of  the  analyst. 
Di«trict  The  author  is  disposed  to   agree   with  the  opinion 

Btandards.  exprcsscd  by  Dr.  Dupr^  and  Mr.  Hehner,^  that  the 
establishment  of  "  district  standards  "  is  preferable  to  the 
adoption  of  a  general  standard.  They  consider  that  the 
fitness  of  any  given  sample  of  water  for  drinking  purposes 
is  best  judged  "  by  its  conformity  to,  or  divergence  from, 
the  general  character  of  the  waters  of  the  district  from 
which  it  comes  (or  the  geological  formation  from  which  it 
springs),  which  from  their  surroundings  may  fairly  be 
taken  as  unpolluted," 

The  knowledge  of  the  composition  of  the  good  well 
water  of  the  locality  from  which  the  sample  comes,  which 
a  Medical  Officer  of  Health  imperceptibly  acquires  after  a 
time,  often  aids  him  in  determining  the  nature  of  the 
water  brought  to  him  for  analysis. 

C.  Diagnosis  and  Formation  of  an  Opinion. 

Tlie  difficulties  in  judging  as  to  the  sanitary  condition 
of  a  water  from  an  estimation  of  the  number  of  colonies 
developed  by  the  employment  of  either  of  the  biological 
methods  are  in  the  present  state  of  our  knowledge  in- 
superable. It  is  undoubtedly  true  that  the  biological  is 
the  most  delicate  of  all  known  tests,  and  that  the  purer 
the  water,  cwtcris  paribus,  the  smaller  the  number  of 
colonies  present.     It  is  equally  true,  however,  that  micro- 

1  Analyst,  April  1883. 
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organisms  are  to  be  found  in  nearly  every  water,  and 
that  length  of  storage,  temperature,  degree  of  aeration, 
etc.  of  a  water,  which  have  much  to  do  with  the  number 
of  colonies  present,  have,  of  course,  no  necessary  connec- 
tion with  pollution.  Prof  Bischof  found  :  ^  (1)  that  New 
River  water  kept  for  six  days  compared  unfavourably,  as 
to  number  of  colonies,  both  with  New  Eiver  water  fresh 
from  the  mains,  to  which  1  per  cent  of  sewage  had  been 
added,  and  with  Tliames  water  at  London  Bridge  {vide  page 
213);  (2)  that  the  production  of  colonies  is  aided  in  a  most 
marvellous  way  by  increase  of  temperature  from  the  freezing 
point  where  it  is  entirely  stopped,  up  to  from  86"*  to  104° 
F. ;  and  (3)  that  a  deficiency  of  oxygen  in  a  water 
checked  the  development  of  microphytes.  Until,  there- 
fore, it  becomes  possible  to  eliminate  the  effects  produced 
by  such  influences,  we  have  still  to  rely  very  much  on 
our  chemical  and  microscopical  methods  in  the  formation 
of  an  opinion,  availing  ourselves  of  any  corroborative 
evidence  which  biological  methods  may  afford. 

1.  The  amount  of  organic  matter  in  the  best  spring  i^a**** 
waters —  JS,t^ 

Milligramme  Milligramme 

per  litre.  per  litre. 

Spring  water  A.     Free  ammonia  -005.     Albuminoid  ammonia  •02. 
„  „     B.       „  „         -000.  „  „        -01. 

2.  A  good  water  for  drinking  purposes  should  not^^^ 
contain  more  than 

Milligramme  per  litre. 
Free  ammonia         .         .         .         .         '01  or  '02. 
Albuminoid  ammonia      .         .         .         '08 

3.  A  water  which  possesses  the  following  amounts  ofsnspicions 
the  two  ammonias  is  classed  amongst  the  suspicious  waters. 

I  have  frequently  noticed  such  waters  as  belonging  to 

^  Paper  on  "  Dr.  Koch's  Gelatine  Peptone  Water  Test,"  read  before  the 
Socy.  of  iMed.  Officers  of  Health  on  Apnl  16,  1886. 


B*M 
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shallow  wells  surrounded  by  soil  on  which  soapsuds,  eta, 
are  sometimes  thrown. 

Milligramme  per  litre. 

Free  ammonia         .         .  .        -01  or  -02. 

Albuminoid  ammonia      .         .         .        '12. 

The  suspicion  of  contamination  is  strengthened  if  the 
chlorides  (in  districts  where  these  salts  do  not  abound) 
and  nitrates  or  nitrites  (in  non- chalky  districts)  are  in 
excess.  An  excess  or  increase  of  the  amount  of  saline 
residue  is  of  unfavourable  omen  in  the  case  of  a  doubt- 
ful water,  for  polluted  waters  generally  contain  a  larger 
amount  than  pure  waters  coming  from  similar  sources, 
although  it  cannot  of  course  be  said  that  a  water  which 
is  highly  saline  is  for  that  sole  reason  to  be  suspected. 
4.  A  water,  with  or  even  without  an  excess  of  free 
J^*JJ*^^jj_  ammonia,  which  displays  a  larger  amount  of  albuminoid 
demnatioiL  ammouia  than  '15  milligramme  per  litre,  should  always 
be  condemned  if  there  is  an  excess  of  nitrogen  as  nitrates 
and  nitrites  (in  non-chalky  districts),  and  an  excess  over 
the  average  of  the  district  of  chlorides.  If  the  nitrates 
and  nitrites  should  not  be  in  excess,  but  the  chlorides  be 
considerably  above  the  average  of  the  district,  the  water 
should  still  be  denounced  as  unfit  for  drinking.  If,  with 
the  above-mentioned  excess  of  organic  matter,  the  nitrates, 
nitrites,  and  chlorides  should  be  insignificant  in  quantity, 
we  should  not  form  so  unfavourable  an  opinion  of  the 
water,  but  would  suspect  the  organic  matter  to  be  of 
vegetable  origin — a  view  which  would  be  strengthened 
or  rebutted  by  other  evidence,  such  as  that  derived  from 
a  microscopic  examination  of  the  deposit  from  the  water, 
the  colour  of  the  water  in  a  two-foot  tube,  etc. 
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OiuLiKS  PER  Gallon. 

MiLLIORAMMK  PER 
LiTBE. 

Water  from  spring  pond 
situated  in  middle  of 
a  meadow.     Water  al- 
ways   running    from 
pond. 

Chlorine. 

Nitrogen  as 

Nitrates  and 

Nitrites. 

Free 
Ammonia. 

Alb. 
Ammonia. 

4-5 

•1 

•08 

•18 

Waters 
foaled  by 
Borlkoe  im- 
poritieB. 


The  amount  of  chlorine  does  not  exceed  that  found  in 
the  purest  waters  of  the  district  Entomostraca  noticed 
in  it.  Sediment  consists  of  confervse.  Such  a  water 
cannot  be  condemned,  but  would  simply  be  described  as 
somewhat  dirty.  If  the  spring  were  enclosed  by  brick- 
work, so  as  to  prevent  the  entrance  of  surface  impurities, 
the  water  would  be  perfectly  pure. 

Here  is  the  analysis  of  a  water  from  a  draw-well 
situated  close  to  a  dusty  highway  road,  in  a  district 
where  the  purest  waters  contain  an  excess  of  chlorine : — 


Grains  per  Gallon. 

MlLLlQRAM ME  PER  LiTBB. 

B. 

Chlorine. 
6-3 

Nitrogen  as 

Nitrates  and 

Nitrites. 

•2 

Free  Ammonia. 
•01 

Alb.  Ammonia. 
•14 

Such  a  water  is  simply  fouled  to  some  extent  with  surface 
impurities.  If  a  pump  were  substituted  for  the  bucket, 
etc.,  the  water  in  all  probability  would  be  quite  pura 

5.  If  a  water  exhibits  an  excess  of  free  ammonia  and^^^^^ 
an   excess  of  albuminoid  ammonia,  with   an  excess  ofpouated 
nitrates  and  nitrites,  and  with  an   amount  of  chlorine  ^ttali. 
above  the  average  of  neighbouring  waters,  that  water  is 
polluted  with  animal  organic  matter,  e.g. — 
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Samples. 

Oraiks  per  Qjlllov. 

Milligramme  per  Litre] 
sFart  per  Million. 

Solids. 

Chlorine. 

Nitrogen 

Nitrates 

and 
Nitrites. 

Free 
Ammonia. 

Alb. 
Ammonia. 

Waters  from  wells  pol- 
luted by  foul  sou  of 
churchyard — 

A.        •            •            • 

13      •        •         . 

Water  of  well  polluted 
by  manure  of  garden 

94 

•  •  • 

•  •  • 

11 

•  •  • 

•  •  • 

Abundant 
Abundant 

2-4 

•12 
•4 

•12 

•82 
•52 

•20 

Waters  con-       6.  If  a  Water  possesses  a  large  excess  of  albuminoid 

JrtS°v^.   ammonia,  and  but  little  or  no  excess  of  free  ammonia, 

table  or-     and  an  insignificant  amount  of  chlorides  and  nitrogen 

ganicma    'g^^^  there  is  strong  presumptive  evidence  that  the  water 

is  contaminated  with  vegetable  organic  matter.     Such  a 

water  may  be  oflfensive,  even  after  filtration  through  the 

best  of  filters. 


E,g,  Well  water  fouled  with  rotten 

leaves  ..... 

(A  little  rain  water  enters  the  well) 

Well  waters  rendered  impure  by  the 
decayed  roots  of  trees 


Free  ammonia, 
Alb.  ammonia, 


Milligramme 
per  litre. 

•06 
•30 


Free  ammonia,  '01 
Alb,         „         -37 


}> 


B, 

None. 

•25 


No  excess  of  nitrogen  as  nitrates  and  nitrites  in  either 
of  these  three  waters. 

Some  peaty  waters  are  an  exception  to  this  rule. 


E.g,  Spring  on  Dartmoor,  Devon 
(water  very  brown) 


Water  from  peaty  well 


Milligramme  per  litre. 

Free  ammonia,  ^03 
Alb.  „  •ll 
Free  „  '06 
Alb.         „         -08 

Peaty  waters  often  yield  equal,  or  nearly  equal, 
amounts  of  free  ammonia  and  albuminoid  ammonia. 
When  equal,  or  nearly  equal,  amounts  of  albuminoid 
ammonia  pass  off  in  each  distillate,  strong  evidence  is 


—       3-J-B  ■ 
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aflforded  that  the  organic  matter  is  of  vegetable  origin, 
although  we  must  not  conclude  that  when  the  albuminoid 
ammonia  does  not  come  over  in  that  maimer  that  the 
organic  matter  is  not  vegetable. 

Prof.  Wanklyn  tells  me  that  he  found,  on  experimenting 
with  the  albumen  of  the  egg  and  the  gluten  of  wheat, 
this  very  important  difference,  as  regards  the  manner  in 
which  the  albuminoid  ammonia  often  yields  its  ammonia. 

Milligramme  per  litre. 

Vegetable  Organic  Matter.  Animal  Organic  Matter. 

•04  or  -03  -06  or  '07 


•03  „  -03 
•03  „  -03 


•03  „   -026 

•01  „  •oos 


Dr.  Charles  Smart  thus  discriminates^  between  fresh  and 
decomposing  organic  matter  of  animal  or  vegetable  origin : — 


Organic  Matter. 


Recent. 

Deoompobiko. 

Nitrogen  as  Alb.  Amro.  yielded  slowly. 

Nitrogen  as  Alb.  Amm.  yielded 
more  rapidly. 

Oxygen  required  by  Drs.  Letheby  and  Tidy's  Permang.  of  Potash  process. 

Animal. 

Vegetable. 

Animal. 

Vegetable. 

A  small  quantity. 

A  large  quantity. 

A  smaU  quantity. 

A  large  quantity. 

Colour  interference. 

• 

None. 

Yellow   colour  on 
addition    of    soda 
carb.  to  water,  and 
a  greenish   colour 
with      Nesslerized 
distillates  (vide  p. 
41). 

Diagnosis  of  a  Peatt  Water.  Diagnoaiiof 

Colour, — Generally,  but  not  always,  a  shade  of  nutty  brown.        *  P?**^ 

Saline  Matters, — Small  in  quantity. 

Chlorine,  Do. 

Free  Ammonia, — Very  little   )  or  Equal,  or   nearly  equal,   in 

Alb,  Ammonia. — Excess  J  amount 

Hardness, — Very  little. 


O}).  cit. 
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Nitrogen  as  Nitrates  and  Nitrites, — Nil,  or  almost  nH 
Volatile  Matters, — On  burning  solid  residue,  very  little. 
Behaviour  of  Residue  during  Ignition, — It  blackens  in  patches  or 
waves,  which  colour  is  very  persistent. 
Oxygen  Absorbed, — Excess. 

N,B, — ^Water  often  containB  some  hydrogen  sulphide. 


AXALTST. 

Examples  of  Water. 

QBAIMB  FEB  QaLLOIT. 

Past  PER 

HlLUONa 
MlLUORAMICB 

PER  Litre. 

Solids. 

Volatile 
Matters. 

Chlorine. 

Nitrogen  as 

Nitrates  and 

Nitrites. 

Free 
Anim. 

Alb. 
Amm. 

Dr.  Shea 
Do. 

Author 
Dr.  Shea 

1.  From  peaty  soil 

2.  From    peat    in 

sand 

3.  Peat       spring; 

hardness  2  or 
2i  degrees 

4    From  peat;  soil 
contained  car- 
bonate of  iron, 
and   consisted 
of    a    chalky 
marL      Water 
smelt  strongly 
of     hydrogen 
sulphide 

10-85 
6^05 

6-00 
29  35 

•95 
•85 

1-40 
1-57 

1^85 
1-4 

1-1 
1^2 

•25 
None. 

•02 

•065 
•04 

•03 
•08 

•085 
•06 

•11 
•06 

Foliation  by 
fool  gases. 


The  pollution  of  a  water  by  sewer  gas  or  foul  gaseous 
emanations  from  faecal  matter  may  be  diagnosed  by  the 
absence  of  an  excess  of  chlorine  and  nitrogen  as  nitrates 
and  nitrites,  whilst  there  is  an  excess  of  organic  matter, 
and  the  microscope  discloses  an  abundance  of  bacteria 
and  micrococcL 

The  knowledge  of  the  source  of  the  water  will  prevent 
the  possibility  of  making  a  mistake  between  a  water 
vitiated  with  vegetable  organic  matter  and  one  poisoned 
by  sewer  gases. 

7.  If  a  water  contains  an  enormous  excess  of  £ree 


Free  ammonia,  above 
Alb. 


SAMPLE   OF   WATER   SUBMITTED   TO   ANALYSIS       207 

ammonia   and  an  excess  of   albuminoid  ammonia,  thewaten 
strongest  evidence  is  aflforded  that  a  cesspool  or  urinal  is^^J^^ 
delivering  its  contents  into  the  weU.     Urine  very  rapidly  ™**«». 

,  ,  .  .  -      •'        ^.     •'  Mid  their 

decomposes,  the  micrococcus  urese  convertmg  the  urea  mtOdiagno«i». 
carbonate  of  ammonia,  €,g. — 

Water  from  well  polluted  by  urinal : — 

Milligramme  per  Litre. 
10 

.  .  -35 

It  is  necessary  to  remember  that  rain  water  holds  in  solu- 
tion a  large  amount  of  free  ammonia,  derived  from  the 
air  which  it  washes  as  it  descends,  and  from  the  soot  with 
which  it  is  generally  mingled ;  and  that,  in  consequence 
of  the  uncleanliness  of  the  surfaces  that  collect  it,  which 
are  often  stained  with  the  excreta  of  birds,  it  is  apt  to 
exhibit  an  excess  of  albuminoid  ammonia.  It  is  desirable 
not  to  confound  the  water  of  a  well  polluted  with  urine 
with  water  commingled  with  sooty  rain  water. 

The  manner  in  which  the  free  ammonia  comes  over, 
and  the  collateral  evidence,  almost  render  such  an  accident 
impossible. 

On  distilling  \  litre  of  rain  water  collected  on  a  slate 
roof  in  the  country,  which  presented  a  slightly  sooty 
appearance,  I  obtained  the  following  result : — 

Free  ammonia  *35 

•25 
•12 
•09 
•09 
•04 
•03 

•97 


I  took  off  7  distillates  of  50  c.  c.  each,  and  did  not  come 
to  the  end  of  the  free  ammonia  in  this  \  litre  of  water. 
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In  the  case  of  a  water  polluted  with  urine,  the  free  am- 
monia passes  over  in  a  wholly  different  fashion,  e.g.  in  ^  litre. 

Free  ammonia    '38 

•14 
•065 
•035 


•620 


In  litre  above  1*0  part  per  million  =  milligramme  per  litre. 
Rainwater        There  is  ouo  poiut  of  resemblance  between  the  be- 

and  well       ,        .  «         .  ••         . 

water  haviour  of  ram  water  and  urme  polluted  water  under 
Srine****^^  distillation,  which  is,  that  in  both  cases  the  evolution  of 
ammonia  cannot  often  be  brought  to  an  end. 

Prof.  Mallet  even  insists  that  "the  value  of  the 
Wanklyn,  Chapman,  and  Smith  process  depends  more 
upon  watching  the  progress  and  rate  of  evolution  of  the 
ammonia  than  upon  determining  its  total  amount."  "  The 
gradual  evolution  of  albuminoid  ammonia  indicates  the 
presence  of  organic  matter,  whether  of  vegetable  or  animal 
origin,  in  a  fresh  or  comparatively  fresh  condition,  whilst 
rapid  evolution  indicates  that  the  organic  matter  is  in  a 
putrescent  or  decomposing  state." 

The  following  differences  between  rain  water  and 
urine  polluted  water  should  also  be  borne  in  mind : — 

{a)  Particles  of  soot  may  generally  be  seen  in  rain  by 
the  naked  eye,  or  by  the  aid  of  the  microscope,  which  are 
absent  in  the  latter. 

(6)  The  latter  will  probably  contain  an  excess  of 
nitrates  unless  actual  sewage  pollutes  the  water,  whilst 
the  former  will  probably  exhibit  only  a  tri\dal  amount,  or 
none. 

(c)  The  latter  will  possess  an  excess  of  chlorine,  whilst 
rain  will  not,  unless  it  falls  near  the  sea. 

{d)  The  latter  will  display  a  greater  or  less  degree  of 
hardness,  whilst  the  former  will  be  soft. 
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DlAQNOSIS   OF   POLLXTTION   BT  UrINE   OR   BT  SlOP  AND 

Sink  Water. 
Free  Ammonia. — Overwhelming  amount,  from  '60  to  2  miUi- ^^**8no«it 

,.,  o  -^  ofPollutton 

grammes  per  litre.  i^  siop,^ 

Albuminoid  AmmjonidL, — Excessive.     Often  about  '3  or  '4,  or®**- 
even  '6  milligramme  per  litre. 

Chlorine. — Generally  in  large  excess. 

Nitrogen  as  Nitrates  and  Nitrites, — In  either  minute  amount^  or 
in  large  excess. 

Oxygen  ahscrhed, — Excess. 


MlLUORAlOlB 

Qrains  pbb  Gallok. 

FEB   LiTBXa 

Past  per 

LY8T. 

Examples. 

MiLUON. 

Rbma&ks. 

Solids. 

Volatile 

Chlor- 

Alb. 

Free 

Matters. 

ine. 

Amm. 

Amm. 

Shea 

Water    from    well 
close    to    broken 
sink  pipe 

50 

2 

9 

Very 
abund- 
ant 

•85 

hor 

Water  from  artesian 
well    into   which 
drain    conveying 

•  •  • 

•  •  • 

8-2 

•61 

•81 

The  com- 
paratively 
small  pro- 
portion of 
me  am- 

urine from  stable 

leaked 

monia  was 
due  to  the 
admixture 
of  tiie  urine 
with  a  vast 
quantity  of 
water  in 
this  deep 
welL 

hor 

Same    after    diver- 
sion of  drain 

Water  from  a  Shallow 

•  •  • 

•  •  • 

Nitrogen  as 
Nitrates  and 

7-3 

•04 

•08 

Well. 

Nitrites. 

Before^ 

•  •  • 

75*6 

None 

12-8 

•01 

•07 

Pollution  by 
>  contents  or 

hor 

Drain. 

After    J 

•  •  • 

103 

Abundant 

16 

•69 

•28 

Persistent 

uncontroll- 

able diar- 

rhoea pro- 
duced. 

# 
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Dr.  Shea  has  kindly  sent  me  particulars  of  an  interest- 
ing case  where  a  new  cesspool  was  constructed  about 
thirty  yards  from  a  well,  to  receive  slop  water.  Fourteen 
days  after  its  completion  the  water  of  the  well  was  noticed 
to  taste  unpleasantly.  On  analysis  it  proved  to  contain 
neither  free  nor  albuminoid  ammonia  in  excess,  for  the 
intervening  earth  acted  as  a  filter.  No  less  than  17*5 
grains  per  gallon  of  chlorine  were  found  in  it,  whilst 
neighbouring  unpolluted  wells  possessed  only  1*5  to  2*3 
grains  of  chlorine  per  gallon. 


Diagnosis  op  Pollution  by  Contents  of  Cesspools  and 

Sewers. 


A  glance  at  the  foUowing  examples  of  waters  polluted 
of  Pollution  i^y  g^  cesspool  and  drain,  and  by  soil  containing  a  large 
excess  of  decomposing  animal  matters,  reveals  immediately 
the  difference  in  the  results  obtained. 


Diagnosis 
of  Pollutic 
by  Sewage. 


Samples. 

Grains  per  Gallon. 

Milligramme 

PER  Litre  = 

JPart  per 

Million. 

Remarks. 

Sulidf). 

Cliloriue 

Nitrogen 

SH  Nitrates 

and 

Nitrites. 

Free 
Aiiim. 

Alb. 
Aium. 

Water  from 
shallow 
well    near 
K.  H.  B. 

Water  from 
shallow 
well  at  A. 
L.  B. 

101 
50-4 

6^9 

excess 
none 

AlK)ve 

ro 

Above 

ro 

•24 
•50 

Polluted  by  leaky 
ccs.si)ool.  Typhoid 
fever  and  dipli- 
theria  amongst 
the  owTiers. 

Accidental  overflow 
into  well  of  cess- 
pool contents 
which,  having 
been  the  reci- 
pient of  the  spe- 
cific i>oison  of 
typhoid,  spread 
the  disease. 
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Free  Ammonia. — In  large  excess. 

Albuminoid  Ammonia, — In  excess. 

Chlorine  somewhat  in  excess,  but  not  so  marked  as  when  slop 
water  is  the  polluting  agent. 

Nitrogen  as  Nitrates  and  Nitrites. — If  sewage  passes  directly  into 
a  well — none.  If  sewage  travels  through  some  intermediate  earth 
— ^generally  an  excess. 

Oxygen  absorbed, — Large  excess. 

8.  Waters  of  shaUow  wells  or  springs  in  towns  (theummfe 
soil  of  which  is,  for  the  most  part,  more  or  less  filthy)  or^**"* 
near  churchyards,  if  found  to  contain  an  excess  of  solid 
residue,  in  the  form  of  nitrates  and  nitrites,  chlorides, 
sulphates,  and  phosphates,  should  be  pronounced  as  unsafe; 
although  the  amount  of  free  and  albuminoid  ammonia  may 
be  insignificant,  for  we  can  never  tell  when  the  earth  may 
cease  to  act  as  a  filter  by  oxidizing  the  filtL 

In  forming  an  opinion  as  to  the  condition  of  a  water, 
we  should,  in  weighing  the  evidence  afforded,  adhere 
strictly  to  the  standard  of  pure  drinking  water  of  the 
district  from  which  the  sample  is  coUected.  We  should 
be  exttra-exacting  as  to  purity  in  judging  of  a  river 
water  that  has  been  polluted  at  some  points  of  its  course 
with  the  manure  of  fields  and  indescribable  filth,  for  these 
river  waters  contain  every  now  and  then  undigested  por- 
tions of  food  excreted  from  the  human  intestinal  canal,  in 
addition  to  living  organisms  visible  by  the  aid  of  the 
microscope,  as  well  as  the  accompaniments  of  all  life  in 
water — namely,  dissolved  and  suspended  organic  matter 
on  which  these  same  organisms  feed.  Septic  poisons,  or 
the  poisons  of  the  zymotic  diseases,  attach  themselves  to 
organic  filth  undergoing  putrefactive  decomposition,  in 
which  they  find  an  appropriate  nidus  for  development. 
It  is  questionable  whether  such  rivers  should  ever  be 
employed  as  public  supplies,  for,  if  the  sewage  of  towns 
and  villages  on  their  banks  be  diverted  and  utilized  on 
the  land,  the  washings  of  manured  fields  cannot  during 
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the  amount  of  ammonu  tnd  albuminoid  ammoiiiA  in  fractions  of  >  grtin 
pet  gallan,  which  hare  not  easy  or  ready  aignificance,  as  has  been  adopted 
liy  the  Society  of  Analysts  whose  form  of  certificate  ia  here  subjoined.  This 
form  is  in  other  respects  good,  but  is  more  adapted  to  the  detailed 
requirements  of  the  professional  analyst  than  to  the  needs  of  the  health 
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Datt  of  Report— 


It  may  b«  reniartccd  tlirougboiit  lliia  work  thst,'at  times  grains  per  gallon 
are  referred  to,  sometimes  lepteins  and  deci-gatlons,  irliilat  at  others  the 
metrical  system  is  employed.  The  object  in  view  is  to  render  tlie  Medical 
Officer  of  HeaUli  iffirfectly  an  faU  in  the  interchange  of  one  into  the  other, 
as  it  U  necessary  for  htm  to  be  coavereaut  with  all  the  methods  of  calcula- 


CHAPTER   XVI 


CONCLUDING   EEMARKS    ON   SECTION   I 


Readers  of  the  foregoing  pages  will  have  perceived  that  Concluding 
I  do  not  recommend  the  complicated  and  tedious  process 
of  Frankland  and  Armstrong,  and  that  I  cannot  advise 
the  sole  unaided  adoption  of  the  beautiful  process  of 
Wanklyn,  Chapman,  and  Smith,  nor  exclusive  reliance  on 
the  quantitative  Forchammer  permanganate  of  potash  pro- 
cess, which  is  often  misleading.  Whilst  agreeing  with  the 
inventors  of  the  first  process  as  to  the  necessity  of  regard- 
ing the  amount  of  nitrogen  as  nitrates  and  nitrites  in  a 
water,  I  totally  disagree  with  Mr.  Wanklyn  in  relying 
solely  on  the  indications  of  the  Nessler  test,  to  the  exclu- 
sion of  an  estimation  of  these  products  of  oxidation  and 
other  valuable  data  on  which  an  opinion  should  be  based. 
Fallacies,  undoubtedly,  attend  Dr.  Frankland's  lengthy 
method,  and  Mr.  Wanklyn's  rapid  method ;  and  errors  are 
associated  with  the  quantitative  permanganate  of  potash 
processes,  whatever  those  who  are  disciples  of  these  several 
methods  may  think  to  the  contrary.  I  am  myself  indebted 
to  each  process,  more  especially  to  Mr.  Wanklyn's,  in  my 
studies  of  water  analysis.  The  methods  which  I  practise 
and  recommend,  and  which  I  have  in  the  foregoing  pages 
attempted  briefly  to  describe,  are,  it  will  be  perceived, 
modified  forms  of  the  Wanklyn,  Chapman,  and  Smith 
process  and  of  the  quantitative  Forchammer  or  oxygen 
process.     I  am  not  conscious  of  ever  having  made  a  mis- 
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take  in  water  analysis.  This  success  is  not  attributable 
to  any  exceptional  skill,  but  to  the  excellence  of  the  pro- 
cess, which  I  designate  the  "  Medical  OflBcer  of  Health 
Method,"  because  it  is  particularly  suited  to  his  wants. 

Recipes  of  Standard  Solutions,  etc. 

Nesder  Reagent. 

standitid  Dissolve,  by  heating   and  stirring,   35   grammes  of 

Boiutioni.  jojj^g  Qf  potassium  and  13  grammes  of  corrosive  sub- 
limate in  about  800  c.  c  of  distilled  water.  Add 
gradually  a  cold  aqueous  saturated  solution  of  corrosive 
sublimate,  until  the  red  colour  produced  just  begins  to 
be  permanent.  Add  160  grammes  of  solid  caustic 
potash  to  the  mixture,  which  is  then  to  be  diluted  witli 
sufficient  water  to  bring  the  whole  to  a  litre.  To  render 
the  test  sensitive  add  a  little  more  cold  saturated  solution 
.  of  corrosive  sublimate  and  allow  it  to  settle. 

This  reagent  is  a  rather  troublesome  one  for  the 
Medical  Officer  of  Health  to  make,  and  that  prepared  by 
different  persons  varies  somewhat.  It  is  desirable  that 
every  one  should  obtain  his  Nessler  test  from  one  and 
the  same  source,  but  this  arrangement  seems  very  difficult 
of  attainment.  Very  good  is  to  be  procured  direct  ifrom 
Messrs.  Sutton  of  Norwich,  or  indirectly  through  Messrs. 
Townson  and  Mercer  of  Bishopsgate  Street,  London. 

Standard  Soap  Solution. 

10  grammes  of  Castile  soap  are  dissolved  in  a  litre 
of  weak  alcohol  (35  per  cent).  If  35  per  cent  alcohol 
is  not  readily  procurable,  it  may  easily  be  prepared  by 
mixing  29  ounces  and  15  minims  of  distilled  water 
with  17  ounces  and  30  minims  of  rectified  spirit 
(generally  84  per  cent),  w^hich  is  everywhere  obtainable. 
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One  a  c.  precipitates  one  milligramme  of  carbonate  of 
lime. 

This  standard  solution  will  not  remain  unchanged  for 
an  indefinite  time.  It  loses  strength.  It  is  wise  to 
make  a  small  quantity  of  fresh  solution  every  three  or 
four  months.  One  and  the  same  water  was  recently 
examined  by  me  for  hardness  with  different  standanl 
soap  solutions  of  various  ages,  and  the  following  results 
were  obtained : — 

(a)  19j  d^rees. 

0)  n      „ 

W  18         „ 
W  17        „ 

It  is  useful  sometimes  to  verify  the  strength  of  a  soap 
standard  solution  by  the  help  of  a  solution  of  pure  fused 
chloride  of  calcium,  I'll  gramme  in  a  litre  of  water. 
One  c.  c.  of  the  standard  soap  solution  should  precipitate 
1  milligramme  of  carbonate  of  lime,  which  is  the  exact 
amount  present  in  1  c.  c.  of  the  chloride  of  calcium 
verifying  solution. 

Dil^Ue  Standard  Solution  of  Ammonia. 

Keep  two  solutions — a  strong  and  a  dilute.  To  pre- 
pare the  strong  solution  dissolve  3*15  grammes  of 
crystallized  saL  ammoniac  in  1  litre  of  distilled  water. 
To  prepare  the  dilute  solution  place  5  a  c.  of  the  strong 
solution  in  a  half-litre  flask,  and  fill  it  up  with  distilled 
water. 

Mingle  very  thoroughly  by  pouring  the  mixture 
several  times  from  the  flask  into  the  bottle,  and  from 
the  bottle  back  again  into  the  flask.  The  dilute  solution 
contains  -j-J^  milligramme  in  each  cub.  cent. 

Tliese  solutions  should  be  perfectly  limpid.  Tliey 
will  not  remain  unaltered  for  an  indefinite  time.     If  any 
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white  filaments  are  visible  in  them,  fresh  solutions  should 
be  prepared. 

Permanganate  of  Potash  and  Caustic  Potash  SohUion, 

Permanganate  of  potash  crystallized,  8  grammes ; 
solid  caustic  potash  in  sticks,  200  grammes;  distilled 
water,  1  litre.  Boil  the  above,  so  as  to  thorouglily  dis- 
solve the  chemicals  in  the  water,  and  until  about  ^  of 
the  solution  has  passed  off  as  steam  to  dissipate  all 
ammonia.  Eeplace  the  water  lost  in  boiling,  as  steam, 
by  adding  sufficient  distilled  water  to  bring  it  back  to 
the  litre. 

This  solution,  notwithstanding  the  greatest  precautions 
in  its  manufacture,  invariably  contains  more  or  less 
ammonia.  50  c.  c.  of  it  should  accordingly  be  distilled 
in  ^  litre  of  twice  distilled  water,  and  the  ammonia  that 
is  estimated  must  be  abstracted  from  the  results  of  each 
analysis  of  a  water.  It  is  desirable  to  write  the  correc- 
tion on  the  label  of  the  bottle. 

Standard  SoliUian  of  Nitrate  of  Silver, 

Dissolve  4*79  grammes  of  crystallized  nitrate  of  silver 
in  1  litre  of  distilled  water.  One  c  c.  precipitates  1 
milligramme  of  chlorine. 
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case  of  blood  deterioration  by  impure  air  one  of  imperfect 
or  defective  assimilation,  anaemia,  dyspepsia,  hysteria, 
disordered  biliary  functions,  or  one  of  those  indefinite  and 
chronic  aihnents  which  lead  the  way  to  the  development 
of  some  visceral  disease.  What  a  contrast  is  afforded  by 
placing  a  representative  of  the  rebreathed  and  otherwise 
vitiated  air  trades,  who  perhaps  rarely  sees  the  sun,  by 
the  side  of  one  whose  daily  occupations  are  such  as  to 
give  him  the  fuUest  benefit  of  the  purest  air  and  the 
freest  exposure  to  solar  light !  Bookbinders,  or  factory 
girls,  or  miners,  from  one  of  our  towns  and  colliery 
districts,  neither  of  whom  are  exposed  to  any  distinctly 
poisonous  influences,  may,  for  example,  be  compared  with 
sailora  The  former  are  pallid,  jaded,  sallow,  afraid  of 
fresh  air,  with  imcertain  and  capricious  appetites,  the 
normal  functions  of  the  body  liable  to  continual  disturb- 
ance, excitable,  generally  affected  with  a  craving  for 
stimulants — alcohol  in  the  male,  tea  in  the  female — ^to 
temporarily  alleviate  their  sensations  of  depression,  whose 
lives  are  brief,  their  average  duration  being  known  by  all 
insurance  companies  with  mathematical  precision  ;  whilst 
the  latter — namely  the  jack  tars — present  a  tout  cnsenible 
indicative  of  the  highest  degree  of  health  and  buoyancy 
of  spirits,  which  is  so  well  known  as  not  to  need  descrip- 
tion. The  sailor  likes  his  occasional  drinking  bout  when 
he  goes  on  shore  to  enjoy  freedom,  after  the  confinement 
and  tedium  of  a  voyage,  but  is  no  "  soaker."  The  moral 
condition  of  a  class  is  intimately  associated  with  its 
physical  state,  but  a  consideration  of  this  connection 
would  lead  us  too  far  away  from  the  scope  of  these 
pages. 
Density  of  Tlic  latc  Registrar -General,  Dr.  Farr,  drew  the  atten- 
il^d  mor-""  tion  of  the  public  some  years  ago  to  the  recognized 
**"^y-  statistical  law  that  the  mean  duration  of  Ufe  decreased  as 
the  proximity  of  one  individual  to  another  increased. 
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Proximity. 

Mean  Duration  of  Life 

147  yards 

• 

.        51 

years. 

139     „ 

• 

45 

n 

97      „ 

• 

.        40 

>» 

46     „ 

• 

35 

if 

28      „ 

• 
• 

32 

if 

17     „ 

• 

29 

fi 

7     „ 

(Li 

ivei-pool) 

• 

.        26 

if 

He  stated  that  in  23  towns  of  this  country  there  are 
38  persons  to  an  acre,  and  he  suggested  that  the  municipal 
bodies  and  local  boards  of  our  cities  and  towns  should 
establish  a  bye-law,  prohibiting  the  future  building  of 
houses  which  would  render  the  density  of  population  in 
excess  of  this  limit. 

Medical  Officers  of  Health  should  be  in  a  position  to 
state  accurately,  when  required,  if  any  given  air  is  or  is 
not  deleterious  to  the  health  of  the  body  continuaUy  or 
frequently  exposed  to  its  influence.  Provided  that  they 
could  positively  lay  down  the  limit  beyond  which  the 
organic  matter  and  carbonic  acid  of  our  rooms,  in  which 
the  majority  of  us  spend  the  greater  portion  of  our  lives, 
should  not  pass,  then  architects  and  inventors  would 
soon  find  out  some  simple,  efficient,  and  economical  mode 
of  ventilating  our  houses  and  public  buildings,  which  are 
nearly  aU  afflicted  with  filthy  air;  and  our  mortality 
from  diseases  which  we  know  now  to  be  indirectly 
preventible,  or  capable  of  considerable  reduction,  such  as 
consumption,  bronchitis,  and  other  pulmonary  affections, 
would  be  materially  lessened. 

Pure  air  contains  the  following  bodies : — 
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Composition  of  Air. 


cjompoaition  Oxygen  (Ozone,  an  active  form  of  Oxygen, 

of  pure  Air.  ^Yach  varfes  in  amount) .         .       209*6 

Nitrogen     .  .  .         .  .  .        790'    C^ 

Carbonic  Acid  .  .  .  '4  /  -S 

Moisture  varying  with  temperature. 

Peroxide  of  Hydrogen       1  .      i 

nT'j  J  TH-..  •     J  -J  c  occasional  components. 

Nitrous  and  NUrw  Acids  )  ^ 

Organic  Matter  1  •     .    x 

.  ^        .  >•  very  mmute  traces. 

Ammonia  )       •' 

The  purest  air  is  to  be  found  on  mountains,  moors,  or 
far  away  from  contaminating  and  polluting  agencies, 
such  as  aggregations  of  men  and  animals,  manufactories, 
etc.  There  is  an  ample  provision  in  nature  for  destroying 
the  impurities  of  the  air  produced  by  man,  especially  the 
organic  substances,  some  kinds  of  which  become,  when 
they  decompose,  injurious  and  often  dangerous  to  him. 
Ozone,  peroxide  of  hydrogen,  and  nitrous  acid,  are  the 
three  great  purifying  agents  contained  in  the  air,  the  first 
named  being  nearly  always  present  in  greater  or  less 
quantity,  the  two  latter  being  the  special  productions  of 
what  the  Gennans  call  the  "  nieder-schlage,"  or  the  great 
cleansing  operations  of  nature,  such  as  the  precipitation 
of  the  air -washer  rain,  storms,  hail,  dew,  falls  of 
snow,  etc. 
Oxygen.  Oxygcn. — The  following  results  of  analyses  made  by 

M.  Reynault  and  Dr.  A.  Smith  show  the  deviation  from 
a  state  of  purity  of  air,  as  respects  its  life-supporting 
constituent,  oxygen  gas,  in  different  situations  and  under 
different  circumstances : — 


THE   PURITY   OF  AIR 


225 


Oxygen  in  Air — Summary  of  Averages. 

By  Mons.  Reynault. 


Specimens. 
100  from  Paris 


9 

30 

10 

23 

15 

5 

1 

2 


99 

9» 
» 


Lyons  and  around  . 

Berlin 

Madrid  .... 

Geneva  and  Switzerland  . 
Toulon  and  Mediterranean 
Atlantic  Ocean 

Ecuador         .... 

Pichincha,   higher   than    Mont 

Blanc  .... 


Mean  of  all  foregoing 

„      the  Paris  specimens 


Yolume  per  cent, 
from  20-913  to  20*999 
20-918  to  20-966 
20-908  to  20-998 
20-916  to  20-982 
20*909  to  20*993 
20-912  to  20*982 
20-918  to  20*965 
20*960 


9) 


9) 


9) 


20*949  to  20*981 


20-949  to  20-988 
20*96 


By  Dr.  Angus  Smith.  Volume  per  cent 

N.E.,  seashore  and  open  heath  (Scotland)      .         .         .  20-999 

Atlantic,  lat  43'  5',  long.  W.   17'  12'  .         .         .  20-99 

Top  of  hills  (Scotland) 20-98 

In  a  suburb  of  Manchester  in  wet  weather   .         .         .  20-98 

Do.  do.  do.  ...  20-96 

In  the  outer  circle  of  Manchester,  not  raining         .         .  20-947 

Low  parts  of  Perth 20*935 

Swampy  places,  favourable  weather         .         .      20-922  to  20-95 

In  fog  and  frost  in  Manchester    .....  20*91 

In  a  sitting-room   which   felt  close,  but  not 

excessively  so  .         .         .         .         .         .         ,         .  20*89 

Best  ventilated  wards  in  three  London  hospitals — 

Day 20-92 

Midnight 20-886 

Morning 20-884 

In  a  small  room  with  petroleum  lamp  .         .         .  20*84 

Ditto,  after  six  hours         ......  20-83 

Pit  of  theatre,  11.30  P.M. 20-74 

Gallery,  10.30   p.m 20-86 

About  backs  of  houses  and  closets       .         .         .         .20*70 

In  large  cavities  in  metalliferous  mines  (average  of  many)  20*77 
In  a  schoolroom          .         .         .         .          .         .         ,20*64 

Court  of  Queen's  Bench,  February  2,  1866    .         .         .  20*65 

Q 
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Volume  per  cent. 
Court  of  Queen's  Bench,  at  Lantern       .         .         .         .20*49 

Under  shafts  in  metalliferous  mines  (average  of  many)    .     20*424 
In  sumps  or  depressions  in  da    .         .         .         .         .     20*14 

When  candles  go  out  ......     18*5 

The  worst  specimen  yet  examined  in  a  mine  .         .         .     18*27 
Very  difficult  to  remain  in  for  many  minutes  .     17*2 


By  Various  Scientific  Chemists. 

Heidelberg  (mean  of  28  analyses)  Bunsen 

Paris.     Dumas  and  Boussingault  ^ 

Faulhom.  Do. 

Brussels.     M.  Stas 

Geneva.     M.  Marignac 

Bern.     M.  Brunner    . 

Groningen.     Verver  . 

Copenhagen 


20*92 
20*86 
20*77 
20*85 
20*78 
20*75 
20*79 
20*81 


Herr  Von  Jolly  concludes  from  his  experiments  in  the 
neighbourhood  of  Munich,  that  the  variations  in  the  amount 
of  oxygen  contained  in  pure  air  are  influenced  by  the  direc- 
tion of  the  wind.  He  found  the  highest  proportion  of 
oxygen  with  a  steady  polar  current  and  the  lowest  with 
currents  from  the  equatorial  regions  where  processes  of 
oxidation  preponderate.  The  remarks  that  accompany 
Dr.  A.  Smith's  analyses,  dealing  as  they  do  with  a  point 
that  I  have  long  wished  to  press  on  the  attention  of  the 
sanitary  public,  are  worthy  of  weighty  consideration. 
Some  people  will  probably  inquire  why  we  should  give  so 
much  attention  to  such  minute  quantities — between 
20*980  and  20-999 — thinking  these  small  differences 
can  in  no  way  influence  us.  A  little  more  or  less  oxygen 
might  not  affect  us ;  but  supposing  its  place  occupied  by 
hurtful  matter,  we  must  not  look  on  the  amount  as  too 
small  Subtracting  0*980  from  0999,  we  have  a  differ- 
ence of  190  in  a  million.  In  a  gallon  of  water  there  are 
70,000  grains ;  let  us  put  into  it  an  impurity  at  the  rate 

^  Annaks  de  Chimie  1841. 
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of  190  in  1,000,000;  it  amounts  to  13-3  grains  in  a 
gallon,  or  0*19  gramme  in  a  litre.     This  amount  would 
be   considered   enormous   if  it  consisted   of  putrefying 
matter,  or  any  organic  matter  usually  found  in  waters. 
But  we  drink  only  a   comparatively  small  quantity  of 
water,  and  the  whole  13  grains  would  not  be  swallowed 
in  a  day,  whereas  we  take  into  our  lungs   from  1000  to 
2000  gallons  of  air  daily.     If,  by  inhalation,  we  took  up 
at  the  rate  of  13  grains  of  unwholesome  matter  per  day 
— half  a  grain  per  hour — we  need  not  be  surprised  if  it 
hurt  us.     Such  an  amount  is  an  enormous  dose  of  some 
poisons,  and  yet  this  is  not  above  one  two-thousandth 
part  of  a  grain  at  every  inhalation.     It  is  marvellous 
what  small  amounts  may  affect  us,  even  when,  by  repeated 
action,  they  do  not  cumulate  as  certain  poisons  do.     We 
commenced  by  assuming  very  small  shades  of  difference 
— namely,  190  in  a  million ;  but  if  we  examine  the  table 
we  shall  find  much  greater  quantities.     Take,  for  example, 
the  pit  of  a  theatre;  we  have,   by  subtracting   2074 
from  20*999,  a  difference  of  2590  in  a  million,  or   14 
times  more.     And  so  on  we  may  descend  to  the  lowest 
in  the  series,  where   we  have  17*2,  which,  taken  from 
20-999,  leaves  3799,  or  37,990  in  a  million,  or  200  times 
more  than  the  first  exampla 

Carbonic  Add, — The  amount  of  carbonic  acid  in  the  carbonic 
air  varies  according  to  Boussingault,  Farsky,  Henneberg,^^**^' 
Pettenkofer,  and  Cleasson,  in  different  parts  of  the  world 
from  -279  to  -060  per  cent  It  has  been  experimentally 
shown  that  its  quantity  in  the  air :  (1)  is  greater  in  the 
night  than  by  day  on  land,  due  doubtless  to  the  large 
amount  evolved  by  vegetation  during  the  hours  of  dark- 
ness; (2)  is  slightly  increased  towards  noon  and  after  rain  ; 
(3)  is  greater  in  the  air  collected  above  the  ocean  by  day 
(05  per  cent)  than  by  night  (03  per  cent).     M.  M(5ne^ 

^  Comptea  RenduSf  Ivii.  155. 
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has  found  that  the  proportion  of  carbonic  acid  in  the  air 
varies  at  different  seasons,  being  constant  in  December 
and  January,  increasing  in  February,  March,  April,  and 
May,  and  decreasing  from  June  to  August,  increasing 
again  from  September  to  November,  and  attaining  its 
maximum  for  the  whole  year  in  October.  Saussure  dis- 
covered that  the  carbonic  acid  of  mountain  air  is  in  larger 
amount  than  in  that  of  plains.  The  remarkable  uniformity 
and  constancy  in  the  amount  of  carbonic  acid  contained  in 
the  air  of  our  parks  and  fields  in  the  neighbourhood  of 
cities,  notwithstanding  the  universal  pollution  of  the  air 
rhat  is  unceasingly  proceeding,  shows  the  existence  of 
tecuperative  forces  in  nature  of  the  greatest  magnitude. 

The  observations  made  by  M.  Mari(5-Davy  at  the 
Montsouris  Observatory,  wliich  is  situated  at  the  junction 
of  Paris  with  the  country,  seem  to  furnish,  as  a  rule,  much 
lower  results  than  were  obtained  by  Mr.  Dixon  in,  and  in 
the  vicinity  of,  Glasgow.  Whilst  the  percentage  ranges 
between  -02  and  *03  at  the  former  station,^  it  somewhat 

^  In  order  to  render  the  difTcrcnces  in  tlie  amount  of  carbonic  acid  in 
the  air  more  apparent,  he  registers  it  as  litres  in  100  cubic  metres  of  air, 
wliich  can  be  easily  changed  into  percentages  by  placing  the  figure  0 
before  the  first  figure  and  removing  the  decimal  point  to  a  position  in  front 
of  that  0,  c.fj. 

Monthly  mean  297  =  "0297  per  cent. 
Park  of  Montsouris. 
Average  of  nine  years  observations  involving  more  than  3000  analyset. 

Annual. 


1S77    . 

.     28-4 

1882     . 

.     28*6 

1878     . 

.     34  0 

1883      . 

.     29-0 

1879     . 

.     32-9 

1884      . 

.     29-« 

1880    . 

.     27-0 

1885     . 

.     29S 

1881     . 

.     27-7 

Annujil  mean,  29*6. 

Monthly. 

January 

.     30-4     July      . 

.     29-9 

February 

• 

.     29*7  i  August 

.     29*5 

March . 

.     29-6 

September    . 

.     29-7 

April   . 

.     29-8 

Octol>er 

.     29-0 

May     . 

.     29*9  j  November     . 

.     28-7 

Juno 

.     30-3  l'  December 

.     29-4 

Monthly  i 

ucan,  29*7. 
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exceeds  '03  at  the  latter  stations.  Nor  is  this  divergence 
wholly  due  to  differences  in  the  quality  of  the  air  around 
Pans  and  around  Glasgow.  There  is  a  very^  strong  pro- 
bability, almost  amounting  to  certainty,  that  it  is  partly 
owing  to  the  greater  speed  at  which  the  air  is  passed 
through  the  chemical  reagent  at  Montsouris  than  at 
Glasgow.  M.  Mari^-Davy  transmitted  air  through  his 
aspirator  at  the  rate  of  about  10  cubic  feet  per  hour, 
whilst  Mr.  Dixon  sent  1  cubic  foot  of  air  through  his 
absorbing  solution  in  the  same  space  of  time.  Chemical 
action  consumes  a  certain  definite  time,  and  if  we  hurry 
air  through  a  chemical  solution,  intended  to  withdraw 
from  it  any  body  which  it  contains,  too  rapidly,  the  air 
is  not  thoroughly  deprived  of  the  same. 

Eecent  experimenters  have  found  a  larger  amount  of 
carbonic  acid  on  the  summits  of  high  mountains  than  on 
their  sides  at  a  lower  elevation.  ( Vide  following  Table.) 
The  observations  made  by  M.  G.  Tissandier  in  his  late 
ascent  in  the  balloon  named  the  "  Zenith,"  are  confirmatory 
of  their  results,  for  he  found  at  an  altitude  of  from  800 
to  890  metres  that  the  amount  of  carbonic  acid  in  the 
air  was  '024  per  cent,  and  at  1000  metres  '03  per 
cent.^  Although  many  explanations  of  what  must,  I 
suppose,  be  admitted  as  a  fact  have  been  attempted,  not 
one  has  as  yet  been  offered  which  is  altogether  satisfactory. 

As  in  the  case  of  the  amount  of  oxygen,  so  in  that  of 
the  quantity  of  carbonic  acid,  in  pure  or  moderately 
pure  air,  there  is  a  remarkable  absence  of  discrepancy  in 
the  analyses,  made  by  different  chemists  by  dissimilar 
processes,  of  air  taken  under  similar  conditions  in  various 
parts  of  the  world. 

*  Comptcs  Remlm^  April  12,  1875. 
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Mean  of  18  analyses  on  Lake  Geneva,  by  Saussnre^ 
Air  of  Madrid  outside  the  walls.     Mean  of  12  analyses 

by  Luna  2      .... 
Air  of  Madrid  inside  the  walls.     Mean  of  12  analyses 

by  Luna 

Air  of  Munich,  by  Pettenkofer  *  . 

Air  of  summit  of  Mont  Blanc,  by  Frankland  ^ 

Air  over  Irish  Sea,  July  and  August  (Dr.  Thorpe) 

Air  in  Brazil  (April  and  May) 

Hills  above  3000  feet         .         .  (A.  Smith) 

„    between  2000  and  3000  feet 

„         „         1000  and  2000  feet 

„    below  1000  feet 
At  the  bottom  of  the  same  hills  . 
On  hills  in  Scotland  from  1000  to  4406  feet 
lu  the  streets  of  London  (summer) 
In  the  London  parks  and  open  places    . 
On  the  Thames  at  London  .... 
In  the  streets  of  Glasgow  (K  M.  Dixon).     Mean  of 

results  for  May  and  June  1877 
Air  of  S.W.  suburbs  of  Leicester  (Weaver) 


n 


79 


>i 


Per  cent. 
'0439 

•045 

•051 

•050 

•060 

•030 

•032 

•0336 

•0332 

•0334 

•0337 

•0341 

•0332 

•0380 

•0301 

•0343 

•0304 
•0460 


*  Ann.  de  Chem,  et  de  Phys.,  vol.  xliv.  1830. 

'  Estudios  quimicos  aobre  et  aire  cUmosfirieo  de  Madrid,  1860. 

'  HandwSrterhuch  der  Chemie — Ventilation. 

*  **  On  the  Air  of  Mont  Blanc  ; "  Journal  of  Chemical  Society ,  1861. 

•  Journal  of  Chemical  Society,  1867. 


PAET    I 

DIFFERENT   KINDS   OF   IMPURITIES 

The  air  is  deteriorated  in  quality  and  defiled  by —  Different 

1.  Respiration  ^  and  Transpiration.  whereby  air 

2.  Combustion.  udeterio- 

3.  Putrefactive  processes,  sewage  emanations,  and  excre-qnautyand 

mental  filth.  ^***^ 

4.  Gases,  vapours,  and  suspended  metallic,  mineral,  and 

vegetable  matters  given  oflf  by  trades  and  manu- 
factories. 

5.  Poisons  of  unknown  nature  evolved  by  damp  and  filthy 

soil 


^  The  changes  that  are  foand  to  have  takeu  place  in  pare  air  that  has 
been  respired  are  roughly  the  following : — 

(1)  100  parts  of  air  contain  only  18,  instead  of  about  21,  ports  of  oxy- 
gen, the  missing  8  parts  having  been  withdrawn  by  the  blood  corpuscles 
in  the  Inngs. 

(2)  The  *03  or  '04  part  per  cent  of  carbonic  acid  is  increased  to  between 
4  and  5  per  cent. 

(3)  An  increase  of  watery  vapour  is  noted,  which  is  loaded  with 
organic  matter. 
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Organic  All  air  contains  some  organic  matter,  which  may  be  of 
different  kinds.  It  has  been  divided  into  (a)  the  whole- 
some, (6)  the  neutral,  (c)  the  putrid,  and  (d)  the  organized 
=  dangerous  form. 

I  apprehend  that,  in  designating  any  particular  kind 
of  organic  matter  as  wholesome,  it  is  not  intended  to  con- 
vey the  idea  that  the  presence  in  air  of  this  variety  is 
conducive  to  health,  but  rather  that  it  does  not  influence 
health  in  one  way  or  the  other.  It  would  be  as  well 
perhaps  to  combine  the  "  wholesome  "  and  "  neutral "  into 
one  class,  thus  making  only  three  varieties.  It  may  be 
said  at  the  outset  that  it  is  quite  impossible  by  chemical 
means  to  distinguish  one  variety  of  organic  matter  fix)m 
another. 

Organic  matter  may  be  of  an  animal  or  of  a  vegetable 
nature,  but  the  sum  and  substance  of  all  the  most  recent 
observations  on  air  is,  that  the  bodies,  the  presence  of 
which  creates  the  diflerence  between  good  or  healthful  air 
and  bad  or  deleterious  air,  are  mainly  of  a  nitrogenous 
organic  character. 

Animal.  Anwud  Organic  matter  is  thrown  off  from  the  lungs 

in  respiration,  and  from  the  skin  by  transpiration,  in  a 
state  of  invisible  vapour  and  of  epithelial  dust.  In  1870 
Dr.  Eansome  read  a  paper  ^  "  On  the  Organic  Matter  of 

^  Proe,  of  Manchester  Philosph.  Socy.,  February  22,  1870. 
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Human  Breath  in  Health  and  Disease,"  in  which  ho  aUiiutl 
that  tlie  vapour  of  human  briiatli  in  adulta  in  a  hUiIc  (if 
health,  if  eondensed  in  a  lar^^e  glas.9  fluMk,  Hiirnfiiiideil  hy 
ice  and  salt,  and  examineil  by  the  Wanklyn,  Oliaiimiin, 
and  Smith  process,  yielded  about  3  •rrdiim  uf  umfuiu: 
matter  in  10  ounces  of  the  cmdcnswl  fluid,  a  iiuaiitity 
sufficient  to  make  the  fluid  hi^ldy  ili-/:tmii>'>HiiU\i:,  imd 
ready  to  foster  the  growth  of  tho,se  lowly  'iripniisuiK  thiit 
we  believe  to  be  the  intimate  comiAiii'^uri  of  t]i>:  utorWiiii: 
ferments. 

This  animal  organic  matUj  ihr/iJuyihiA  and  t;iv<;:)  nit 
various  volatile  nitrtctnoiis  comi^'jund^,  wlii'di,  :dtli'^ii;rli 
they  may  not  themselves  pr'j']u'>;  •ii-f;H.':n,  iindoiibtj:dly 
lessen  the  power  of  ihc  Vyly  Vj  Thy.Hl  ii^  a'-tn;!;,  M'lf:- 
over,  putrefTin;^  animal  j:a'.V:I  i'.  a  lav/^ijv:  j^'il'ir':  (m 
the  development  and  >]ivr*:'.Li:.r-::'.',u  'A  *..■.':  a.*.;;;jyl  j/iikw.:;. 
It  would  seem  to  eitn  a  'I'jr.'.zjr'iy  y,l-^,:i;;::  w^..;u  •m 
one  at  least  of  t:;-:  low*:;  'i:.::u'.j'._  'A  -n-.  hz'-.  '/,  yj/Jij,:  y';,': 
experience  of  In.  Hi:i.r.-.:. ;,  ■»;..,  -U->j;  ^  •.:.;. t:  ■.■..•■.•-.i  u 
bell  glass,  tikin^-  cij^  :■',  v-.:.;Iv  .:  i-:'.:.  ]..>i:.\y  -A  ',/;.■;"■», 
and  removin;:  all  oi:'/,:.!:  v.^,  i;,.*  ■Atv.-.-v  ,::;/,,/.  ;/i 
mittii^  the 'ir::.'^:^.;  :.'-s.".".-i:  v.  ."^"_i..'..  'J;,-;  ;.■.■. -■y:  ■-."' 
in  45  miiint«^. 

is  often  preT-::.:  i:.  'j^'.  ■■..:   i.-.,  ,'.  •■.:;   ;.-,-..■-  •.';•.■■.  .y  -/l 

all    the    ilL.yiTL\..t-    v.    v;„,-.    ■■..i,-.  i,.-y...,i,         ,';.■    .-.-,;.;./ 

disea.«e£  J-ri-.-IferiV:  :ijr:;^-y-.,  ■-.■    ■  v  ;....-.■.   -.i      -;.  ■    -    .  y.    /,,.? 

througli  li,*  i:iT3-j-.i^  -.i  -.- ,  ^--.i.,-/.- ,  i-  .  ,,..,....,..,,) 
the  bo"lv.  ^i;  :}...,  ;..:;.:-.;.     .  ■_.:■...■■   ■■■,    ■,„.■■,  ■>   ■/-   -,. 

ganic  p'/iy.L.^  -r  vv  .-.-.  v.i.i.,...-.  i--.  •,    , ...v. 

MwisLii-^^t;..   ..-■■.•■:-         .-..•■    r /■ ■  , 

ingsof  t:.t  vr.T  .--. -r-'v  :,-,-    -.■■.-,<  i-..  .    .  ■■  yi'--     , 


miwhr'I^ 
gaoic  ibA 


•-t  . 
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unwashed,  and  creates  often,  in  those  unaccustomed  to 
such  smells,  a  feeling  of  faintness,  languor,  and  debility. 
Vegeubie.  VegetoMt  organic  matter,  if  excessive  in  the  air,  is 
associated  with  a  poison  productive  of  ague  and  other 
malarial  afTections.^  Whether  or  not  there  exists  any 
causative  relation  between  the  micro-organism  named  the 
bacillus  malarise  and  these  diseases,  is  still  a  moot  point 
The  quantity  of  the  nitrogenous  material  (ammonia 
and  albuminoid  ammonia)  found  in  air  varies,  of  course, 
and  is  a  measure  of  its  impurity,  be  it  furnished  by 
animal  and  vegetable  decomposition,  or  by  soot  and  im- 
perfectly consimied  organic  impurities  proceeding  from 
manufactories.  Dr.  Angus  Smith  discovered  '066  milli- 
gramme of  ammonia,  and  *190  milligramme  of  albimiinoid 
ammonia,  in  each  cubic  metre  of  air  in  a  bedroom  at  9 
p,M.,  and  '095  milligramme  of  the  former,  and  '334  milli- 
gramme of  the  latter,  per  cubic  metre,  in  the  same  room 
on  the  following  morning  at  7  A.M.*  Mr.  Moss  *  whilst 
finding  as  a  mean  of  eight  observations  '093  milligramme 
of  ammonia  and  '088,  or  roughly  '09  milligramme  of 
albuminoid  ammonia,  in  each  cubic  metre  of  the  air  of 
Portsmouth,  estimated  the  proportions  present  at  the  same 
time  in  the  Portsmouth  Hospital,  in  the  officers'  quarters, 
etc.     (  Vide  Table.) 

Ammonia  generally  occurs  in  the  air  as  a  salt,  such 
as  the  carbonate,  chloride,  nitrate  or  nitrite,  derived  from 
decomposing  animal  matters,  such  as  manure,  sewage,  effete 
matters  from  the  lungs  and  skins  of  men  and  other  animals, 
from  soot  and  manufacturing  products. 

Some  express  the  amount  of  the  ammonia,  and  the 

^  The  answer  of  Dr.  C.  F.  Oldham  to  the  query  which  forms  the  title 
of  his  work,  What  is  Malaria  f  nAmely  that  "  Malaria  is  chill,*'  and  that 
ague  and  other  malarial  diseases  are  not  produced  by  a  specific  poison,  is 
not  accepted  by  the  medical  profession. 

»  **  Air  and  Rain."  »  Lancet,  November  2,  1872. 
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ammonia  derived  from  albuminoid  ammonia,  which  they 
detect  in  air,  in  terms  of  nitrogen,  by  multiplying  by  14, 
and  dividing  the  result  by  17.  The  nitrogen  from  both 
kinds  of  ammonia  being  added  together,  is  recorded  as  the 
total  nitrogenous  matter  in  the  sample. 

The  old  methods  of  estimating  ammonia,  in  vogue 
before  the  discovery  of  the  Xessler  test,  yielded  most  con- 
tradictory evidence.  The  invention  of  this  re-agent,  which 
can  be  worked  with  marvellous  delicacy  and  precision, 
has  inaugurated  a  new  era  in  air  and  water  analysis.  The 
following  obsen'ations  have  all  been  made  by  its  assistance 
in  difiSerent  ways,  which  will  be  described,  in  connection 
with  the  names  of  the  analysts,  in  the  chapter  on  "  The 
Chemical  Examination  of  Air,"  page  310  : — 
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Air-Washings. 

By  Dr.  Angus  Smith,  Mr.  W.  A.  Moss,  and 

Dr.  C.  B.  Fox. 


By  Dr.  A. 

Siulth. 


Sample  or  Aib. 

TiMX  AKD  WeaTOEB. 

MlLLiaRAMMB  IM  Okb 

CcBic  MBnis  or  Aia. 

Ammonia. 

Ailnimiiioid 
Ammonia. 

Iji  Manchester, 
Laboratory  Office,  10  a.m. 

»»                  »>           ^  P.M. 

Gas-room,  10  a.m. 

»»          ft             *  P.M.                . 

Yard  behind  laboratory 
II          II              «i 

II          If              II 

II          II              II 

i»          II               »i 
Street,  open 

Average 

Bedroom — Average  of     . 
Midden — Average  of 

In  lAnulon, 

Average 
Air  of  the  Underground 

Railway       (Metroiwli- 

tan),  1869 
Chelsea  (tlireo  places)     . 
Brompton  ,,        „ 

In  Glasgow, 

Average  . 
Shore,  Inucllan,  Firth  of 
Clyde 

•                         •                           •                           • 

•  •                           •                           • 

•  •                           •                          • 

Fine,'  Oct.'  28,  1869  ! 
Freezing,  snow  on  the 

ground,  Dec.  28  . 
Damp,  Jan.  13,  1870 
Fine,  Jan  25,  1870  . 
Fo^i  Jan.  26,  1870 
Raining,  and  strong 

wind,  Dec     . 

•  •                 •                 • 

•  •                 •                 • 

•  •                 •                 • 

•  •                 •                 « 

Nov.  11  and  12  (moni- 
ing) 

Nov.  4,  windy . 
Nov.  4,  windy,  and  a 
shower  of  rain 

March     3',     n'.N.e! 
wind 

•106 
•133 
•130 
•190 
•096 

•106 
•059 
•190 
•142 

•071 

•266 
•293 
•213 
•427 
•095 

•356 
•213 
•316 
•221 

•261 

•122 

•266 

•101 
•336 

•061 
•109 
•045 
•047 

•078 
•052 

•238 
•416 

•150 
•467 
•110 
•128 

•304 
•137 
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Air-Washinos— Con/inuerf. 


Sample  of  Air. 

Remabies. 

MlLLIOBAMIfB  IS  OnB 

Cubic  Mbtbe  or  Aib. 

Ammonia. 

AlbtuniDokl 
AmmoniB. 

In  Portsmouth, 

Mean  of  eight  observa- 
tions at  ditferent  times 
in  open  air 

Rooms     (Officers'     Quar- 
ters) 

No.  5  Ward  of  Hospital 

f>               »» 
No.  7.   „               „  1 

Variola  Ward 
Rubeola    Ward    (chil-    V 
dron 

Respired  air  in  health' 

i>                II            • 
11                II            • 

In  Essex, 

Air  on  banks  of  Thames 
after  passing  over 
marshes 

Air  of  sitting-room 

Air  of  bedroom,  after 
beitig  occupied  by  three 
persons  for  nine  hours, 
at  7  A.M. 

Pure  air  of  meadow 

Air  obtained  at  eleva- 
tion of  20  feet 

•  «                 •                 • 

•  •                 •                 • 

•  •                 •                 • 

•  •                 •                 • 

Both  were  freely  ven-  \ 
tilated,  and  in  both  f 
disinfectants  were! 
freely  used    .         ) 

•  •                 •                 • 

•  •                 •                 • 

•  ■                 •                 • 

•  •                 •                 • 

Wind   flowing    from 
river  to  shore 

Occupied  by  one  per- 
son tbrseveral  hours. 
Good  fire.  Venti- 
lation by  draughts 
underneath  door 
and  windows,  which 
o\>eii  to  ground 

No  ventilation  of  any 
kind 

.        .        .        • 

•093 

•436 

•428 
•855 
•520 

•309 
•226 

•218 
•122 
•112 
•144 

•08 

•066 
•264 

•066 

•088 

•462 

1^307 

1-018 

•753 

•416 
•197 

•545 
•169 
•099 
•177 

•10 

•265 
1-867 

•044 

By  Mr.  W. 

A.  Mom. 


ByO.      . 
Fox,  H.D. 


^  The  amount  of  impurity  found  in  the  air  of  this  ward  gives,  I  should 
imagine,  a  fair  example  of  the  state  of  a  fully  occupied  ward  under  ordinary 
conditions. — W.  A.  M. 

'  These  analyses  show  a  considerable  variation  in  purity,  even  in  the 
same  individual.  It  appears  probable  that  a  far  larger  amount  of  organic 
matter  passes  into  the  air  from  the  skin  than  from  the  luugs. 


li 
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TheobMTva-  The  observations  that  were  conducted  some  years  ago 
okugow.  ^^  the  air  of  several  parts  of  the  city  of  Glasgow  by  E. 
M.  Dixon,  B.Sc.,  and  W.  J.  Dunnachie,  show,  as  regards 
its  organic  impurities,  two  maxima — one  towards  the  end 
of  August,  due  to  increased  temperature  which  is  the 
principal  factor  concerned  in  late  summer  in  the  greater 
activity  of  all  putrefactive  changes  in  nitrogenized  material, 
and  the  other  in  winter.  The  winter  maximum  simply 
indicated  the  amount  of  tangible  floating  soot  in  the  air, 
for  no  measures  were  taken  for  excluding  from  the 
absorbing  solutions  the  particles  of  soot  which  in  the  air 
of  such  a  smoky  city  as  Glasgow  are  particularly  abundant 
in  the  foggy  days  of  winter  when  there  is  an  extra  con- 

'■  sumption  of  coals.     If  a  small  particle  of  soot  is  shaken 

}|  violently  with  some  ammonia-free  distilled  water,  and  the 

mixture  is  analyzed  by  the  Wanklyn,  Chapman,  and 
Smith  process  of  water  analysis,  it  will  be  found  very 
difficult  to  extract  all  the  ammonia.  Particles  of  soot 
contain,  in  addition  to  a  great  deal  of  ammonia,  imperfectly 
consumed  organic  matter  derived  from  fires  and  manu- 
factories, which,  when  decomposed  by  boiling  with  caustic 
soda   and   permanganate   of  potassium,   yield   ammonia 

V  freely. 

}  The  proportion  of  organic  matter  in  air  is  also  estimated 

by  making  examinations  of  the  amount  contained  in  that 
Rain.  great  air-washer,  rain.  Bain  dissipates  the  deleterious 
gases  which  accumulate  and  float  over  towns  and  cities. 
It  brings  down  from  the  higher  regions  of  the  atmosphere 
a  more  salubrious  air,  and  by  the  flushing  of  drains  and 
cleansing  of  the  surface  of  the  country,  aids  in  the  preven- 
tion of  the  contamination  of  the  air  by  the  exhalations  of 
animals,  and  by  the  decomposition  of  animal  and  vegetable 
matter  which  is  incessantly  proceeding.  The  following 
analyses,  made  by  Dr.  Angus  Smith,  e\ince  very  important 
differences : — 


;» 
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Eain  Waters  collected  during  1869. 


Darmstadt,  February        .... 
Do.        during  a  thunderstorm,  May  26 
Zwingenburg,  near  Heidelberg,  July 
Heidelberg,  June  15 

Tyree,  May^ 

Kelly,  Wemyss  Bay,  south-west  wind,  June  2  to  15 
St.  Helens,  west  wind,  February  18  to  March  11 

Do.      April  23 

Manchester,  during  a  thunderstorm.     Rain  had  fallen 

heavily  just  before.     Collected  about  2 

feet  from  the  ground,  September  10    . 

Do.         2  feet  from  the  ground, behind  the  Literary 

and  Philosophical  Society,  September  . 


Albnminoid 

Ammonia. 

Rut  per 

MiUlon^Milligr. 

per  Litre. 

•30 

•075 

•15 

•087 

•30 

•075 

•15 

•20 


•079 


-25 


The  close  agreement  in  chemical  composition  as  re- 
gards the  amount  of  organic  matter  of  pure  air,  and  of  rain 
that  falls  through  country  air  far  away  from  animal  and 
vegetable  vitiating  agencies,  and  of  well  water  of  aver- 
age cleanliness,  cannot  but  attract  the  attention  of  the 
analytical  student  of  natura  About  '08  of  one  part  per 
million  appears  to  be  the  mean  amount  of  albuminoid 
ammonia  contained  in  air,  in  rain,  and  well  water  that 
has  not  received  any  extra  impurities  from  organic  life. 
The  study  of  the  compensatory  forces  of  nature,  as 
manifested  in  that  universal  tendency  to  a  restoration 
to  a  state  of  equilibrium  of  everything  that  has  to  some 
extent  departed  from  it,  may  well  occupy  the  minds  of 
those  whose  pursuits  lead  them  to  the  contemplation 
of  the  laws  by  which  this  world  is  governed  in  special 
relation  to  the  life  and  health  of  its  inhabitants. 


^  A  large  kelp  work  exists  on  the  island. 


OXIDES   OF    CARBON 

A.  Carbonic  Acid. — The  discomfort  which  we  exj:>erience 
in  badly  ventiluted  rooms  waa  formerly  considered  to 
be  occasioned  by  the  production  of  carbonic  acid.  We 
now  know  that  it  is  caused  mainly  by  organic  matter, 
and  that  an  excess  of  carbonic  acid  can  be  home  without 
ill  efi'ects,  if  the  air  be  free  from  deleterious  gases  and  an 
excess  of  oi^nic  impurity.  Still  the  amount  of  carbonic 
acid  is,  as  a  rule,  a  measure  of  other  accompanying  im- 
purities in  the  air,  for  it  is  almost  always  found  in  bad 
company. 

A  confidence  in  our  powers  of  measuring  very 
accurately  the  minutest  (quantities  of  carbonic  acid  is 
established  by  the  harmony  that  has  been  already 
shown  to  exist  on  page  230,  between  the  results  ob- 
tained by  analysts  on  air  of  varying  degrees  of  purity, 
wliich  is  atill  further  increased  by  our  study  of  such 
an  interesting  series  of  observations  of  air,  of  various 
degrees  of  impurity,  as  are  collected  together  iu  the  follow- 
ing Table : — 
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Carbonic  Acid  in   Public  and  Private   Buildings  in 
Leicester,  by  R  Weaver,  C.E.,  F.C.S.^ 


Nature  or  Wobkroom  or  Building. 


1.  Boot  and  shoe  finisher 

2.  Framework  knitter    . 

3.  Ditto  ditto 

4.  Boot  and  shoe  finisher 

5.  Needlemaker 

6.  Tailor's  workshop 

7.  Boot  and  shoe  finisher 

8.  Tailor's  workshop 

9.  Elastic  web  manufacturer 

10.  Fancy  hosier . 

11.  Boot  and  shoe  riveter 

12.  Riveting-room  of  boot  manufacturer 

13.  National  school :  Science  class-room 

14.  Ditto  Boys'  day-room 

15.  Ditto  Girls*  day-room 

16.  Ditto  Boys*  day-room 

17.  Ditto  Girls'  day-room 

18.  Police  Court:  The  Mayors'  parlour 

19.  Ditto        The  Town  Hall 

20.  Private  house  :  sitting-room 

21.  Worsted  spinner's  preparing-room 

22.  Ditto  aouoling-room 

23.  Town  Hall  during  Quarter  Sessions 

24.  Prisoners'  cell  in  police  station 

25.  Police  station  :  Sergeant's  office 

26.  Prisoners'  cell  at  Town  Hall 

27.  Spring  Assizes  :  Crown  Court ;  body  of  hall 

28.  Ditto  Ditto         gallery 

29.  Ditto  Nisi  Prius  Court ;  body  of  hall 

30.  Ditto  Ditto  gallery 

31.  Newspaper  office  ;  Compositors'  room 

32.  Ditto  Macuine  room 

33.  Ditto  Compositors'  room 
84.  Private  house  :  One  foot  from  floor  of  bedroom 

35.  Ditto         One  foot  from  ceiling  of  same  room 

36.  Ditto         One  foot  from  floor  of  bedroom 

37.  Ditto         One  foot  from  ceiling  of  same  room 

38.  National  school :  Infants*  room 

39.  Ditto  Girls' Room 

40.  Private  school  .... 

41.  Ditto       ..... 

42.  Elastic  web  manufactory :  The  lower  or  braid  room 

43.  Ditto  The  upper  or  weaving  room 

44.  Public  library  :  Reading-room 


Carbonic  acid 
per  100  of  air. 


•528 
•532 
•408 
•460 
•287 
•306 
•259 
•217 
•211 
•493 
•172 
•328 
•241 
•116 
•164 
•309 
•204 
•120 
•09S 
•304 
•106 
•174 
•153 
•103 
•203 
•081 
•196 
•290 
•134 
•169 
•111 
•123 
•149 
•102 
•150 
•116 
•164 
•154 
•139 
•120 
•121 
•178 
•328 
•206 


^  Lancet,  July  6,  August  3  and  17,  187^2. 

R 


242 


OXIDES   OF   CARBON 


Mr.  Weaver  points  out  that  the  condition  of  the  air 
in  the  sitting-nx>m  of  a  private  house,  Na  20,  illustrates 
that  of  a  great  nunil>er  of  unventilated  dwellings  occupied 
by  meelianios  antl  clerks,  where  gas  is  burning.^ 

The  higher  ]>ercentage  of  carbonic  acid  in  the  galleries, 
as  shown  bv  the  ol>servations  Nos.  27  to  30,  testifies  to 
the  fact  of  its  ascension  with  the  aerial  currents,  and  that 
tliere  is  no  tendencv  towards  accumulation  in  the  lower 
strata  of  air  from  greater  specific  gravity,  as  has  been 
sonictuues  stated. 


^ 


Cakboxic  Acid  ix  Loxdox,  Maxchester,  New  York, 
CoRXWALL,  roRTSMOUTH,  and  elscwherc. 

By  Dt^  Smith  anil  Bemays,  F.  de  Chaumont,  and  oiher& 


Chancerj'  Court,  cK)5H.h1  doors,  7    fi'et  from  grouiid, 
March  3 

Same,  3  feet  from  gnuimi 

Strand  Theatn*,  gallery,  10  p.m. 

Surrey  Theatn*,  boxes,  March  7,  1.03  p.m 
),  n  „      March  7,  12  p.m.  . 

Olympic,  11.30  p.m 

„         11.55  P.M 

Victoria  Tlieatre,  l)oxe8,  March  24,  10  p.m. 

Hayroarket  Tlieatre,  dress  circle,  March  18,  1 1.30  p.m 

Qneen'a  Ward,  St  Thomas*  Hospital,  3.25  p.m. 


Edwards* 


n 


»» 


3.30  p.m.  . 


Percentage  bj 
Tolame. 


•103 
•203 
101 
•111 
•218 
•0817 
•1014 
•126 
•0757 
•040 
•052 


*  All  gas  shareholders  should  weleonie  the  advent  of  the  electric  light 
for  domestic  purposes  when  they  consider  the  deteriorating  effect  on  the 
air  we  breathe  of  our  present  illuminating  agents. 


Argand  gas  burner 
Petroluum  lamp 
Colza 

Paraffin  candle 
Tallow    . 
Electric  light . 


Carbonic  acid. 

46 

•96 

1-00 

1  -22 

1-45 

0 


^^^ABn 
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Pavilion,  10.11  p.m.,  April  9. 

City  of  London  Theatre,  pit,  11.15  p.m.,  April  16 

Standard  Theatre,  pit,  11  p.m.,  April  16. 

Stable  for  horses  :  ;^ole  Militaire   . 

Crowded  girls*  schoolroom,  seventy  girls  (Pettenkofer) 

Mean  amount  in  a  dwelling-house,  during  the  day 

In  a  bedroom  at  night  with  closed  windows 

„         „  „         partly  open 

Sleeping  cabin  of  Dublin  Canal  boat  (Cameron) 
Unventilated  barracks  in,  London  (Ro?coe) 
Tombs  Prison  (male  department),   New   York    (H 

Endemann)        ..... 
Fulton  Market,  New  York  (H.  Endemann) 
Manchester  streets,  ordinary  weather 
Where  fields  begin 
About  middens      .... 
In  workshops         .... 
In  theatres,  worst  part,  as  much  as. 
In  mines,  largest  amount  found  in  Cornwall 
In  mines,  average  of  339  specimens 


Percentage  by 
volume. 

•162 

•262 

•320 

•700 

•723 

•068 

•230 

•082 

•96 

•124 

•147 
•084 
•0403 
•0369 
•0774 
•3000 
•3200 
2-5000 
•7850 


Dr.  F.  de  Chaumont's  estimations  of  the  amount  of 
carbonic  acid  in  the  air  of  barracks,  hospitals,  and  prisons 
are  interesting : — 

Barracks, 


Gosport  New  Barracks   . 

Anglesea  Barracks . 

Aldershot 

Chelsea 

Tower  of  London  . 

Fort  Elson  (Casemate)    . 

Fort  Brockhurst  (Casemate) 


Per  cent. 
•06 
•14 
•049 
•07 
•13 
•12 
•08 


Military  atid  Civil  HotpitaU. 

Portsmouth  Garrison  Hospital 

„  Civil  Infirmary    .... 

Herbert  Hospital   ...... 

Hilsea 


>> 


•097 
•092 
•047 
•057 
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Military  and  Civil  Prisons, 

Aldershot  Military  Prison — Cells    . 
Gosport         „  „  „        .         .         . 

Chatham  Convict        „  »        • 

Pentonville  Prison — Cells  (Jebb's  system) 


Per  cent. 
•166 
•13 
'169 
•09 


Dr.  Endeinann  obtained  seventeen  samples  of  air  from 
the  public  schools  of  America,  and  found  carbonic  acid 
varying  in  amounts  from  '09  to  '35  parts  in  100 ;  or,  in 
other  words,  from  more  than  twice  to  nearly  nine  times 
the  normal  quantity.  He  gives  the  following  tabular 
results,  obtained  from  some  of  the  public  schools  in  New 
York :— 


Schools, 

Percent. 

Elm  Street 

•146 

Roosevelt  Street     ..... 

•195 

Thirteenth  Street,  near  Sixth  Avt^nue 

•281 

Thirteenth  Street,  near  Seventh  Avenue . 

•213 

Greenwich  Street  ..... 

•176 

Vandewater  Street          .... 

•147 

Madison  Street,  near  Jackson .         .         .         , 

•242 

Dr.  Breiting  made  a  series  of  fourteen  experiments  on 
the  quantity  of  carbonic  acid  contained  in  the  air  of  some 
schoolrooms,  commencing  at  7.45  A.M.,  and  continued  to 
4  P.M.  in  a  room  of  251*61  cubic  metres  capacity,  and 
containing  64  children.  The  amount  of  carbonic  acid 
was  said  to  vary  from  2  21  to  9*36  per  cent  (!). 

Herr  K  Schulz  found  in  a  clubroom  -37  per  cent,  and 
in  a  schoolroom  an  amount  of  carbonic  acid  varying  from 
•14  to  *35  per  cent. 

Dr.  Snow  has  concluded  from  his  experiments  on 
animals  "  that  5  or  6  per  cent  by  volume  of  carbonic  acid 
cannot  exist  in  the  air  without  danger  of  life,  and  that 
less  than  half  this  amount  will  soon  be  fatal,  when  it  is 
formed  at  the  expense  of  the  oxygen  of  the  air." 
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My  own  determinations  of  the  amount  of  carbonic 
acid  in  air  of  different  degrees  of  purity  teach  no  more 
than  do  the  foregoing  analyses,  so  that  I  will  not  trouble 
the  reader  at  present  with  any  more  tabular  matter. 

The  purest  air — namely,  that  resting  on  the  sea,  and 
on  the  sides  of  the  highest  mountains — is  thus  seen  to 
possess  rather  more  than  '03  per  cent  of  carbonic  acid, 
which  is  often  increased  in  the  streets  of  cities  to  '04,  an 
amount  which  may  be  doubled  in  foggy  weather.  Much 
discussion  has  taken  place  at  various  times  as  to  whether 
carbonic  acid  is  a  positive  poison  or  simply  an  asphyxiating 
gas.  It  has  now  been  pretty  clearly  established  that  this 
gas  is  a  distinct  poison  when  diluted  with  air,  but  that,  in 
a  pure  or  unmixed  state,  as  it  is  sometimes  found  in  a 
beer  vat  or  old  well,  it  extinguishes  life  in  a  mechanical 
manner,  by  immediately  suffocating  any  one  who  may  be 
immersed  in  it. 

The  presence  or  absence  of  injurious  bodies  in  air 
(such  as  hydrogen  sulphide,  methyl  hydride,  hydrogen, 
organic  matter,  sulphurous  acid,  ammonia,  anmionium 
sulphides),  and  the  amount  of  oxygen  it  contains,  must 
not  be  lost  sight  of  in  judging  of  the  effects  of  carbonic 
acid  on  the  human  frame.  It  has  been  a  subject  of 
wonder  that  people  have  been  but  slightly  inconvenienced 
by  an  exposure  to  the  air  of  places  where  brewing  is 
going  on,  or  soda  water  is  being  manufactured,  where, 
indeed,  the  air  contains  perhaps  about  "20  per  cent  of 
carbonic  acid.  In  such  cases  the  gas  diluted  with  air  is 
unmingled  with  unwholesome  accessories  as  organic 
matter,  sulphur  compounds,  etc.  Such  air  in  a  closed 
chamber  will  give  to  any  one  who  exposes  himself  to  it  a 
severe  headache.  We  all,  indeed,  avoid  an  atmosphere 
containing  -10  per  cent  of  carbonic  acid  in  crowded 
rooms.  Animals  can  be  kept  alive  for  a  long  period  in 
an  atmosphere  highly  charged  with  it  if  oxygen  be  added. 
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The  body,  when  exposed  to  air  containing  a  large  excess  of 
carbonic  acid  (-30  per  cent),8ufifers  a  reduction  in  the  heart's 
action  and  an  acceleration  of  respiration.  These  effects 
have  been  found  to  be  produced  when  the  influence  of  the 
organic  matter  and  otlier  foreign  bodies  is  eliminated. 
continwEi  Estimates  of  the  enormous  quantities  of  this  gas  that 
tbeair.  ^rc  daily  and  hourly  poured  forth  by  our  cities  would  be 
alarming  indeed  were  we  not  consoled  by  the  knowledge 
of  the  rapid  distribution  of  gases  by  diffusion,^  which 
tends  to  maintain  a  state  of  equilibrium  in  the  constitu- 
tion of  the  air.  Dr.  Smith  assures  us  that  15,066  tons 
of  carbonic  acid  are  daily  passed  by  the  city  of  Manchester 
into  the  air  that  envelopes  it,*  and  Dr.  F.  de  Chaumont 

^  The  influence  of  condensed  aqueous  yapour  in  the  air  which  inteiferei 
with  this  difFusion  is  well  8ho\^'n  by  the  hourly  experiments  of  Otto  Hehner 
during  a  Loudon  fog.        Percentage  of  Carbonic  Acid  by  Volume. 

•10 
•08 
•09 

•04  obtained  during  the  mo- 
mentary liftiiig  of  the  fog. 
•07 

It  has  been  declared  by  Dr.  Fninkland  and  others  that  if  London  is 
to  bo  freed  from  suffocating  fogs,  the  importation  of  bituminous  coal  into 
the  metropolis  must  be  forbidden,  and  smokeless  coal  and  coke  be 
substituted.  If  that  sweeping  measure  should  ever  bo  carried  out,  it 
would  be  necessary  to  make  it  compulsory  that  every  room  should  have  a 
chinmcy,  as  the  consumption  of  smokeless  fuel  in  the  sha|)e  of  coke,  etc, 
in  rooms  without  flues  has  ])roduced  so  many  fatal  accidents.  Smoke, 
however,  ia  not  the  only  cause  of  fog,  for  Prof.  Dewar  has  shown  that 
aqueous  vapour  has  a  tendency  to  condense  into  mist  in  the  presence  of  a 
mere  trace  of  sulphurous  acid,  which  is  an  unavoidable  product  of  the 
combustion  of  all  kinds  of  coal  and  coke. 

'  M'Dougal  {Chemical  Xews,  ix.  30),  under  Roscoe's  direction,  deter- 
mined on  two  difl*erent  days  the  amount  of  carbonic  acid  in  the  air  of 
Manchester.  As  a  mean  of  46  analyses,  the  air  from  the  centre  of 
Manchester  was  found  to  contain  '039  per  cent  of  carbonic  acid  (max. 
'056,  min.  '028),  whilst  the  air  four  miles  from  the  city  exhibited  as  a 
mean  of  eight  determinations  *04  per  cent  Hence  Roscoe  concludes  that 
in  open  places  the  influence  of  combustion  and  respiration  processes  is 
completely  neutralized  by  the  movements  of  the  air. 
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states  that  822,000,000  cubic  feet  of  this  gas  are 
generated  in  London  per  day,  or  more  than  9500  cubic 
feet  every  second.  In  consequence  of  the  possession  of 
most  wonderful  self-purifying  properties,  which  are  partly 
due  to  its  powers  of  oxidation  and  partly  to  the  physical 
changes  that  are  unceasingly  occurring  in  its  condition, 
through  the  agency  of  currents,  storms,  rains,  changes  of 
temperature,  etc.,  the  vast  aerial  sea  maintains  a  uniformity 
of  composition  so  marvellous  as  to  strike  with  awe  the 
student  of  the  mighty  forces  of  natura 

B.  Carbonic  Oxide,  which  is  a  most  poisonous  gas,  is  carbonic 
a  product  of  combustion,  and  is  to  be  found  in  the  air  of 
towns,  where  it  is  so  diluted  as  to  do  but  slight  injury. 

Public  buildings,  churches,  colleges,  schools,  barracks, 
etc.,  are  very  often  heated  by  means  of  coke-burning  iron 
stoves,  some  of  which  are  provided  with  troughs  and  pans 
of  water  to  counteract  the  aridity  of  the  air  which  they 
are  supposed  to  induce. 

In  the  United  States  anthracite  (called  in  Ireland 
"Kilkenny  coal"  and  in  Scotland  "blind  coal"),  which 
bears  a  great  resemblance  to  coke,  and  is  equally  objec- 
tionable as  ordinarily  consumed,  is  most  extensively  used. 
Dr  Derby  asserts  ^  that  "  ninety-nine  dwelling  houses  out 
of  a  hundred  in  Boston  are,  in  whole  or  in  part,  warmed 
by  this  fuel,  burned  in  iron  stoves,  or  in  the  iron  fire-pot 
of  a  furnace,  which  is  but  a  stove  in  another  form." 

Many  people  of  nervous  and  sanguine  temperaments, 
especially  the  plethoric,  most  of  those  indeed  who  are 
sensitive  to  changes  in  atmospheric  states  and  conditions, 
are  afifected  injuriously  if  they  remain  for  some  time  in  a 
room  or  office  warmed  by  an  iron  stove  in  which  coke  is 
consumed.  They  experience  a  languor  and  oppression ; 
in  fact,  a  sense  of  mcdaisey  and  sometimes  a  difficulty 
of  breathing,  slight  dizziness,  confusion  of  ideas,  headache 

*  ArUhraciU  and  Health. 
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accompanied  by  a  feeling  as  if  a  tight  band  encircled  the 
forehead  and  temples,  in  oBe  word,  the  ejTnptoraa  of 
narcotic  poisoning,  which  are  speedily  dissipated  on  re- 
moval to  the  fresh  air. 

Now,  what  poisonous  gases  are  generated  by  the 
combustion  of  coke,  coal,  etc.  ?  Carbonic  oxide,  car- 
bonic acid,  the  carburetted  hydrogen  gases,  and  sulphurous 
acid. 

The  last  named,  which  is  so  abundant  in  the  air  of 
coal  and  gas  burning  towns '  (where  it  serves  a  useful 
purpose,  being  a  powerful  disinfectant),  hardly  deserves 
to  be  placed  iu  juxtaposition  with  such  deadly  agents  as 
carbonic  oxide  and  carbonic  acid. 

The  light  and  hea\-y  carburetted  hydrogen  gases  may 
be  excluded  from  our  consideration,  for  they  pass  off  iu 
comparatively  minute  quantities  in  an  unconsumcd  state. 
As  the  carbonic  acid,  which  is  produced  by  the  lower 
layer  of  burning  matter  forming  the  fire,  rises  through 
the  heated  mass  above,  it  unites  with  more  carixin  and 
becomes  clianged  into  carbonic  oxide.  This  latter  gas 
may  sometimes  be  seen  burning  on  the  surface,  and 
yielding  a  pale  blue  flame.  When  it  burns  iu  contact 
with  air,  carbonic  acid  is  reproduced.  The  presence  of 
carbonic  oxide  is  a  sign  of  imperfect  combustion.  Tiie 
loss  of  heating  power  wlieu  this  gas  escapes  from  a  stove 
lias  been  estimated  at  67  per  cent. 

Carbonic  oxide  is  believed  by  all  to  be  a  most  virulent 
poison,  even  m  tke  »malUat  iptantities.  It  is,  if  quite  pure, 
so  free  from  odour  and  creates  so  little  inconvenience  that, 
when  present  in  the  air,  it  is  apt  to  be  breathed  uncon- 
sciously until  the  efiects  of  it  are  felt.  It  is  said  to  be 
evolved  by  the  common  puff  ball  when  burnt,  the  fuoiea 

*  Oue  of  tbc  causes  of  tlio  diSioultj  wliich  U  cxperionceil  id  cultintlng 
trsM  «nd  sliriihs  in  cities  ia  to  be  found  iu  the  presence  of  tliis  acid,  which 
is  biglilj'  dctttrouliTB  to  certain  kinds  of  i>Ibu[s. 
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from  which  have  been  employed  for  centuries  to  narcotize 
bees,  before  taking  the  honey  from  the  hive. 

As  both  carbonic  acid  and  carbonic  oxide  gases  are 
given  ofl*  in  the  combustion  of  coke,  anthracite,  and  char- 
coal; and  as  deleterious  effects  may  be  occasioned  by 
either,  and  especially  by  the  carbonic  oxide,  any  escape 
of  them  into  the  air  we  breathe  is  to  be  carefully  guarded 
against.  Claude  Bernard  and  M.  Guerard  both  assure 
us  that  a  mixture  of  these  gases  is  more  hurtful  than  either 
respired  alone. 

When  coke  or  anthracite,  which  do  not  contain  the 
illuminating  gases,  and  which  burn  without  flame  and 
smoke,  are  used  in  our  fire-grates,  we  can  generally 
perceive  an  odour  of  sulphurous  acid  on  the  addition  of 
fresh  fuel,  by  placing  the  face  close  to  the  mantel-shelf 
If  this  acid,  wliich  is  detected  by  its  irritating  fumes, 
escapes  then  into  our  rooms,  it  may  be  fairly  presumed 
that  the  inodorous  gases,  carbonic  oxide  and  carbonic 
acid,  which  are  simultaneously  developed,  are  associated 
with  it. 

Some  may  inquire,  "Is  it  then  unadvisable  to  bumcokewa 
coke  in  open  fire-grates  ?"  I  will  answer  this  question '^*^* 
by  narrating  an  incident  that  once  came  under  my 
notice.  An  extremely  delicate  child,  afflicted  with  a 
pulmonary  affection,  was  ordered,  during  the  prevalence 
of  the  easterly  winds,  to  be  confined  to  a  suite  of  rooms, 
all  maintained  at  one  temperature,  during  both  day  and 
night,  by  coal  fires  in  open  fire-grates.  As  coals  were 
very  expensive,  the  mother  after  a  time  adopted  the 
economical  measure  of  burning  coke.  On  entering  the 
sitting-room,  after  the  introduction  of  the  coke,  to  visit 
the  little  patient,  I  experienced  a  sense  of  general 
oppression,  of  weight  about  the  head,  and  a  difficulty  in 
breatliing  air  which  seemed  to  have  lost  all  freshness. 
The  child  was  suffering  from  the  symptoms  of  narcotic 
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poisoning.  She  complained  of  great  lassitude  and  of  "  & 
feeling  as  if  a  band  was  tightly  bound  around  the  fore- 
head."    The  rooms  were  not  again  warmed  by  this  fiieL 

It  is  to  be  observed  that  those  who  are  unaccustomed 
to  remain  in  rooms  warmed  by  iron  coke-burning  stoves 
are  more  liable  to  be  unpleasantly  affected  than  those 
who  are  frequently  near  them.  There  is  a  certain 
tolerance  of  the  poison  of  carbonic  oxide  acquired  in 
time  by  those  who  habitually  breathe  it  in  small  amounts, 
such  as  is  seen  in  the  case  of  arsenic,  opium,  etc.  With 
respect  to  the  formation  of  carbonic  oxide  hfemoglobulin 
in  the  blood — a  substance  possessing  a  characteristic 
spectrum — I  must  refer  to  my  paper  on  Coke  written 
some  years  ago.' 

Americans  appear  to  be  fully  alive  to  the  danger  of 
the  poisoning  of  the  air  they  breathe  with  carbon  mon- 
oxide, and  now  employ  wrought-iron  stoves,  wliich  are 
but  slightly,  if  at  all,  permeable  to  gases.  They  are 
formed  of  plates  riveted  together  as  tightly  as  those  of  a 
steam  boiler,  so  that  the  stove  is  practically  of  one  piece. 
Stoves  constructed  of  Russian  sheet-iron  (rolled  iron 
covered  wi,th  a  silicious  glaze)  have  also  been  employed. 
The  Germans  appear  to  be  only  partially  aware  of  the 
injury  attendant  on  the  use  of  porous  stoves.*  As  the 
majority  of  their  earthenware  stoves  are  covered  with  a 
silicious  glaze,  they  suffer  rather  from  the  dryness  of  the 
air  which  they  occasion  than  from  the  escape  of  poisonous 


The  Englisli  seem  perfectly  insensible  at  present  to 
tliis  danger  to  health,  although  it  has  been  pointed  out 
by  myself '  and  others  for  years. 

1  "Coke  M  It  Fuel,  iu  KolBlion  to  Hygic-ne,"  in  PiMrun  Prevtntio*. 
'   I'iil'  Haller's  "Die  Liiftang  Hud  Ervtirmaiig der  Eiuderstnbe  nnd 
ilea  Kniiiken  ZimmerB." 
'  Op.  «(. 
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The  render  may  imagine  that,  as  stoves  are  furnished 
with  flues,  every  provision  is  made  for  the  removal  of  all  the 
products  of  combustion  into  the  outer  air.  Unfortunately 
these  poisonous  oxides  of  carbon  do  not  all  pass  away  by 
this  outlet,  but  enter  the  rooms  which  the  stove  is  designed 
to  warm  in  three  ways ;  (a)  through  the  iron ;  (b)  at  the 
junctions  of  the  separate  pieces  of  which  a  stove  is  made ; 
and  (c)  in  consequence  of  downward  currents  of  air. 

The  second  and  third  modes  of  exit  are  readily 
intelligible,  but  the  first  requires  some  explanation. 
MM.  St.  Claire  Deville  and  Troost  have  discovered  that 
iron  and  several  other  metals  permit,  when  heated,  the 
passage  through  them  of  the  gases  of  combustion.  They 
write,  "  The  porosity  results  from  the  dilatation  induced 
by  heat  in  the  intermolecular  spaces."  The  researches  of 
Tyndall  on  the  penetration  of  metals  by  gases,  and  of 
Graham  on  the  absorption  of  carbonic  oxide  by  iron, 
corroborate  these  experiments. 

M.  Dumas  has  distinctly  shown  ^  that  a  portion  of  the 
carbonic  acid  evolved  during  combustion  is  changed  by 
heated  iron  into  carbonic  oxide.  It  is  by  virtue  of  the 
absorptive  power  possessed  by  iron  that  this  metal  is 
converted  into  steel.  We  learn  from  Dr.  Derby's  little 
work,  before  alluded  to,  that  so  long  ago  as  1865  Velpeau 
communicated  to  tlie  French  Academy  some  observations 
of  Dr.  Garret,  as  to  the  unhappy  influences  on  the  health 
which  attend  the  use  of  cast-iron  stoves.  General  Morin 
interested  himself  in  the  matter,  and  asked  MM.  St.  Claire 
Deville  and  Troost  to  analyze  the  air  encircling  a  heated 
stove. 

Tliese  chemists  found:  (1)  that  tubes  of  cast  iron  are 
incapable  of  maintaining  a  vacuum ;  ^  (2)  that  carbonic 

*  C(yinptc3  Iteiulus,  August  26,  1872. 

^  The  soil  in  whicli  pipes  containing  illuminating  gas  aro  embecided 
has  often  a  powerful  odour  of  it,  and  is  frequently  much  discoloured.    This 
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oxide,  carlionic  acid,  and  hydrogen  gasea  pass  tlirotigh 
iron,  and  to  a  still  greater  degree  throiigli  cast  iron;  and 
(3)  that  carbonic  oxide,  absorbed  in  our  atoves  by  the 
internal  surface  of  the  cast  iron,  diffuses  itself  ixoiu  the 
external  surface  into  the  atmosphere,  and  that  this  process 
goes  on  contiimnusly.  They  have  besides  determined  the 
quantity  of  the  oxides  of  carbon  present  iu  Hie  air 
surrounding  heated  stoves,  and  the  proportion  of  carlmnic 
oxide  which  permeates  through  a  given  surface  of  a  cast- 
iron  stove,  as  well  as  that  which  the  metal  absorbs  and 
retains.'  Tlie  passage  of  the  comparatively  harmless  sul- 
phurous acid  tlirough  tlie  crystidline  stnicture  of  cast-iron 
stoves  is  often  reeognized  by  its  pungent  and  peculiar  smell 
Wolffhiigel  and  Prof  Ira  liemsen  have  expressed 
doubts-  as  to  the  permeability  of  cast  iron  to  carlramc 
oxide.  The  latter  did  not  find  in  the  air  around  heated 
cast-iron  stoves  more  than  '04  per  cent  of  this  gas.  The 
Vogel-Hempel  (which  seems  the  most  delicate  known) 
method*  of  testing  for  its  presence  does  not  enable  the 

U.  without  douht,  partly  Mcssimirf  by  los»  thrangli  the  wnlla  of  tho 
pipee ;  to  gnurd  iiji;aingt  nliich,  so  far  >s  U  practicablv,  gas  companies  t«st 
tlieir  pipes  hy  submitting  them  to  a  powerful  pressure,  ami  lay  them  in  a 
wiiCT«t«,  comjioaed  of  lime,  ctc.whkliitilliKringto  tlicin  formaaprotectim 
coating  tliat  Isssens  tlie  uspape. 

'  Tlie  important  experiments  of  these  chemists  are  i^utained  in  Con^ttet 
lUndta,  T.  67.  18«8.  stid  T.  69.  1884. 

*  "  Carbook  Oxiiie  u  a  M>Dri.'e  orDiinger  to  Hvslth  in  apartaipots  hnted 
by  Csst-iroD  Fumaues  or  Stoves,"  in  NatiuJinl  Board  of  Ifrallh  BulUlin, 
Jane  25,  1S31. 

»  Tim  Proftaaor  ["referB  this  method  to  that  of  S.  von  Fodor,  in  wliicll 
the  blond  of  an  animal  exposed  to  carbonic  cixidu  ia  shaken  with  ammoniom 
sulphide — a  test  that  reddens  the  blood  if  the  poison  bo  proaent  and  rcnden 
il  violet  if  not  present  This  Vogul-Hempcl  method  consists  in  allowing 
a  mouse  lo  breathe  the  anspected  air,  in  killtiig  the  animal,  in  mnoTiug  a 
little  of  ita  blood  and  dUuting  it  with  water,  ancl  in  examining  it  with  a 
tipectroscope.  The  two  bands  eharacteristic  of  jiure  blood  are  replactil,  iu 
poisoning  liy  carbonic  oxide,  b;  a  brood  indistinct  shadow,  not  to  be 
n^inored  by  ammoiiiiim  aulphitto,  which  causes  th«  UiMpgieoranee  oF  th« 
bunds  of  pure  blood. 
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chemist  to  detect  a  smaller  quantity.  Carbonic  oxide  prob- 
ably exerts  its  action  in  the  most  minute  doses.  Whatever 
scientific  chemists  may  or  may  not  be  able  to  discover, 
the  fact  remains  that  physicians  occasionally  encounter 
cases  of  poisoning  from  carbonic  oxide  when  coke  is  burnt 
in  open  grates,  and  that  cases  with  identical  symptoms 
occur  when  cast-iron  stoves  are  employed.  (Vide  cases 
of  poisoning  by  coke  fumes  in  British  Medical  Journal, 
March  6,  1875,  and  in  Lancet  of  February  14,  1883.) 

The  most  pleasant  and  grateful  of  all  the  artificial 
kinds  of  heat  is  obtained  by  the  consumption  of  coal  in 
open  fireplaces,  although  as  at  present  managed  it  is 
exceedingly  wasteful.  The  quality  of  heat  thus  imparted 
is,  according  to  my  experience,  more  conducive  to  health 
than  that  supplied  by  any  other  fueL  Ventilation  is 
also  promoted  by  open  fire-grates — an  ordinary  fire 
drawing  about  150  cubic  feet  of  air  per  minute.  A 
brightly  burning  fire  is  an  enlivening  object,  and  tends 
much  to  render  home  attractive  by  its  stimulating  influ- 
ence on  the  spirits.  These  beneficial  impressions  on  the 
nervous  system  are  denied  us  by  the  cheerless  stoves. 

Provided  there  is  a  powerful  draught  in  a  fireplace, 
coke  may  generally  be  burnt  in  it,  mixed  in  small  propor- 
tians  with  coal,  without  causing  a  disturbance  of  nervous 
functions.  The  draught  in  a  chimney  can  of  course  be 
easily  increased,  if  it  is  insufficient,  by  either  lengthening 
the  flue  or  diminishing  the  size  of  it  near  the  fire. 
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oxide,  carbonic  acid,  and  hydrogen  gases  pass  through 
iron,  and  to  a  still  greater  degree  through  cast  iron ;  and 
(3)  that  carbonic  oxide,  absorbed  in  our  stoves  by  the 
internal  surface  of  the  cast  iron,  diffuses  itself  from  the 
external  surface  into  the  atmosphere,  and  that  this  process 
goes  on  continuously.  They  have  besides  deteimined  the 
quantity  of  the  oxides  of  carlwin  present  in  the  air 
surrounding  lieated  stoves,  and  the  proportion  of  carljonic 
oxide  which  permeates  through  a  given  surface  of  a  cast- 
iron  stove,  as  well  as  that  which  the  metal  absorbs  and 
retains.^  The  passage  of  the  comparatively  harmless  sul- 
phtirous  acid  through  the  erj'stalline  stmcture  of  cast-iron 
stoves  is  often  recognized  by  its  pungent  and  peculiar  smelL 
Wolffliiigel  and  Pi^ot  Ira  Hemsen  have  expressed 
doubts*  as  to  the  permeability  of  cast  iron  to  carbonic 
oxide.  The  latter  did  not  find  in  the  air  around  heated 
east-iron  stoves  more  than  '04  per  cent  of  this  gas.  The 
Vogel -HemiKil  (which  seems  tlie  most  delicate  known) 
method*  of  testing  for  its  presence  does  not  enable  the 

in.  without  (loulit,  pirtiy  occasioned  by  loss  Ihroagh  the  walls  of  the 
pipes ;  to  gunrd  ngainst  which,  so  far  m  ie  practicable,  gas  compaoies  tMt 
their  pipes  liy  Hubmitting  them  to  a  poirerrul  pressure,  and  lay  them  in  a 
wncretv,  composed  of  lime,  elc,  which  adhering  to  tliem  rorms  a  protectiva 
coating  that  losacns  tbe  ear^ape. 

'  The  important  Dxporitnents  of  these  chcmisCa  are  conUiiDod  in  CoMpltt 
Btmdut,  T.  57.  18B3,  and  T.  B9,  ISe*. 

'  "Carhonic  Oxide  as  n  source  of  Danger  to  Health  in  apartments  hoated 
hy  Cnst-iroa  Kiirnacea  or  Stovua,"  in  yalionat  Buard  of  Nmtlk  Buliaim, 
June  25,  18S1. 

'  ThB  Professor  prefers  this  method  to  thai  of  S.  von  Fodor,  in  which 
the  blood  of  an  animal  exposed  to  carbonic  oiido  is  sUakcn  with  ammoDiam 
aulphido — a  test  that  rcdcjons  the  blood  if  the  poison  be  present  and  render* 
it  vioUt  if  not  present.  This  Vogol-Hcmpcl  method  consists  in  alloiring 
a  mouse  to  breathe  the  suspected  air,  in  killing  the  animal,  in  removing  m. 
little  of  its  blood  and  ililiiting  it  with  water,  and  in  examining  it  with  ■ 
Kpectroscope.  Tlie  two  bands  characteristic  of  pure  blood  are  replaced,  in 
poieoniug  by  carboiiic  oxide,  by  a  broad  indistinct  (shadow,  not  to  be 
mnoved  by  amtnoniaui  sulphide,  which  causes  the  disapiieamnce  of  tbe 
bnnda  of  pure  blood. 
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chemist  to  detect  a  smaller  quantity.  Carbonic  oxide  prob- 
ably exerts  its  action  in  the  most  minute  doses.  Whatever 
scientific  chemists  may  or  may  not  be  able  to  discover, 
the  fact  remains  that  physicians  occasionally  encounter 
cases  of  poisoning  from  carbonic  oxide  when  coke  is  burnt 
in  open  grates,  and  that  cases  with  identical  symptoms 
occur  when  cast-iron  stoves  are  employed.  (Vide  cases 
of  poisoning  by  coke  fumes  in  British  Medical  Journal, 
March  6,  1875,  and  in  Lancet  of  February  14,  1883.) 

The  most  pleasant  and  grateful  of  all  the  artificial 
kinds  of  heat  is  obtained  by  the  consumption  of  coal  in 
open  fireplaces,  although  as  at  present  managed  it  is 
exceedingly  wasteful.  The  quality  of  heat  thus  imparted 
is,  according  to  my  experience,  more  conducive  to  health 
than  that  supplied  by  any  other  fuel.  Ventilation  is 
also  promoted  by  open  fire-grates — an  ordinary  fire 
drawing  about  150  cubic  feet  of  air  per  minute.  A 
brightly  burning  fire  is  an  enlivening  object,  and  tends 
much  to  render  home  attractive  by  its  stimulating  influ- 
ence on  the  spirits.  These  beneficial  impressions  on  the 
nervous  system  are  denied  us  by  the  cheerless  stoves. 

Provided  there  is  a  powerful  draught  in  a  fireplace, 
coke  may  generally  be  burnt  in  it,  mixed  in  small  propor- 
tions  toith  coal,  without  causing  a  disturbance  of  nervous 
functions.  The  draught  in  a  chimney  can  of  course  be 
easily  increased,  if  it  is  insufficient,  by  either  lengthening 
the  flue  or  diminishing  the  size  of  it  near  the  fire. 


CHArXER   XX 

PUTREFACTIVE    PROCESSES,  SEWAGE    EMANATIONS,  AND 

EXCREMENTAL   FILTH 

Putrefactive  The  putrefactive  changes  that  occur  in  organic  matter  are 
always  associated  with  micro-organisms,  and  are  generally 
accompanied  by  the  production  of  gases  and  vapours. 
Warmth  and  moisture  favour,  and  cold  and  dryness  retard, 
these  putrid  decompositions.  "  The  ferments,  so  far  as  we 
know  them,"  writes  Mr.  Simon,^  "  show  no  power  of  active 
diffusion  in  dry  air;  diffusing  in  it  only  as  they  are 
passively  wafted,  and  then  probably,  if  the  air  be  freely 
open,  not  carrying  their  vitality  far ;  but  as  moisture  is 
their  normal  medium,  currents  of  humid  air  (as  from 
sewers  and  drains)  can  doubtless  lift  them  in  their  full 
effectiveness,  and  if  into  houses  or  confined  exterior 
spaces,  then  with  their  chief  chances  of  remaining 
effective ;  and  ill-ventilated,  low-lying  localities,  if  unclean 
as  regards  the  removal  of  their  refuse,  may  especially  be 
expected  to  have  these  ferments  present  in  their  common 
atmosphere,  as  well  as,  of  course,  teeming  in  their  soil 
and  ground  water."  Pyaemia  may  probably  be  produced 
in  the  form  of  putrid  infection  or  intoxication  by  a  septic 
poison,  which  can  be  isolated  by  processes  destructive  of 
every  living  organism,  and  also  by  a  septic  poison  which 
is  the  product  of  certain  micro-organisms. 

*  Filth  Diseases,  in  Report  of  Medical  Officer  of  Privy  Council  and 
Local  Government  Board.     New  Series,  No.  II.  1874. 
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Sewer  gas,  which  is  one  of  the  media  for  the  convey-  sewage 
ance  of  the  poisons  of  the  filth  diseases,  including*™* 
erysipelas,^  has  been  found  on  analysis  to  be  somewhat 
variable  in  composition.  The  examinations  of  diflferent 
analysts  agree  in  noting  a  diminution  of  oxygen  and 
increase  of  carbonic  acid,  with  small  proportions  of 
hydrogen  sulphide,  carburetted  hydrogen,  and  sulphide 
of  ammonium.  The  characteristic  foetid  odour  of  sewer 
gas  is  due  to  some  organic  vapour  of  carbo-ammoniacal 
origin,  the  precise  composition  of  which  has  not  yet  been 
determined.  Sewage  and  cesspool  effluvia  are  well  known 
to  be  injurious  to  the  health  of  animal  and  vegetable  life, 
even  when  mixed  in  small  quantities  with  the  air.  The 
only  forms  of  life  that  thrive  in  air  thus  polluted  are 
certain  of  the  bacteria  and  fungi,  and  other  of  the  scaveng- 
ing families  of  creation. 

As  to  the  fouling  of  the  air  we  breathe  with  excre-Bxcre- 
mental  filth,  generally  dried  and  wafted  about  as  dust,"*""^"*^ 
and  its  connection  with  the  spread  of  such  diseases  as 
cholera  and  typhoid  and  other  of  those  loathsome  filth 
diseases,  the  subject  is  too  disgusting  to  treat  of.  I 
would  simply  refer  my  readers  to  two  sources  for  in- 
formation, if  they  require  any: — first,  to  disclosures  of 
Dr.  Stevens  as  to  the  state  of  Over  Darwen,  when  the 
terrible  outbreak  of  fever  occurred  there  in  1874,  where 
the  people  were  living  with  thousands  of  tons  of  ex- 
cremental  filth  stored  amongst  their  dwellings,  exposing 
a  surface  of  many  acres,  continually  poisoning  the  air 
they  breathed,  and  which  enveloped  them ;  secondly,  to 
Mr.  Simon's  Report  on  Filth  Diseases,  in  which  he  writes 
of  enteric  fever — "  Of  all  the  diseases  which  are  attribut- 
able to  filth,  this,  as  an  administrative  scandal,  may  be 
proclaimed  as  the  very  type  and  quintessence ;  that 
though    sometimes    by    covert    processes    which    I    will 

^  Sanitary  lUcordj  June  6,  1879. 
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oxide,  carbonic  acid,  and  hydrogen  gases  pass  through 
iron,  and  to  a  still  greater  degree  through  cast  iron ;  and 
(3)  that  carbonic  oxide,  absorbed  in  our  stoves  by  the 
interaal  surface  of  the  cast  iron,  diffuses  itself  from  the 
external  surface  into  the  atmosphere,  and  that  this  process 
goes  on  continuously.  They  have  besides  determined  the 
quantity  of  the  oxides  of  carbon  present  in  the  air 
surrounding  heated  stoves,  and  the  proportion  of  carbonic 
oxide  which  permeates  through  a  given  surface  of  a  cast- 
iron  stove,  as  well  as  that  which  the  metal  absorbs  and 
retains.^  The  passage  of  the  comparatively  harmless  sul- 
phurous acid  through  the  crystalline  structure  of  cast-iron 
stoves  is  often  recognized  by  its  pungent  and  peculiar  smelL 
Wolffhiigel  and  Prof.  Ira  Eemsen  have  expressed 
doubts^  as  to  the  permeability  of  cast  iron  to  carbonic 
oxide.  The  latter  did  not  find  in  the  air  around  heated 
cast-iron  stoves  more  than  '04  per  cent  of  this  gas.  The 
Vogel-Hem]:>el  (which  seems  the  most  delicate  known) 
method^  of  testing  for  its  presence  does  not  enable  the 

is,  without  doubt,  partly  occasioned  by  loss  through  the  walls  of  the 
pipes  ;  to  guard  against  which,  so  far  as  is  practicable,  gas  companies  test 
their  pipes  by  submitting  them  to  a  powerful  pressure,  and  lay  them  in  a 
concrete,  coniiK)sed  of  lime,  etc.,  which  adhering  to  them  forms  a  protective 
coating  that  lessens  the  escape. 

^  The  important  experiments  of  these  chemists  are  contained  in  CompUs 
Rendus,  T.  57,  1863,  and  T.  59,  1864. 

^  **  Carbonic  Oxide  as  a  source  of  Danger  to  Health  in  apartments  heated 
by  Cast-iron  Furnaces  or  Stoves,"  in  Kationul  Board  of  Health  Bulletin^ 
June  25,  1881. 

'  The  Professor  prefers  this  method  to  that  of  S.  von  Fodor,  in  which 
the  blood  of  an  animal  exposed  to  carbonic  oxide  is  shaken  with  ammonium 
sulphide — a  test  that  reddens  the  blood  if  the  poison  be  present  and  renders 
it  violet  if  not  present.  This  Vogcl-Hempel  method  consists  in  allowing 
a  mouse  to  breathe  the  suspected  air,  in  killing  the  animal,  in  removing  a 
little  of  its  blood  and  diluting  it  with  water,  and  in  examining  it  with  a 
spectroscope.  The  two  bands  chamcteristic  of  pure  blood  are  replaced,  in 
]»oisoning  by  carbonic  oxide,  by  a  broad  indistinct  shadow,  not  to  be 
n'uiovcd  by  ammonium  sulphide,  which  causes  the  disappearance  of  the 
bands  of  pure  blood. 
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chemist  to  detect  a  smaller  quantity.  Carbonic  oxide  prob- 
ably exerts  its  action  in  the  most  minute  doses.  Whatever 
scientific  chemists  may  or  may  not  be  able  to  discover, 
the  fact  remains  that  physicians  occasionally  encounter 
cases  of  poisoning  from  carbonic  oxide  when  coke  is  burnt 
in  open  grates,  and  that  cases  with  identical  symptoms 
occur  when  cast-iron  stoves  are  employed.  (Vide  cases 
of  poisoning  by  coke  fumes  in  British  Medical  Journal, 
March  6,  1875,  and  in  Lancet  of  February  14,  1883.) 

The  most  pleasant  and  grateful  of  all  the  artificial 
kinds  of  heat  is  obtained  by  the  consumption  of  coal  in 
open  fireplaces,  although  as  at  present  managed  it  is 
exceedingly  wasteful.  The  quality  of  heat  thus  imparted 
is,  according  to  my  experience,  more  conducive  to  health 
than  that  supplied  by  any  other  fuel.  Ventilation  is 
also  promoted  by  open  fire-grates — an  ordinary  fire 
drawing  about  150  cubic  feet  of  air  per  minute.  A 
brightly  burning  fire  is  an  enlivening  object,  and  tends 
much  to  render  home  attractive  by  its  stimulating  influ- 
ence on  the  spirits.  These  beneficial  impressions  on  the 
nervous  system  are  denied  us  by  the  cheerless  stoves. 

Provided  there  is  a  powerful  draught  in  a  fireplace, 
coke  may  generally  be  burnt  in  it,  mixed  in  smcUl  propor- 
tions loith  coal,  without  causing  a  disturbance  of  nervous 
functions.  The  draught  in  a  chimney  can  of  course  be 
easily  increased,  if  it  is  insufficient,  by  either  lengthening 
the  flue  or  diminishing  the  size  of  it  near  the  fire. 
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Workers  in  brass  suffer  from  copper  poisoning,  and 
workers  in  mercury  (such  as  silverers  of  mirrors,  quick- 
silver miners),  and  furriers,  from  mercurial  poisoning. 
Workmen  and  women,  who  make  arsenical  wall  papers, 
pigments,  and  artificial  flowers,  suffer  from  inhaling  the 
poisonous  dust  of  some  compound  of  arsenic.^  Many 
persons  who  do  not  gain  a  living  by  paper  or  flower 
wau  Papers,  making,  but  who  are  unwise  enough  to  adorn  the  walls 
of  their  rooms  with  papers  of  gorgeous  hues,  suffer  also, 
and  know  not  what  ails  them. 

Mr.  Kerley  found  that  a  room,  16  feet  square  and  9 
feet  high,  will  have  spread  upon  its  walls,  provided  any 
of  these  arsenical  papers  are  hung,  from  52  grains  to 
more  than  8  ounces  of  poisonous  green  colouring  matter. 

It  is  a  popular  mistake  to  imagine  that  all  green 
papers  are  coloured  by  arsenic,  or  that  papers  which  are 
not  green  never  contain  arsenic,  for  yeUow,  blue,  pink, 
mauve,  red,  brown,  olive,  sage  green,  drab,  and  white 
waU  papers  contain  this  metaL  Cobalt  blue  is  composed 
of  10  per  cent  of  arsenic.  Papers  of  the  most  brilliant 
green  and  other  colours  can  be  manufactured  which  are 
quite  free  from  arsenic.  Tliis  coloured  powder  being  apt 
to  be  removed  by  trifling  causes,  is,  of  course,  disseminated 
through  the  air,  and  weU  merits  the  epithet  of  "  devil's 
dust."  The  researches  of  Fleck  and  Hamberg  show  that 
tliis  metal  is  evolved  as  arseniuretted  hydrogen,  as  these 
German  chemists  collected  the  gas.  Lead  papers  and 
copper  papers  are  not  fanciful  dangers.  It  seems  that 
clothing  and  furnishing  materials  are  also  not  exempted 
from  the  universal  system  of  poisoning  and  adulteration 
ciothiDg.  that  prevails.  The  above-mentioned  analyst  estimated 
the  presence  of  5^  ounces  of  aceto-arsenite  of  copper  or 
"Paris  green  "in  a  green  tarletan   dress  of    16   yards. 

^  Fide  Report  on  the  Manufacture  and  Applications  of  Arsenical  Qreen, 
by  Dr.  Guy,  in  Fifth  Report  of  Medical  Officer  of  Privy  Council,  1862. 
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Every  sample  of  tarletan  examined  contained  it ;  the 
higher  priced  qualities  of  this  material  possessing  more 
poison  than  the  cheaper  varieties.  Some  kinds  of  muslin 
are  also  coloured  with  this  poisonous  material  It  has 
recently  been  discovered  that  the  bright  greens  of  certain 
furnishing  materials,  such  as  chintz  curtains  and  linings,  Fnrniahing 
consist  of  the  poisonous  compounds — arsenate  of  iron  and 
chromium.  Mr.  Foster,  of  the  Middlesex  Hospital,  who 
has  drawn  public  attention  to  this  matter,^  found  in  each 
square  yard  of  bedroom  chintz  the  metal  arsenic,  in  the 
form  of  an  arsenate,  equal  to  45-j^  grains  of  white 
arsenic,  and  in  each  square  yard  of  the  chintz  lining 
20^  grains  of  this  deadly  poison.  On  estimating  the 
number  of  square  yards  of  chintz  and  lining  in  the 
bedroom  of  a  gentleman  who  had  suffered  for  some  time 
from  nausea  and  nervous  depression,  it  was  proved  that 
there  was  arsenicum  present  in  his  sleeping  apartment 
equal  in  amount  to  26  ounces  of  white  arsenic. 

These  poisonous  furnishing  materials  have  been  sold 
to  the  public  for  the  last  twenty  years. 

Children  have  been  poisoned  by  white  arsenic,  with 
which  "  violet  powder  "  has  been  found  to  be  adulterated 
to  the  extent  of  25  per  cent,  and  by  lead,  from  inhaling 
the  dust  tliat  proceeds  from  inferior  kinds  of  American 
cloth  with  which  perambulators  are  lined. 

The  public  is  exposed  to  danger  : — 

From  Arsenic 

in  the  employment  of  packs  of  cards,  enamelled  cooking 
utensils,  green  lamp  shades,  green  carpets,  green  Venetian 
blinds,  Berlin  wools  (green,  blue,  and  rose),  kindergarten 
toys,  candles,  water  colour  paints,  gloves  and  stockings 
(aniline  dyed),  papers  covering  confectionery,  glazed  paper 

^  Lancet,  August  11,  1877. 
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coUara,  and  starched  linen,  artificial  flowers  and  grass. 
anti-dry  rot  preparations,  etc, 

Arsenite  of  soda  and  arsenite  of  alumina  arc  used  in 
calico-printing  and  fixing  the  colours. 

From  Lead 

in  tlie  use  of  soda-water,  lemonade,  beer,  tinfoil  arouud 
chocolate  and  other  sweets,  floor-cloths,  snuft',  tea, 
vermilion  red  flowers,  wall  paints,  American  imitation 
leather,  and  many  other  articles. 

Many  contrivances  have  been  devised  for  the  protec- 
tion of  the  Iung3  of  workmen  who  have  to  support  '"  dear 
life"  by  engaging  in  the  foregoing  and  other  unhealthy 
callings ;  but  there  is  in  this  field  a  great  opportunity  for 
those  with  talents  for  invention  to  exercise  them  in  be- 
half of  these  sufleriug  thousands. 

In  addition,  the  ventilation  of  workshops  should  be 
more  attended  to,  for  at  present  the  admission  of  fresh, 
and  the  expulsion  of  foul,  air  is  about  the  last  thing 
thought  of.  Happily  sometlting  has  been  done  in  this 
direction  not  only  amongst  the  Sheffield  knife -grinders,' 
but  in  the  mines  of  iJurham  and  Northumberland,  and 
the  greatly  diminished  death-rate  of  these  poor  mechanics 

'  WlmC  distnissitig  truths  haru  b«:ii  for  yeara  prescutcd  to  tite  public 
by  tlie  late  Dr.  HbII,  of  SbpfGelil,  respecting  tlie  average  itarntioii  of  lifa 
amoiiKHt  the  Bleol-grinJing  Imdcs  of  that  city  1  What  fearfal  waste  of  Ufa 
UdiscloBeJ  in  Dr.  Wjnttr'a  summary  of  Dr.  Hall's  observations ! — "Dry 
grinciera  of  forks,  29  years  :  raion,  31  years  ;  scissors,  32  j-ean ;  edge  tool 
ami  wool  sliears,  32  yeare  ;  spring  knives,  36  years  ;  fileK,  35  ycnra  ;  aam^ 
SB  years ;  sickles,  SS  years."  Some  improTEOieiit  has  undoubtedly  been 
eflect«d  of  late  years,  as  the  report  of  the  Medical  Officer  of  Health,  eoo- 
taineil  iu  Dr.  Hall's  Isst  commniii cation  to  the  profession  shows  ("Kcniarki 
on  the  Effects  ofthe  Trades  of  Sheffield,"  Brit.  .Urd.Jourvcil.  October  14, 
1673),  tbrough  the  iiitrodiictioD  of  fans,  but  much  slill  remains  to  be 

In  1374,    SS  grinders  died  ;  average  age  at  death,  4S    ycaic. 
In  1875.  Ul 


— ■~-^' 


AND   MINERAL    IMPURITIES  263 

and  colliers  from  pulmonary  disease  proves  the  advantage 
of  free  ventilation. 

Sufficient  evidence  has  been  adduced  to  show  the 
magnitude  and  enormous  importance  of  the  subject. 
Medical  literature  and  the  columns  of  the  medical  press 
have  for  years  been  teeming  with  instances  of  the  whole- 
sale destruction  of  health  and  life  by  these  terribly 
dangerous  occupations.  In  brief,  the  mortality  induced 
by  impure  air  charged  with  poisonous  and  non-poisonous 
dusts  is  simply  an  ignorant  waste  of  human  Ufa 

The  air  that  we  breathe,  we  who  are  not  engaged  in 
these  unwholesome  avocations,  is  full  of  dust — a  hetero- 
geneous mixture  of  particles  of  organic  and  inorganic 
origin. 

From  the  amount  of  spores  (250,000)  in  a  single  drop 
of  fluid,  Mr.  Dancer  calculated^  "that  37^  millions  of 
these  bodies,  exclusive  of  other  substances,  were  collected 
from  2495  litres  =  88  cubic  feet  of  the  '  air  of  Manchester/ 
a  quantity  which  would  be  respired  in  about  ten  hours 
by  a  man  of  ordinary  size  when  actively  employed."  It 
may  well  be  said,  "  Surely  this  dust  that  we  all  of  us 
breathe  must  be  hurtfuL  Is  there  no  provision  in  nature 
for  counteracting  its  baneful  influence  ?"  There  is  no 
doubt  but  that  the  less  of  it  we  have  the  better  for  us. 
We  are  taught  in  every  possible  way,  if  we  will  but  be 
guided  by  the  teachings  of  nature,  to  be  clean.  If  people 
will  but  admit  an  abundance  of  Nature's  great  disinfectant, 
pure  fresh  air,  into  their  houses,  and  at  the  same  time 
keep  themselves  and  their  houses  clean,  they  will  not  be 
injuriously  influenced  by  the  dust  of  the  air. 

^  *' Microscopic  Examination  of  the  Solid  Particles  of  the  Air  of  Man- 
chester." Proc,  Lit,  and  Philosoph,  Soq/,  of  Manchester y  vol.  iv.  scries  3, 
1867-68. 


CHAPTER   XXIII 

EMANATIONS   FROM   GROUND   HAVING   DAMP   AND   FILTHY 
SUBSOIL SUBSOIL  AIR,  CHURCHYARD  AIR,  MARSH  AIB 

The  air  of  towns,  and  also  that  of  houses,  is  often  de- 
teriorated by  emanations  from  wet  and  filthy  subsoil  It 
has  been  distinctly  proved  both  in  this  country  and  in 
America  that  the  death-rate  of  consumption  is  diminished 
very  considerably  by  drying  the  subsoil. 

Eheumatism,  and  heart-disease  which  is  so  frequent  a 
concomitant  of  rheumatic  affections,  are  lessened  by  the 
same  beneficial  measure.  Emanations  from  filthy  soil 
produce  diarrhoea  in  that  part  of  the  year,  namely  autumn, 
when  there  is  a  predisposition  to  intestinal  disorders.  It 
is  very  unwise  to  allow  the  soil  close  to  houses  to  be 
defiled  by  filth,  for  the  fires  of  a  house,  creating  a  force 
of  suction,  draw  into  the  house  the  air  contained  in  the 
surrounding  soil,  as  well  as  of  that  on  which  it  is  built. 
The  popular  impression  that  the  atmosphere  ends  where 
the  ground  begins  is  a  very  widely  spread  delusion. 
Most  soils  are  more  or  less  porous.  A  house  built  on  a 
gravelly  soil  stands  on  a  foundation  composed  of  a  mixture 
of  two  parts  of  small  stones,  and  one  part  of  air.  The 
air  may  give  place  to  any  gas  or  to  water.  The  porosity 
of  soils  may  be  well  illustrated  by  the  following  experi- 
ment devised  by  Pettenkofer.^ 

*  Cholera :  JIow  to  Prevent  and  Resist  tY,  by  Dr.  Max  von  Pcttenkofer. 
Translated  by  Dr.  Hime. 
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"  If  a  person  blows,  as  represented  in  the  figure,  on 
the  surface  of  the  gravel,  the  water  in  the  U-shaped  tube 
will  be  seen  to  alter  its  position,  the  level  of  the  side 
next  the  person  who  is  blowing  becoming  lowered,  and 
the  other  proportionately  elevated.  The  depression  of 
the  fluid  is  caused  by  the  force  of  the  air  blown  through 
the  gravel.     This  air  ascends  from   the  bottom  of  the 


FiQ.  17. 

A,  a  tall  and  large  glass  tube  filled  with  fine  gravel,  in  the  axis  of  which  stands  a  very 
small  tube,  B,  open  at  both  extremities,  the  upper  being  carved,  and  connected  by 
a  piece  of  indiarubber  tubing,  C,  to  a  U-shaped  tube,  D,  containing  water.  E, 
fine  graveL 

gravel  through  the  small  glass  tube,  passes  through  the 
indiarubber  tube,  and  thus  reaches  the  water." 

Eemembering  the  force  with  which  the  wind  often 
strikes  the  surface  of  the  ground,  with  a  pressure  during 
a  hurricane,  amounting,  according  to  some,  to  36,  and  to 
others,  of  50  pounds  on  every  square  foot,  it  cannot  be  a 
matter  of  surprise,  in  the  light  of  the  above  experiment, 
that  foul  and  pestiferous  air  from  the  filthy  earth  beneath, 
and  close  to  our  habitations,  should  be  introduced  into 
them,  aided,  as  this  driving  force  is,  by  the  suction  power 
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created  by  the  fires  and  lamps,  etc  I  have  encountered 
instances  iu  whicli  foul  air  from  drains,  cesspools,  and 
from  leaky  gaspipea,  has  been  drawn  into  houses  great 
distances,  and  has  caused  ill-health  and  death  from  the 
continued  poisonous  condition  of  the  air.  Pett-enkofer,  of 
Munich,  relates  a  case '  where  gas  was  found  to  have 
travelled  a  space  of  20  feet  from  the  street  main  into 
the  house. 

Dr.  F.  de  Chauraont  refers '  to  a  case  that  occurred  to 
Dr.  Fyffe,  in  which  the  foid  air  from  a  cesspool  was  sucked 
into  a  house  a  distance  of  27  feet. 

It  is  imijossible  for  any  public  health  physician  to  speak 
in  temperate  language  of  the  crime  of  erecting  houses,  and 
of  allowing  houses  to  be  constructed,  on  filthy  and  sodden 
foundations.  No  one  can  possibly  enjoy  for  any  length  of 
time  good  health  in  such  buildings,  and  the  diseases  from 
which  the  inhabitants  suffer  are  generally  influenced  so  un- 
favourably Viy  the  insanitary  conditions  in  which  they  exist, 
ns  to  have  a  tendency  to  death  ratlier  than  to  recovery. 
I  once  ™ited  a  little  town  on  the  coast,  swept  by  the 
purest  of  breezes — the  sea  breeze — where  scarlet  fever 
was  prevalent  In  one  part  of  the  town,  where  the 
cottages  were  kept  in  a  cleanly  and  wholesome  state,  and 
were  built  on  virgin  soil,  the  disease  showed  itself  in  a 
mild  form,  and  not  a  death  occurred.  In  another  part  of 
the  town  nearly  every  family  lost  one  or  more  children. 
killed  almost  immediately  by  the  poison.  I  went  into 
one  of  the  cottages  where  all  the  children,  five  in  number, 
were  destroyed,  and  talked  to  the  poor  afflicted  parenta 
The  father,  painting  to  a  loose  plank  of  the  floor,  moved 
a  portion  of  it  aside.  I  pushed  my  walking  stick  down, 
and  stirred  up  the  soil  over  which  this  family  bad  been 
living.  It  was  fluid  filtli.  The  cottages  in  which  these 
fatal  cases  occurred  had  been  erected  on  ground  made  up 
'  op.  eit.  '  Leclura  on  Stalt  U<dk\nt. 
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of  Btinking  fish,  brickbats,  earth,  and  every  kind  of  de- 
composing d^bria. 

Svhaoil  Air. — The  chemical  composition  of  the  airso 
contained  in  soils*  has  been  investigated  by  many  chemists, 
such  as  Boussingault  and  Lewy,  Pettenkofer,  Ileck  of 
Dresden,  Nichols  of  Massachusetts,  and  others.  A  large 
excess  of  carbonic  acid,  a  httle  carburetted  hydrogen,  a 
trace  of  ammonia  and  hydrogen  sulphide  (when  the 
ground  water  possesses  sulphates),  have  been  discovered. 
They  all  seem  to  be  unanimous  as  to  the  much  greater 
quantity  of  carbonic  acid  in  ground  air  than  in  atmospheric 


air,  and  as  to  ita  great  variability  in  amount.  The  former 
fact  is  well  demonstrated  by  an  experiment  and  illustra- 
tion, contained  in  Mr,  W.  N.  Hartley's  Air  and  its 
Jielation,  to  Zi/e. 

A  flask  full  of  clear  baryta  water  is  connected  by 
tubes  to  a  vessel  filled  with  earth,  and  again  attached  to 
this  is  another  flask  of  baryta  solution.  By  drawing  air 
through  the  whole  system  of  bottles  the  amount  of  in- 
soluble carbonate  of  baryta,  formed  in  the  first  flask  by 
the  carbonic  acid  in  the  air,  may  be  compared  with  that 
in  the  second  flask,  produced  by  the  carbonic  acid  in  the  soil. 

'  Vide  Fodor'a  Wygvnischc  UaleTSHchungen  Hbtr  Lvft,  BodtA  uad 
Wimcr,  2>  Abtheiltuig  BoJen  unil  Waswr,  p.  96,  tt  itq. 
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Pettenkofer  discovered  that  the  amount  of  carbonic 
acid  in  ground  air  varies  in  different  seasons  of  the  year, 
that  it  reacfies  its  minimum  from  January  to  May,  and 
then  rises  steadily  to  its  maximum  from  July  to  Novem- 
ber. The  occurrence  of  the  maximum  in  autumn,  is 
probably  the  result  of  high  temperature  and  excess  of 
decomposing  organic  matter.  The  exact  period  of  the 
minimum  has  not  been  so  clearly  determined.  The 
analyses  of  the  air  of  soils  of  various  kinds  that  rest  on 
different  formations,  the  degree  of  porosity  of  soils,  and 
the  connection,  if  any,  of  the  same  with  such  diseases  as 
diarrhcea  and  certain  forma  of  continued  fever,  is  au 
extremely  interesting  field  for  research  which  has  been 
but  barely  opened  out  Tliat  there  is  a  very  decided 
relation  between  the  state  of  the  ground  air  and  the 
continued  prevalence  in  a  given  locality  of  diarrhopa  at 
certain  seasons  is  a  matter  of  strong  probability. 

It  has  been  suggested  that  the  amount  of  carbonic 
acid  in  ground  air  be  taken  as  indicative  of  the  degree  of 
impurity.  As  the  animal  poisons  seem  to  attach  them- 
selves always  to  minute  particles  of  animal  and  vegetable 
organic  matter  in  a  state  of  decomposition,  a  study  of  the 
comparative  amount  of  organic  matter  in  the  ground  air 
of  soils  cannot  well  be  omitted. 

chiireiijwrd  Tiie  Air  of  Ckurdiyards  a-ad  Vaults  is  richer  in  car- 
bonic acid  than  ground  air,  and  contains  often  a  putrid 
organic  vapour,  hydrogen  sulphide,  carbonate  of  ammonia 
and  aulpbide  of  ammonium,  and  elementary  forms  of 
animal  and  vegetable  hfe. 

uuihair.  The  Air  of  Marsiies  contains  also  a  large  excess  of 

carbonic  acid  and  organic  matter.  The  experimental 
evidence  which  at  present  exists  as  to  the  presence  of  a 
bacillus  malariie  (Klehs)  in  the  air  of  marshes  where 
ague  abounds,  and  as  to  its  existence  in  the  blood  of  tliose 
_  suffering   from   this   disease,   is   insufficient   aud   uncos- 
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vincing.^  Great  quantities  of  living  organisms  and 
organic  debris,  carried  upward  for  a  certain  distance  by 
the  ascensional  force  aflforded  by  the  evaporation  of  water, 
are  discernible  on  microscopic  examination.  Carburetted 
and  phosphuretted  hydrogen  gases  are  evolved  by  marsh 
land,  and  sometimes  hydrogen  and  ammonia.  The  time 
to  be  selected  for  making  observations  on  the  composition 
of  marsh  air  is  in  the  early  morning  or  evening,  when  the 
density  of  the  air  and  the  deposition  of  dew  prevents  a 
free  admixture  of  the  impure  with  the  higher  strata  of 
pure  air,  or  during  a  hot,  sultry  noon  when  no  breeze 
keeps  the  air  in  motion.  I  have  made  analyses  of  the 
air  of  marshes  that  are  hotbeds  of  ague,  taken  on  a  fine 
day,  whilst  a  gentle  wind  blew  over  them,  and  have 
found  no  more  organic  matter  in  such  air  than  in  pure 
air  collected  simultaneously  on  high  Iiills.  This  fact  is 
only  another  proof  of  the  marvellous  purifying  properties 
of  air,  and  the  tendency  throughout  nature,  not  only  in 
the  air,  but  in  the  earth  and  in  water,  to  self-purification, 
and  to  the  restoration  of  an  equilibrium. 

^  Vide  information  on  this  subject  in  Dr.  H.  Cradle's  work  on  Bacteria 
and  Tourmasi-Crudeli's  illustrations,  in  Journal  <fHygihie  of  March  31, 
1881. 
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To  dilate  on  such  a  subject  would  be  indeed  needless  to 
students  of  preventive  medicine,  if  a  general  recognition 
existed  of  the  fundamental  principles  on  which  the  re- 
lations between  a  state  of  health  and  disease,  and  Ijetween 
a  condition  of  health  and  the  circumstances  which  tend 
to  promote  and  deteriorate  it,  rest.  The  old  notion  that 
disease  is  a  sort  of  malignant  demon  tliat  takes  possession 
of  the  body,  and  requires  to  be  combated  and  expelled  by 
some  violent  means,  is  still  a  very  widespread  one,  even 
amongst  some  of  the  rural  rank  and  file  of  the  medical 
profession,  and  any  modem  ideas  as  to  the  relations  of 
health  to  the  conditions  of  those  surroundings  of  life, 
namely,  the  air  we  breathe,  the  water  we  drink,  and  the 
food  we  eat,  which  so  seriously  influence  it  for  good  or 
evil,  are  often  received  witli  a  smile  of  incredulity.  The 
public  surely  ought  not  to  require  a  skilful  physician  to 
t«ach  them  what  common-sense  inculcates,  that  perfect 
bodily  and  mental  health  cannot  be  enjoyed  by  tliose  who 
are  inattentive  to  the  cleanliness  of  the  body,  and  of  that 
which  enters  it  There  is,  xinhappily,  an  increasingly 
exaggerated  importance  attached  at  the  present  time,  by 
great  numbers  of  people,  to  the  injurious  eflects  of  impure 
water.     It  is  the  fashion  to  ascribe  almost  every  indifl- 
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position  to  the  condition  of  the  water  supply.  The  ten- 
dency to  run  into  extremes  about  .most  matters,  and  to 
ride  hobbies,  is  but  too  frequently  observed.  On  the  other 
hand,  there  does  not  yet  exist  in  the  public  mind  an 
adequate  conception  of  the  extent  of  the  danger  to  the 
health  which  is  induced  by  a  continual  immersion  of 
the  body  in  impure  air,  notwithstanding  the  efforts  that 
have  been  made  in  this  direction  for  the  enlightenment 
of  the  public  mind.  For  a  quarter  of  a  century  I  have 
been  preaching  on  this  subject,  pretty  much  in  the 
language  of  my  First  Annual  Report  as  Medical  Officer  of 
Health  for  1874,  which  contains  the  following  passages: — Tbeteaehing 
"It  should  not  be  necessary  to  point  out  the  blessings ^J^*** 
of  pure  air,  and  the  evils  resulting  from  the  inhalation 
of  a  vitiated  atmosphere.  Excluding  from  consideration 
the  effects  of  an  exposure  to  the  foetid  gases  of  organic 
decomposition,  which  act  like  other  poisonous  chemical 
agents,  it  may  be  said  that  offensive  smells,  the  products 
of  putrefaction,  are  not  only  injurious  in  themselves,  but 
serve  as  danger  signals  bidding  men  to  beware.  By 
acting  as  depressants,  and  as  reducers  of  bodily  vigour, 
they  tend  to  make  the  system  more  prone  to  be  attacked 
by  disease.  As  the  smell  of  gas  in  a  house  warns  men 
of  the  presence  of  a  body  dangerous  when  diffused 
through  it,  so  an  offensive  smell  is  a  signal  of  the  possi- 
bility of  the  presence  of  the  poison  of  a  disease.  A 
stench  may  or  may  not  be  associated  with  a  disease 
poison,  and  no  one  knows  when  it  is  and  when  it  is  not 
thus  accompanied.  As  a  means  of  warning  to  those 
exposed,  an  offensive  smell  is  useful,  but  we  must  re- 
member that  agents  which  destroy  the  stink  of  filth  may 
yet  leave  all  its  powers  of  disease-production  undiminished. 
Disease  poisons  or  ferments,  although  not  always  in  the 
companionship  of  stinks,  are  often  so,  and  it  behoves 
every  one  to  remove  the  cause  of  stinks,  and  prevent 
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their  recurrence.  Disease  ferments  may  fatally  assail  the 
human  body  in  doses  quite  unappreciable  to  the  most 
acute  sense  of  smell.  All  unpleasant  amella  are  to  a 
certain  extent  deleterious,  although  infinitesimally  so 
perhapa  Pleasant  odours,  if  in  excess,  become  injurious 
to  some  persons.  Those  who  visit  the  farms  devoted  to 
the  cultivation  on  a  large  scale  of  the  rose  aud  jessamine 
in  France,  for  the  manufacture  of  scents,  experience,  after 
being  exposed  to  these  perfumes  for  a  little  time,  severe 
frontal  headache  and  lassitude,  symptoms  which  speedily 
pass  away  when  they  emerge  from  these  odoriferous  tracta 
of  country.  It  should  always  be  remembered,  then,  that 
smells  wliich  ofl'eod  the  senses,  even  when  not  accom- 
pauied  by  disease  poisons,  act  deleteriously  on  the  health 
of  those  frequently  exposed  to  them,  by  depressing  the 
system,  thereby  lessening  the  resistance  of  the  frame  to 
the  approach  of  disease,  and  by  diminishing  the  bodily 
vigour,  rendering  the  vjs  medicatrix  natune  a  leas  chance 
of  success  in  preventing  disease  from  destroying  those 
attacked." 

The  effect  of  all  the  exertions  of  that  class  who  have 
been  called  sanitary  reformers  ia,  that  large  numbers  of 
people  tacitly  acknowledge  that  the  constant  inluilation 
of  air  rendered  impure  to  the  senses  of  sight  aud  smell  is 
likely  to  injura  It  seems  very  ilifticult  for  the  public  to 
iiego  a  step  further  aud  cease  to  offer  opposition  to  the 
belief  wliich  ia  rooted  iu  the  mind  of  every  pubhc  health 
physician,  that  Irequent  exposure  of  the  body  to  air  that 
is  deteriorated  in  quality  either  by  having  been  rebreathed 
without  purification,  or  devitalised,  ttiuds  to  a  reduction 
of  the  vital  powers,  a  state  which  ia  favourable  to  tlie 
development  of  a  perversion  of  healthy  action,  the  pre- 
cursor of  disease. 

Dr.  Kichardson  has,  in  his  attractive  style,  most 
candidly  spoken  out  on  thia  subject  in  his  Ihseaaa  of 
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Modem  Life,     "It  is  this  devitalised  air  in  our  over- Dr. Richard- 

I    J     .    J       'x*  T_  j."L  •  J.   x»        son's  sketch 

crowded  towns  and  cities,  where  there  is  no  vegetation  oftheuni- 
to  revivify  it,  which  we  distinguish  as  something  so  dif-  ^<^"*^  ^ys- 

•^  °       _  ^  tem  of  air 

ferent  from  the  fresh  country  air  that  streams  over  forest  deterfom- 
and  meadow.  It  is  the  breathing  of  this  air  that  makes  ^^^ 
the  child  of  the  close  town  so  pale  and  lax  and  feeble,  as 
compared  with  the  child  of  the  country.  It  is  this  air 
that  renders  the  atmosphere  of  the  crowded  hospital  so 
deficient  in  sustaining  power.  It  is  this  air  that  gives  to 
many  of  our  public  institutions,  in  which  large  numbers 
of  our  poorer,  ill-clad,  imcleansed  masses  are  herded 
together,  that  '  poor  smell,'  as  it  is  called,  which  is  so 
depressing  both  to  the  senses  and  to  the  animal  power. 

"  In  many  private  houses,  houses  even  of  the  well-to- 
do  and  wealthy,  streams  of  devitalised  air  are  nursed  with 
the  utmost  care.  There  is  the  lumber-room  of  the  house, 
in  which  all  kinds  of  incongruous  things  are  huddled 
away,  and  excluded  from  light  and  fresh  air.  There  are 
dark  understairs  closets,  in  which  cast-off  clothes,  charged 
with  organic  debris  of  the  body,  are  let  rest  for  days,  or 
even  weeks,  together.  There  are  bedrooms  overstocked 
with  furniture,  the  floors  covered  with  heavy  carpets,  in 
which  are  collected  pounds  upon  pounds  of  organic  dust. 
There  are  dressing-rooms,  in  which  are  stowed  away  old 
shoes  and  well-packed  drawers  of  well-worn  clothing. 
There  are  dining-rooms,  in  which  the  odour  of  the  latest 
meal  is  never  absent,  and  from  the  cupboards  of  which 
the  smell  of  decomposing  fruit  or  cheese  is  always  eman- 
ating. There  are  drawing-rooms,  in  which  the  scent  of 
decayed  roses,  or  of  the  varnish  from  the  furniture,  or  of 
the  dye  from  the  table-covers,  is  always  present  There 
are  kitchens  in  which  there  is  the  odorous  indication  of 
perpetual  cooking.  There  are  sculleries  where  the 
process  of  *  washing  up '  seems  to  be  in  permanent  action, 
and  where  the  products  of  change   from  stored  bones, 
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potato  parings,  recent  vegetable  green  fooil,  and  other 
similar  refuse,  are  abitling.  There  are  wat«r-cIoset8  in 
which  there  is  at  every  time  of  day  or  night  a  persistent, 
faint  ammoniacal  organic  odour. 

"  The  process  of  devitalisation  of  the  air  is  again 
effected,  locally,  in  human  habitations,  by  the  presence  in 
it  of  the  lower  forms  of  life.  When  in  the  dwelling- 
house  dogs,  cats,  tame  mice,  birds,  squirrels,  are  kept  ia 
such  numbers  that  the  odours  of  the  animals  are  percep- 
tible ;  when  flies  cover  the  ceilings,  and  a  mould  collecta 
on  the  walls,  then  the  air  teems  with  myriads  of  minute 
living  forma,  and  with  oi^nic  dust.  Every  particle  of 
this  matter  induces  deterioration  of  the  air  that  feeds  the 
lungs." 

Although  many  may  smile  on  reading  the  foregoing 
extract,  every  one  with  any  experience  of  life  must  admit 
the  truthfulness  and  fidelity  of  the  sketch,  Tlie  prin- 
ciples that  should  he  firmly  implanted  in  our  minds  are 
involved  in  the  consideration  of  such  golden  rules  as  the 
following : — 

^  1,  The  exposure  of  the  body  continually  to  a  smell,  be 
it  a  pleasant  or  an  unpleasant  one,  is  deleterious  to 

I.  health. 

2,  An   oilonr   that    is   at   first   pleasant,   generally   soon 

becomes  objectionable.  The  little  is  grateful,  but  a 
constant  excess  of  the  perfume  is  hurtfuL 

3.  An  unpleasant  odour  may  or  may  not  be  in  the  com- 

panionship of  a  disease  ferment,  and  no  one  knows 
when  it  ia  or  when  it  i9  not  so  accompanied.  The 
putrid  gases  of  decomposition  will  not  in  themselves 
give  rise  to  the  development  of  either  of  the  zymotic 


4.  When  an  unpleasant  odour  is  not  associated  with  a 
poison  of  a  disease,  it  is  nei'ertheless  deleterious  to 
the  health  of  those  constantly  subjected  to  its  in- 
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fluence.  I  know  that  this  statement  will  he  douhted 
by  some.  Several  instances  of  its  truth  have  oc- 
curred to  me.  For  example,  a  man  in  good  health 
took  a  house  close  to  one  of  those  public  trade 
nuisances  where  the  smell  of  melted  tallow  taints 
the  air,  and  suffered  in  consequence  severely  from 
nausea  and  diarrhoea.  Here  no  septic  ferment  could 
have  existed,  such,  for  example,  as  is  supposed,  with 
good  reason,  to  be  mingled  with  the  odours  of  the 
dissecting-room. 

5.  The  healthy  human  body  often  becomes  inured,  after 

long  exposure,  to  unpleasant  odours,  and  at  length 
hardly  notices  them,  if  always  immersed  in  them. 
Those  actively  injurious  effects  of  impure  air,  such 
as  nausea,  diarrhoea,  etc.,  often  gradually  pass  away. 
If  a  man  is  possessed  of  exceptional  powers  of 
vigour,  which  enable  him  to  maintain  a  successful 
warfare  with  those  depressing  influences  that 
surround  him,  he  may  live  for  a  great  many  years 
in  tolerable  health,  although  defying  the  laws  of 
nature.  The  large  majority  become  affected  in 
course  of  time,  if  not  suddenly  attacked  by  a  passing 
epidemic  (to  which  a  person  living  under  unhealthy 
conditions  is  especially  prone),  by  the  insidious 
progress  of  a  chronic  disease. 

6.  Air,  which  is  not  defiled  by  the  offensive  productions 

of  decomposition,  may  contain  organic  matter  in  the 
form  of  dust  or  vaporous  emanations,  as  carriers  of 
the  specific  poisons. 

A  cursory  examination  of  these  dicta  may  lead  some 
one  who  is  indisposed  to  remove  a  nuisance  from  his  pre- 
mises to  urge  that  the  whole  question  as  to  whether  an 
odour  is  or  is  not  injurious  to  health,  rests  on  the  point 
as  to  whether  it  does  or  does  not  annoy  the  person  con- 
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tinually   exposed    to    it     Anything   which   persistently 
worries,    disturbs,    and    irritates,    is    undoubtedly    dele- 
terious  to   health,   although  the   injury  may  be  so  in- 
finitesimal   that    it    cannot    perhaps    be   measured    or 
demonstrated.      It   will    probably    scarcely    incommode 
the    resilient    disposition    of    the    young    and    healthy 
animal  that  is  naturally  cheerful,  and  disposed  to  look 
on  everything  with  a  coideur  de  rose  hue.     The  human 
body  by  acclimatization  can  adapt  itself  to  wondrously 
different    circumstances,    although    a    certain    injury   is 
received  by  so  doing,  but  it  never  reaches  the  period  of 
old  age  if  continually  bathed  in  impure  air,  although  that 
air  may  have   long  ago  ceased   to  offend  the  olfactory 
nerves.     The  comparative  freedom  of  the  sewer  men  of 
Paris    from    cholera    and    other    zymotic    diseases,    the 
absence  of  any  marked  injury  to  health  during  the  year 
that  the  Thames  was  so  odoriferous,  and  of  any  excess 
of  zymotic  disease  in  the  neighbourhood  of  Montfaucon, 
in  Paris,  where  much  of  the  filth  of  that  city  is  stored 
preparatory  to  its  conversion  into  manure  for  agricultural 
purposes — assertions  which  have  encouraged  the  opinion 
that  a  constant  exposure  to  morbific  ferments  or  contagia 
diminishes   the   risk   of   being   injured    by    them — will 
perhaps  be  urged  as  contradicting  these  views.     It  is  a 
well-established    rule,    however,    notwithstanding    the 
existence  of  certain  much-talked-of  supposed  exceptions, 
which  is  recognised  by  the  whole  of  the  medical  pro- 
fession, that  there  is  a  greater  mortality  amongst  those 
who   are   exposed   continually  to  impure  air  than  with 
others    who    are    not    so    circumstanced,    and    that    the 
diseases  from  which  the  former  suffer  are  of  an  asthenic 
type  tending  to  death  rather  than  to  recovery. 
ifrflfthe  The  amount  of  oxygen  in  the  air  is  diminished,  and 

loim^md   *^^^  ^^  ^^®  carbonic  acid  is  increased  by  respiration,  and 
to  not  combustion  and  decay  of  organic  matter,  the  former,  to 
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speak    in    popular   language,    being    the    lifegiving    and  so  impure  m 
purifying  principle,  and  the  latter  its  noxious  substitute,  g^eraiiy 
Thanks  to  the  diffusive  powers  of  gases,  and  the  effects  of  thought 
wind,  and  to  the  currents  produced  by  the  fires  of  large 
towns,  and  last,  but  not  least,  to  the  wonderful  cleansing 
properties  of  fresh  air,  the  air  of  the  streets  of  our  towns 
is  not  so  impure  as  might  be  expected.     The  air  of  our  a  r  of  our 
houses,   on   the   other   hand,   is   generally  very   impure,  e^^wtothe 
because  the  continuous  admission  into  them  of  pure  air,  presence  of 
and  expulsion  of  that  which  has  been  used  up,  is  rarely  amounts  of 
thought  of,  or  if  so,  is  seldom  efficiently  managed.     In  deflung 
respiration  we  deteriorate  an  enormous  quantity  of  air 
(about    a    gallon    a   minute),    and    we    are    continually 
throwing  off  carbonic  acid  and  organic  matter.     Every 
time  we  breathe,  and  we  breathe  about  eighteen  times  per 
minute,  we  expel  30  cubic  inches  of  air,  which  amount 
contains  1*29  cubic  inch  of  carbonic  acid,  or  16*1  cubic 
feet  in  the  24  hours.     In  the  16  cubic  feet  of  carbonic 
acid,  there  are  about  7^  ounces  by  weight  of  charcoaL 
Others  say  that  the  amount  of  charcoal  is  160  grains 
per  hour  =  8  ounces  in  24  hours.     Air  which  has  been 
once  breathed  should  never  be  breathed  again  until  it  has 
been  mingled  with  fresh  air,  in  order  that  the  impurity 
which  it  has  acquired  may  be  removed  from  it,  and  that 
it  may  regain  a  wholesome  amoimt  of  moisture.     The 
overcrowding  of  schoolrooms  is  a  subject  respecting  which 
much  has  been  said  in  the  way  of  protest  for  years.     It 
has  been  shown  by  Roscoe  in  his  experiments  on  the  air 
of   schoolrooms   that  10  cubic  feet  of   air  per   minute 
per  head  is  insufficient  to  remove  completely  the  organic 
putrescent  matter,  and  yet  schoolrooms  are  to  be  found 
where  there  is  even  less  than  4  cubic  feet  for  each  child. 
Architects  design  houses,  local  boards  pass  the  plans, 
builders   erect    places   which   are   totally   devoid    of   all 
provision   for  the  admission   of  fresh  air,  and  may  be 
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likeued  to  Holes  of  Calcutta  on  the  small  scale.  As  for 
arranging  for  a  change  of  air  by  the  passage  througli  a 
room  of  warmed  fresh  air  in  winter,  and  cooled  fresh 
air  in  summer  of  a  healthful  degree  of  humidity,  such  a 
proceeding  is  never  dreamt  of  The  drowsiness  which 
often  oppresses  our  congregations  may  frequently  he  more 
f  correctly  ascribed  to  the  absence  of  any  attempt  at 
^'ventilation  than  to  the  cause  to  which  it  is  generally 
attributed.  Who  is  there  not  acquainted  with  the  iin- 
,t  wholesome  Btmosphere  to  he  met  with  in  nearly  every 
public  building  ?  whilst  our  drawing-rooms,  dining-rooma, 
and  bedrooms,  even  in  the  best  houses,  are  too  often  in  a 
most  diaagi'eeable  state  of  what  is  termed  "  closeness." 
On  once  remonstrating  with  the  verger  of  a  church  in  a 
suburb  of  London  with  respect  to  the  oppressive  stjite  of 
the  air  during  the  Sunday  afternoon,  and  on  suggesting 
to  hiui  the  propriety  of  opening  freely  the  windows 
during  the  iuter\'al  between  the  first  and  secoud  services, 
he  expressed  his  di8iippru\'al  of  my  pro{K)silion  by  in- 
forming me  that  if  he  followed  my  advice  "  the  church 
would  catch  a  chilL" 

I  have  always  maintained,  and  increased  experience 
has  only  confirmed  my  previous  conviction,  tliat  the 
impure  condition  of  the  air  of  our  houses,  be  they 
factories,  public  buildings,  or  dwelling-houses,  has  much 
to  do  with  the  great  prevalence  of  such  diseases  &s 
phthisis  pidmonalis,  bronchitis,  and  pneumonia,  which 
together  make  up  nearly  one  quarter  of  the  total  mor- 
tality ;  and  if  we  could  strike  a  telling  blow  at  that 
great  universal  evil — namely,  poisoning  by  impure  air 
— we  should  do  much  to  save  life.  Unventilated  and 
overcrowded  workshops  and  schools  are,  moreover,  the 
nurseries  of  strumous  diseases  in  general,  which  sap  the 
Strength  of  the  community. 

During  the  decennial  period  186S  to  1874,  not  lass 
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than  half  a  million  individuals  died  of  phthisis,  and 
tliree-quarters  of  a  million  of  people  were  destroyed  by 
Other  diseases  of  the  lungs  in  England.  The  dependence 
of  these  diseases  on  vitiated  air  was  maintained  by  Dr. 
Alison^  as  long  ago  as  1824,  by  Baudelocque  in  1834,^ 
and  very  likely  long  before  those  yeara 

The  facts  that  an  increase  of  phthisis  pulmonalis  occurs  Phthisis 
pari  passu  with  an  increase  in  the  density  of  a  popula-^'*^^"*  ** 
tion ;  that  in  manufacturing  centres,  where  the  males 
are  the  chief  workers  at  indoor  employment,  the  male 
death-rate  is  the  highest ;  and  in  others,  where  females 
are  principally  required  at  indoor  work,  they  suffer 
most;  that  in  agricultural  districts,  where  the  men 
spend  nearly  all  their  lives  in  the  open  air,  and  the 
women  scarcely  ever  leave  their  cottages,  the  female 
death-rate  from  this  disease  is  higher  than  the  male : — 
all  point  to  this  inevitable  conclusion. 

Dr.  Parkes  mentions  a  remarkable  circumstance 
illustrative  of  this  connection  as  having  occurred  in 
Vienna.  In  the  badly-ventilated  prison  of  Leopold- 
stadt,  51 '4  per  1000,  whilst  in  the  well -ventilated 
House  of  Correction  of  this  city,  7*9  per  1000  died  of 
consumption. 

Dr.  Guy's  evidence  before  the  Health  of  Towns 
Commission  contained  most  striking  statements  as  to  the 
journeymen  printers  of  London.  He  divided  them  into 
three  classes : — 

The  1st  Class  consisted  of  men  who  worked  in  rooms 
where  they  had  less  than  500  cubic  feet  of  air  per  head. 
Of  these  12^  per  cent  had  spat  blood,  and  a  like  pro- 
portion had  been  subject  to  catarrh. 

The  2d  Class  comprised  men  who  had  between 
500    and    600    cubic    feet    of    breathing    space    per 

*  Edinburgh  Medieo-Chirurgical  TransaetionSf  vol.  L 
'  Etudes  8ur  la  maladie  acrophuleuse. 
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individual,  and  amongst  tJiem  intermediate  effects  were 
noticed. 

Tlie  3rf  C/ass  was  composed  of  men  who  worked  in 
shops  where  they  liad  more  than  600  cuhic  feet  per 
individual,  and  amongst  these  only  4  per  cent  had 
suffered  from  spitting  blood,  and  only  2  per  cent  from 
catarrh. 

The  published  opinions  of  Dr.  Farr,  Dr.  Marcet,  Mr. 
Welch,'  Dr.  Eansoine,^  Dr.  Parkes,  Dr.  Austin  Flint, 
and  Sir  James  Clark,  are  all  to  the  same  effect. 

The  continued  employment  of  rehreathed  air  for 
respiratory  purposes,  and  ita  bearing  on  the  develop- 
ment of  that  terribly  fatal  strumous  disease,  pulmonary 
consumption,  has  been  vigorously  brought  before  the 
world  by  the  late  Dr.  MacCormack,  of  Belfast,'  who,  to 
show  his  enmity  to  used-up  air,  was  said  to  sleep  always, 
during  winter  and  summer,  as  did  also  his  family,  with 
the  windows  of  tlieir  bedrooms  widely  opened. 

The  testimony  of  the  most  able  physicians  of  this 
flttd  other  coimtriea ;  the  results  of  inquiries  as  to  the 
prevalence  of  this  disease  amongst  the  picked  men  of  the 
armies  and  navies  of  the  world ;  the  reports  of  hospitals 
for  consumption,  and  of  commissions  and  committees  ap- 
pointed to  make  special  investigations  as  to  jails,  work- 
houses, and  schools :  all,  in  various  degrees,  corroborate 
this  opinion.  There  are  one  or  two  apparent  exceptions 
to  this  rule  in  Iceland  and  the  Hebrides,  which  are 
worthy  of  attentive  consideration.'     The  beneficial  effects 

'  "  On  the  NatnTe  nnd  YariatioDB  of  Destructive  Lung  Ptseue,  an  wod 
BinoDgat  Soldiers,  and  the  hjgicDJc  conilitious  under  which  tbej  occur." 
'  ' '  Foul  Air  and  Lung  Diaeaae. " 

•  " CoQsumptiou,  Mciigettdcred  by  roTireathed  air." 

*  Fide  Dr.  Morgan,  on  the  "  Non-prcrilence  of  Plithieis  in  th«  Eeb- 
ridei  Bad  along  the  N.  W.  Coast  of  Scotland." — Bril.  and  t'ortign  iledieo- 
C/iimrgical  BcvitK!,  1860,  toL  iivi.  p.  *8S. 

Kidt  contTOTerajinUedical  Feriodicala,  during  ISSS  And  1SC9,  b«tv«eii 
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on  tliis  disease  of  sea  air,  the  air  of  high  latitudes 
and  elevated  regions,  furnish  an  indication  as  to  its 
cause. 

That  impure  air  vitiated  by  respiration  is  the  one  great 
cause  of  pulmonary  consumption,  which  may  be  trans- 
mitted from  parents  to  children  for  generations,  needs  no 
proof,  as  it  rests  on  such  a  mass  of  evidence.  It  is 
probable  that  foul  air,  by  impairing  the  appetite  and 
thus  hindering  nutrition,  may  render  the  body  suscep- 
tible to  the  development  of  the  virus  peculiar  to  the 
disease. 

If  it  should  ultimately  be  shown  that  the  bacillus 
tuberculosis  (vide  page  306)  is  the  agent  contained  therein, 
through  which  the  poison  of  phthisis  pulmonalis  is  com- 
municated from  one  individual  to  another,  still  further 
confirmation  would  be  afforded  as  to  its  causation. 
Pathogenic  micro-organisms,  whilst  influenced  by  tem- 
perature and  other  circumstances,  flourish  in  media 
containing  organic  matter,  accordingly  a  pure  air  is  not 
so  likely  as  an  impure  one,  either  to  contain  nourishment 
for  any  elementary  forms  of  life  productive  of  disease,  or 
to  be  the  carriers  of  the  same.  Dr.  Fuller  writes  ^  "  the 
more  closely  human  beings  are  congregated  together  the 
more  abundant  will  be  that  wonderful  micro-organic  life 
which  goes  on  unseen,  and  often  unheeded,  around  us 
and  about  us,  exerting  its  baneful  influence  on  the 
crowded  millions  packed  away  in  our  great  cities  in- 
sidiously eating  away  their  lives  with  consumption." 

Some  animals  that  are  kept  for  a  long  time  in  con- 
finement are  affected  in  a  manner  shnilar  to  man.  The 
monkeys  of  our  Zoological  Gardens  are  well  known  to 
die  in  great  numbers  from  this  disease.     Dairy  cows  that 

the  late  Dr.  MacCormack,  Dr.  Leared,  Dr.  Hjaltelin,  and  others,  as  to 
whether  Phthisis  is  or  is  not  indigenous  in  Iceland. 

'  South  Africa  as  a  Health  JResort, 
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are  kept  immured  in  dose,  ill-rentilated  sheds  in  cities 
and  towns  also  suffer  from  a  form  of  tuberculosis.' 
BtmmoM  As  regards  the  connection  hetweeu  the  other  strumous 

•iva^wi-  diseases  and  overcrowding,  abundant  proof  is  to  be  found 
•"8-  if  looked  fur.     Scrofula  once  prevailed  to  such  an  extant 

in  the  Asylum  of  the  house  of  Industry,  Dublin  {so 
Ciinnichael  affirms),  that  it  was  regarded  as  a  contagious 
complaint.  The  air  was  so  impure  in  consequence  of  the 
excessive  overcrowding  as  to  he  unendurahle  when  the 
wards  were  first  opened  in  the  morning,  and  to  he  "  but 
little  better  "  during  the  day  time. 

The  communicable  eye  disease,  so  common  in  asylums 
and  schools  for  children,  is  another  of  the  legacies  of  our 
overcrowding.  The  injurious  effects  of  rebreathed  air,  and 
the  want  of  any  provision  for  ventilation,  is  not  only 
seen  in  the  public  schools  for  the  poor,  but  in  private 
schools  for  middle  classes.  I  once  visited  a  "  College  for 
Young  Ladies,"  which  contained  rooms  12ftx9ft,x8 
ft.  high,  m  each  of  wliich  slept  six  girls,  between  the  ages 
of  10  and  17,  in  two  beds.  Not  a  fireplace  or  other 
means  of  ventQation  existed.  This  school,  which  was  a 
popular  one,  had,  like  a  concertina,  a  wonderful  power  of 
expansion — those  who  could  not  be  accommodated  with 
beds  being  stowed  away  on  floors  and  in  day  rooms. 
That  young  women,  at  the  most  delicate  period  of  their 
lives,  should  he  thus  injured  by  thonghtless  parents,  who 
care  more  for  the  cheap  purchase  of  a  smattering  of  ao- 
complislunents  than  a  healthy  frame,  is  a  great  eviL 
Every  school  should  be  under  the  supervision  of  the 
Uealth  Authority  of  the  district  in  which  it  is  situated, 
so  that  a  guarantee  may  be  afforded  to  the  State  that  the 
young  be  not  subjected  to  the  cruelty  of  slow  poisoning 
by  foul  air, 

The  relation  between  such  lung  diseases  as  bronchitis 
'  Vido  AnnaUi  iTSygiint,  toL  ii  p.  W. 
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and   pneumonia,  and   the  unwbulcsome  condition  of  theaitewant 
wr  of  our  dwellings,  has  not  been  sufficiently  recognized  hy^||^^''| 
the  medical  profession  and  the  public.     One  of  the  most  •™i'™  •>'- 
common   causes  of  an  attack  of  bronchitis  ia  a  sudden 
exposure  of  the  bronchial  mucous  membrane  to  extreme 
meteorological  conditions  of  aii-.     A  man  who  breathes 
for  some  hours  the  hot  and  dry  vitiated  air  of  an  un- 
ventilated  room  ia  prone  to  be  thus  affected  on  passing  out 
into  cold  damp  night  air.     If  debilitated  from  any  cause, 
the  inflammation  may  affect  the  substance  of  the  lung,  and 
^e  man  will  have  pneumonia. 

Bapid  alternations  of  temperature  and  moisture  ore  apt 
to  be  attended  with  risk  to  health  to  those  who  have 
passed  the  period  of  youth  during  which  the  body  quickly 
adapts  itself  to  altered  atmospheric  conditiona  The  body, 
in  the  middle-aged  and  old,  always  experiences  a  difBculty 
in  suddenly  accommodating  itself  to  extreme  ranges  of 
temperature  By  substituting  for  the  overheated  and 
impure  air  of  our  houses  and  public  buildings  a  pure 
wholesome  air,  of  a  temperature  adapted  to  our  sensations 
of  comfort,  by  the  establishment  of  an  efficient  system  of 
ventilation,  we  shall  avoid  the  danger  of  sudden  and 
extreme  changes  which  continually  menaces  those  organs 

which  the  blond  and  air  meet. 

A  Fellow  of  the  Royal  Society  has  recently  publicly 
declared  that  there  is  not  a  perfectly  healthy  dwelling- 
house  in  the  country.     Although  tliat  at  first  sight  seems 
an  exaggerated  view,  yet  it  is  not  far  short  of  the  truth. 
I  only  know  of  one  room  in  this  country  in  which  there  ^''*.^''^'^ 
is  any  good  ventilation,  namely,  the  House  of  Commons,  ruomtmiic 
All    the   patents  that   have  ever   yet   been   devised  are*"""*^' 
inefficient    and    faulty,    although     some    very    elaborate 
Tentilatii^  and  warming  arrangements  for  the  comfort  of 
iguesta    have  of   late  been   eatalilishcd    in   some   of  the 
continental  health  resorts,  notably  at  the  large  Kursaal  on 
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688  the  Maloja  plateau  of  the  Upper  Engadine.  Amongst  the 
dozens  of  contrivances  that  are  described  and  figured  in  F. 
Edwards*  book,  entitled  Ventilation  and  Heat,  not  one  ful- 
fils the  requirements  of  a  good  ventilator,  namely,  the  con- 
stant passage  into  each  room  of  pure  air  of  a  healthful  d^ree 
of  humidity — warmed  in  winter  and  cooled  in  sunmier — 
with  an  accompanying  provision  for  the  unmediate 
removal  of  that  which  has  been  breathed,  in  such  a 
manner  that  no  draught  is  created.  The  most  modem 
are  Tobin's  tubes,  Fischer  and  Stiehl's  tubes  buried  9  or 
10  feet  in  the  ground,  whereby  air  is  warmed  8**  or  9**  F. 
in  winter  and  cooled  12°  or  13°  F.  in  summer.  Motive 
power  for  the  circulation  of  air  has  of  late  been  obtained 
by  gas  jets,  by  a  jet  of  water  (Messrs.  Verity's  plan),  and 
by  exhausting  cowls  and  other  devices. 

To  intercept  the  fuliginous  particles  of  the  air  by 
gauze  curtains;  to  pass  the  inflowing  air  through  an 
atmosphere  of  spray ;  to  artificially  warm  it  in  winter, 
and  cool  it  in  summer  with  ice :  all  this  preparation  of 
the  air  can  be  carried  out  in  public  buildings  like  the 
Houses  of  Parliament,  but  such  arrangements  are  quite 
impossible  in  the  case  of  the  majority  of  private  houses. 
As  regards  cottages,  the  mere  hint  at  such  a  project  is 
absurd  in  the  extreme. 

An  American  architect  has  expressed  the  opinion* 
that  a  building  cannot  be  supplied  with  cool  air  of  a 
pleasant  degree  of  humidity  when  the  external  air  is  hot 
and  damp,  for  the  cooling  would  be  attended  by  the  con- 
densation of  the  moisture  and  the  formation  of  a  mist 
This  change  cannot,  I  admit,  be  produced  without  a 
preparation  of  the  air  in  underground  chambers  adapted 
for  the  purpose,  such  as  are  available  l^eneath  public 
buildings  or  large  houses.     In  the  case  of  the  majority  of 

^  *'0n  the  Relation  of  Moisture  in  Air  to  Health  and  Comfort,"  by 
Robert  Briggs,  C.E.,  in  Quarterly  Jtmrnal  of  SeieficCj  April  1878. 
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houses,  air,  when  hot  and  moist,  can  be  passed  through  a 
room  with  greater  rapidity  than  usual,  and  the  occupants 
will  experience  the  cooling  effects  produced  by  the  more 
frequent  renewal  of  air.  The  establishment  of  a  comfort- 
able uniform  loss  of  heat  by  the  body  is  the  point  to  be 
arrived  at  in  our  efforts  to  determine  the  requisite  speed 
for  the  passage  of  the  air. 

Physicians  are  waiting  for  inventors  to  deal  with  this  R^ie  of 
difficult  subject  of  providing  the  habitations  of  the  people,  fg  ^  exdte 
poor  as  well  as   rich,   with    some   efficient  and  simple  ^^  demand 

■■■  .  "^       lor  efficient 

ventilating  methods,  remembering  the  above  indispensable  ventilating 
requisites.  There  is  no  difficulty  as  regards  Public  ^^^^"^* 
buildings,  such  as  churches,  meeting  halls,  concert  rooms, 
theatres,  ball  rooms,  etc  They  can  all  be  ventilated  and 
lighted  in  the  same  manner  as  the  House  of  Commons. 
An  exposure  of  the  body,  and  especially  of  that  part  of  it 
named  the  pulmonary  surface,  to  sudden  and  extreme 
ranges  of  temperature,  as  in  coming  out  into  the  cold  air 
from  a  hot,  ill- ventilated  church  or  other  public  building, 
should  be  regarded  as  attended  with  a  certain  amount  of 
risk  to  all,  and  a  positive  danger  to  the  aged  and  weakly. 

The  role  to  be  played  by  the  Medical  Officer  of  Health 
and  other  sanitarians  in  the  public  interest,  is  to  urge 
Local  Boards  of  Health  to  refuse  to  pass  the  plans  of 
houses  in  which  there  is  no  efficient  provision  for  the 
removal  of  used-up  air,  as  well  as  of  other  effete  and 
noxious  matters.  When  a  great  demand  is  in  this  way 
excited,  a  vigorous  attempt  will  be  made  by  those  who 
devote  their  energies  to  the  invention  of  contrivances  for 
our  health  and  comfort  to  supply  that  want 

The  standard  of  pure  air  for  our  dwellings  and  for  all 
places  of  public  resort,  which  we  should  endeavour  to 
reach,  may  be  considered  to  be  thus  constituted : — 

Active  O^cygcrty  Ozone,  and  other  air  purifiers,  in   recog-  BtandM^  of 

,  1  .  .  pore  air. 

nizable  quantities. 
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Organic   Matter,   as   Albuminoid  Ammonia,  za  near  '08 

milligram,  per  cubic  metre  as  poBsibIa 
Carbonic  Acid — Not  more  than  '06  per  cent 
Temperature  to  be  determined  by  the  sensations  of  the 

majority  as  to  comfort.' 
Moisture — Eelative   humidity   70   to   15   per   cent.      A 

difference  between  the  dry  and  wet  bulbs  of  about 

5  or  6  degreea 
To   approncli   this  standard    as  closely  as  possible 
should  be  the  aim  of  all  who  study  the  construction  of 
healthy  homes  for  the  people. 

The  practical  question  arises — How  are  we  to  make 
an  attempt  to  arrive  at  any  point  on  the  road  to  this 
standard  amongst  tlie  cottages  of  the  poor  ?  The  dilficulties 
are  enormous  in  many  cases.  In  the  rural  districts, 
where  the  houses  are  surrounded  generally  by  pure  air 
we  insist  on  every  inmate  (age  not  considered)  having  at 
least  200  cubic  feet  of  air  by  night.  In  tramps'  lodging- 
houses  300  cubic  feet  of  air  in  a  sleeping-room,  and  400 
cubic  feet  in  a  room  used  for  sleeping  and  as  a  day  room, 
are  the  minimum  quantities  sanctioned  by  the  Local 
Government  Board.  In  towns,  where  the  air  is  more  or 
less  impure,  a  larger  quantity  of  air  per  individual  should 
be  insisted  on.  We  should  gradually  aim  at  obtaining 
not  only  the  largest  amount  of  breathing  space  that  is 
practicable,  but  some  efficient  provision  for  the  change  of 
air  to  the  extent  of  from  2000  to  3000  cubic  feet  per 
honr,  or  about  10,000  gallons  of  air  per  head,  per  hour. 

The  t^miMMtuM  of  comfort  of  air  indoors  has  be«n  varioual;  stated: — 

66*  to  68"  F.  Hood's  Trtatiae  on  Warming  Suildinga.     59°  F.  Podet'a 

MlaChaUitr.   6t^  b>  02' T.TndgoWa  FrincipUae/ Warming  and 

B0°  F.  Dr.  RicbudMn.     82°  F,  Box's  Pmctieal  TrealUe  on 

y,  Btx^'aHlualratiotuiifOixThwryand  Practice  of  VtJUiUUion. 

r.  VrtTVes  Xaruua  of  Hygiene.     59"  F.  Nurseries;  88°F.  Germin 

:*  Xo  fi*°  F.  HMpitels ;  88°  to  88°  F.  TheatrFS  and  Assemblj 

£iudu*ur  la  Veniilaiion. 
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How  is  this  to  be  accomplished  ?  Happily,  for  the  sake 
of  ventilation,  the  majority  of  our  cottages  have  an 
abundance  of  chinks  and  crevices  that  admit  air  from 
without.  Fortunately,  also,  a  considerable  change  of  air 
is  effected  through  the  walls  of  our  dwellings,  if  they  are 
composed  of  brick,  or  mud,  or  tufacious  limestone  or  wood. 

Professor  Pettenkofer  has,  by  experiments,  shown  ^  i**"**^'^- 
that  through  a  room  made  of  brick  walls,  of  the  capacity 
of  2650  cubic  feet,  every  crack  and  hole  in  which  was 
thoroughly  plugged  up,  1060  cubic  feet  of  fresh  air  passed 
per  hour,  by  virtue  of  the  difference  of  temperature 
(30°  F.)  between  the  outer  (32°  F.)  and  the  inner 
(62°  F.)  air.  He  found  that,  with  a  difference  of 
temperature  of  9^°  F.  between  the  outside  and  the  inside 
of  a  room,  the  spontaneous  ventilation  through  each  square 
yard  of  the  free  wall  amounted  to  about  7  cubic  feet,  or 
43  gallons  per  hour. 

Marker's  and  Schultze's  experiments  on  the  spontaneous 
ventilation  of  stables  confirm  these  observations.  They  dis- 
covered that  with  a  difference  of  temperature  of  9^  F.,  the 
passage  of  air  through  each  square  yard  of  free  wall  was — 

With  walls  of  Sandstone  .         .  4*7  cubic  feet  per  hour. 

„  „  Quarried  Limestone       6*5  „  „ 

»  „  x>ncK         .  ,  7*9  ,,  yj 

,,  „  Tufacious  Limestone  10 '1  „  „ 

II  I)  Mud  .  .  14-4  „  „ 

All  the  ordinary  building  materials,  such  as  plaster, 
wood,  cement,  etc.,  are  more  or  less  porous,  and  admit  the 
passage  of  air  through  them  in  such  a  manner  that  we 
are  not  conscious  of  the  movement  We  are  insensible 
to  the  passage  of  air  if  the  velocity  of  the  same  is  less 
than  19  inches  per  second. 

It  will,  perhaps,  be  considered  by  some  that  to  change 
the  air  of  a  cottage  at  the  rate  of  between  2000  to  3000 

^  T?ie  Air,  in  relation  to  Clothing ,  Dwelling^  and  Soil, 
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cubic  feet  per  hour  per  individual,  at  a  velocity,  to  avoid 
draught,  of  less  than  19  inches  per  second,  is  to  supply 
an  enormous  and  unnecessary  amount  of  fresh  air,  and  is, 
moreover,  a  thoroughly  impracticable  project  Our  con- 
tinental neighbours  do  not  consider  this  amount  excessive, 
if  we  may  judge  from  the  following  table,  given  by  Petten- 
kofer  and  Morin,  of  their  demands  as  to  change  of  air  in 
their  buildings  per  hour  per  person : — 


Hospitals  for  ordinary  cases   . 
„      for  wounded  . 

.     2120—2470  cubic 
.     3530                       „ 

„      for  epidemics 
Prisons        .         .         .         .         . 

.     5300                       „ 
1766                       „ 

Workshops — ordinary  . 

„             unhealthy 
Barracks — day     .         .         .         , 

„         night  .         .          .          , 
Theatres 

.     2120                       „ 
.     3530                        „ 
.      1060                       „ 
.      1410—1765          „ 
.      1410—    „ 

Large  rooms  for  long  meetings 
„           for  shorter    „     . 

•     2120                       „ 
1060                       „ 

Schools  for  adults 

880     1060          „ 

„   for  children 

424 —  630           „ 

Provided  we  keep  our  walls  dry,  for  then  we  maintedn 
them  in  a  porous  condition,  as  moisture  renders  them 
impermeable,  so  long  we  can  draw  a  very  large  quantity 
of  air  through  our  walls,  with  but  little  difference  of 
temperature  between  the  inside  and  outside  of  the  housa 
Ventilation.  If  this  spoutancous  Ventilation  is  supplemented  by 
some  simple  contrivance,  such  as  a  Tobin's  tube,  a 
Chowne's  tube  or  Hinckes  Bird  arrangement,  which  cannot 
be  interfered  with,  for  admitting  fresh  air  in  so  broken-up 
and  divided  a  state  as  that  its  flow  shall  be  unfelt  by  the 
occupants,  all  that  can  be  done  will  have  been  accom- 
plished for  the  majority  of  our  old  isolated  cottages  in 
the  country  districts,  the  repairs  of  which  often  consume 
the  whole  of  the  yearly  rental  Pettenkofer  rightly  says, 
"It  is  a  waste  of  ventilation  if  it  is  directed  against 
avoidable  pollutions  of  the  air  .  .  .  the  proper  domain  of 
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ventilation  begins  when  cleanliness  has  done  its  best" 
We  ought  not,  however,  to  let  matters  rest  here  as  regards 
the  rows  of  cottages  in  our  towns  and  cities,  which  have 
but  little  free  wall  surface,  and  are  often  merely  foul 
caves  with  no  opening  at  the  back  to  allow  of  the  free 
passage  of  air.  Thousands  and  thousands  of  these  urban 
dwellings  of  the  poor  are  caricatures  of  what  cottage 
homes  should  be,  namely,  a  healthful  place  for  rest,  re- 
freshment, and  cheerful  intercourse  after  toil,  and  would 
be  more  truthfully  designated  human  piggeries.  Who  is 
there  amongst  medical  men  that  is  not  familiar  with  the 
appalling  infanticide  that  prevails  amongst  these  districts 
which  have  been  designated  "Herodian,"  mainly  due  to 
the  foul  air  (for  young  lives  are  the  most  sensitive  tests 
of  the  existence  of  an  infraction  of  sanitary  laws),  and 
partly,  no  doubt,  to  improper  feeding  and  neglect.  That 
noble  appeal  of  Charles  Dickens  for  legislation  for  the 
poor  cannot  but  be  remembered  in  thinking  of  this  sad 
subject:  "If  those  who  rule  the  destinies  of  nations 
would  but  think  how  hard  it  is  for  the  very  poor  to  have 
engendered  in  their  hearts  that  love  of  home  from  which 
all  domestic  virtues  spring,  when  they  live  in  dense  and 
squalid  masses,  where  social  decency  is  lost,  or  rather 
never  found, — if  they  would  but  turn  aside  from  the 
wide  thoroughfares,  and  great  houses,  and  strive  to  im- 
prove the  wretched  dwellings  in  byeways,  where  only 
poverty  may  walk — many  low  roofs  would  point  more 
truly  to  the  sky  than  the  loftiest  steeple  that  now  rears 
proudly  up  from  the  midst  of  guilt  and  crime  and  horrible 
disease,  to  mock  them  by  its  contrast"  What  a  picture 
was  sketched  of  these  dreadful  places  by  Dr.  Buchanan, 
when  he  was  one  of  the  travelling  inspectors  of  the  Local 
Grovernment  Board  !  "  In  small  closed  courts,  surrounded 
by  high  buildings,  and  approached  by  narrow  and  perhaps 
winding  gangways,  houses  of  the  meanest  sort  stand,  acre 
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after  acre  of  them,  with  but  privies  and  dust  bins  to  look 
upon.  And  surely  such  cannot  be  accounted  fit  for  human 
habitation,  while  the  standard  of  that  humanity  is  low. 
Nothing  short  of  a  tornado  can  efiTectually  ventilate  these 
courts ;  in  still  weather  the  atmosphere  in  them  is  un- 
changed and  unchangeabla  Can  it  be  a  matter  of 
surprise  that  such  regions  should  be  the  favourite  pastures 
or  hunting-grounds  of  filth  diseases,  and  that  moral  as 
well  as  material  deterioration  should  be  invariable  ac- 
companiments ?  It  may  be  truly  said  of  many  evil 
things,  that  *  like  goes  to  like.*  Happily  the  Artisans' 
Dwellings  Bill,  cUiaa  the  Bookeries  Bill,  has  been  passed, 
which  aims  at  the  demolition  of  these  nests  of  disease 
and  crime ;  and  which  will,  it  is  to  be  hoped,  gradually 
diminish  the  most  depraved  and  unhealthy  modes  of  life." 


PAET   II 

THE  DETECTION   AND  ESTIMATION   OF   THE   AMOUNT  OF   THE 
MOST   IMPORTANT   IMPUEITIES    FOUND   IN   THE   AIB 

Two  methods  of  discovering  the  condition  of  the  air,  as 
to  purity,  a  direct  and  an  indirect  one,  have  been  in 
vogue :  the  direct  which  is  either  (a)  chemical,  having  for 
its  object  the  detection  and  estimation  of  the  quantity  of 
impurities,  such  as  the  organic  and  other  solid  bodies, 
and  the  carbonic  acid  present  in  the  air,  or  (6)  biological, 
which  is  concerned  in  the  estimation  of  the  number  of 
germs  present  in  a  known  quantity  of  air;  and  the 
indirect  one  being  to  ascertain  its  departure  from  a  state 
of  purity  by  the  estimation  of  the  amount  of  ozone  and 
other  purifying  agents  which  have  not  been  used  up  by 
the  organic  matter  and  by  the  various  noxious  gases  with 
which  the  air  is  contaminated. 


DIRECT  METHOD. 


CHAPTER   XXV 

MODES    OF   OBSERVING   SOLID   BODIES    IN   THE   AIR,   AND    OF 
SEPARATING   THEM    FOR   EXAMINATION 

Solid  ixjdiea As  far  back  as  1830,  Ehrenberg  worked  and  published 
In  the  air.  ^^  ^j^j^  subject  He  sliowed  the  actual  existence  of  an 
atmospheric  kingdom  of  life,  animal  and  vegetable.  He 
was  followed  by  M.  Gaultier  de  Claubry,  who  passed  air 
from  various  localities  through  water  that  had  been 
exposed  to  a  high  temperature. 

During  the  cholera  epidemic  in  England  of  1849,  the 
dust  of  air  was  much  examined,  in  consequence  of  the 
supposed  discovery  of  certain  bodies  termed  cholera  fungi 
in  infected  air.  M.  Quatrefages,  Pouchet,  Pasteur,  N. 
Joly,  and  Charles  Musset,  Boussingault,  Baudrimont,  and 
Gigot,  are  foreigners  who  have  all  severally  laboured  at 
this  subject  from  different  points,  the  first  five  being 
especially  interested  in  it  in  relation  to  the  doctrine  of 
spontaneous  generation. 

Devergie  examined  the  air  in  the  \acinity  of  a  case  of 
hospital  gangrene,  and  detected  an  enormous  quantity  of 
organic  matter  in  it.  Bits  of  wool,  cotton,  particles  of 
hair,  and  epithelial  cells  and  starch,  were  most  common. 

In  the  Army  Medical  Report  for  1867,  is  an  account 
of  an  experimental  investigation  made  by  Dr.  F.  de 
Chaumont  into   the  ventilation  of  the  new  barracks  at 
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Chelsea,  He  passed  120  cubic  feet  of  air  through  a 
freezing  mixture,  and  4*7  c.  c.  of  fluid  condensed  from  it 
contained  epithelium  in  large  amount,  hair  and  various 
fibres,  sand,  soot,  crystalline  substances,  and  chloride  of 
sodium,  together  with  sporangia  of  fiingi,  and  monads  in 
considerable  quantity.  In  the  air  of  a  back  yard  of  a 
London  Hospital  he  found  considerable  quantities  of 
epithelium;  and  in  the  "dirty  linen  area,"  where  the 
foul  linen  was  kept  in  crates  until  washed,  pus  globules 
and  a  quantity  of  fatty  crystals  apparently  from  dressings, 
bacteria  both  free  and  in  the  zooglaeal  form.  In  the 
Accident  Ward  of  St.  Mary's  Hospital,  Paddington,  he 
discovered  pus  cells  in  the  air  near  some  beds  which  had 
a  bad  reputation  for  erysipelas.^ 

The  Army  Medical  Eeport  for  1868  contains  similar 
observations  by  Dr.  E.  T.  Wright  on  the  air  of  the 
barrack-room,  Royal  Victoria  Hospital,  Netley. 

In  1861  MM.  Eiselt  and  Bechi  published  the  result 
of  some  experiments.  In  the  same  year  an  investigation 
was  undertaken  on  behalf  of  the  Lancet  on  the  dust  of 
town  houses  in  dry  weather.  The  result  of  this  inquiry 
showed  that  it  consisted  of  pulverized  horse  dung,  and 
the  grindings  of  shoe  leather,  and  starch  corpuscles. 

In  1862  Reveil  and  Chalvet  made  some  observations 
on  the  air  of  the  surgical  wards  of  the  Hospital  of  St. 
Louis. 

Dr.  Jefferies  Wyinan  and  Dr.  Salisbury  were  the 
earliest  of  American  workers  on  atmospheric  dust 

Samuelson  and  Balbiani  have  also  made  experiments 
on  this  subject. 

Dr.  Salisbury's  observations  especially  related  to  the 
air  of  the  low  marshy  valleys  of  the  Ohio  and  Mississippi 
in   connection   with   the   causation   of   intermittent   and 

^  "Three  Reports  on  the  Sanitary  Condition  of  St.  Mary's  Hospital, 
1875.76." 
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Mr.  C.  Tichbome  communicated  to  the  British 
Association,  in  1870,  an  account  of  his  experiments  on 
the  air  of  Dublin.  Street  dust  he  said,  was  mainly 
composed  of  stable  manure  and  triturated  stones. 

The  dust  of  New  York  has  been  examined  by  the 
New  York  Officers  of  Health  by  exposing  glass  plates  to 
the  air.  The  same  substances  were  present  in  all  of  the 
specimens ;  street  dust,  particles  of  sand  and  carbon,  fibres 
of  cotton,  fragments  of  vegetable  tissues,  granules  of  starch, 
three  different  kinds  of  pollen  grains,  micro-organisms, 
and  fungal  elements.  The  latter  were  abundant,  ranging 
in  character  from  a  micrococcus  to  mycelial  filaments. 
When  water  was  added  to  the  specimens,  bacteria  and 
vibriones  invariably  made  their  appearance  within  a  few 
hours. 

M.  Miquel  furnishes  the  following  estimate  of  these 
o^      micro-organisms,  which,  as  will  be  seen,  vary  in  number 
in  the  dust  of  different  localities : — 

No.  of  Bacteria  in  1  gramme  of  dust. 

Observatory  of  Montsouris  near  Paris  .  750,000 
Rue  de  Rennes,  Pai-is  .  .  .  1,300,000 
Rue  Monge,  Paiis      ....      2,100,000 

Mr.  Blackley^  has  devoted  his  attention  to  that 
particular  kind  of  air  dust  that  produces  hay  fever, 
namely,  the  pollen  of  ceilain  kinds  of  grasses.^ 

A  good  account  of  the  great  variety  of  particles  of 
which  atmospheric  dust  is  composed  is  contained  in 
Charles  Eobin's  TraiU  du  Microscope, 

The  space  at  my  disposal  will  not  permit  me  to  enter 

*  ExperiTnenUxl  Researches  on  the  Causes  and  NcUure  of  Caiarrhus 
(EstivuSf  by  C.  H.  Blackley,  1872. 

^  He  refers  to  one  species,  the  poUon  of  which  is  so  small  that  it  would 
require  87  millions  to  make  a  grain  ;  whilst  6  millions  are  required  of  the 
particles  of  pollen  of  the  English  meadow  grasses.  He  considers  that 
^^760,  or  the  8427th  part  of  a  grain,  is  capable  of  producing  the  severest 
*orm  of  hay  fever. 
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on  that  very  large  field  as  to  the  presence  of  those  organic 
substances  in  air  which  have  in  past  times  fallen  in 
showers,  giving  rise  to  the  belief  that  blood  and  sulphur 
have  descended  from  heaven.  I  must  refer  my  readers 
to  a  little  book,  named  Odd  Showers,  which  is  published 
by  Kerby  and  Son,  of  Oxford  Street,  for  much  interesting 
information  as  to  these  records. 

The  observations  of  Messrs.  Tichborne,  Blackley,  and 
others,  would  lead  one  to  think  that  the  spores  of  fungi 
and  other  light  bodies  are  to  be  detected  in  the  air  at  very 
great  heights,  and  that  they  are  conveyed  by  aerial  currents 
and  storms  from  one  part  of  the  earth  to  another  over 
vast  tracts  of  country. 

The  air  dust,  such  as  we  breathe,  may  be  conveniently 
collected,  for  either  microscopical  or  chemical  examination, 
in  several  ways : — 

1.  By  means  of  Pouchet's  aeroscope,^  which  consists  Pouchefs 
of  a  glass  tube  hermetically  closed  at  either  extremity  by**"»*^P*- 
a  copper  ferule.  The  upper  ferule  is  fixed  to  the  glass, 
and  is  connected  with  a  tube  of  copper,  terminating 
externally  in  a  small  funnel,  and  internally  in  the  inside 
of  the  glass  tube,  in  a  very  finely  drawn  point,  not  more 
than  '5  m.  m.  in  diameter.  The  other  ferule  is  removable, 
and  allows  of  the  introduction  of  a  circular  glass  plate 
into  the  interior  of  the  instrument,  which  is  placed  at 
1  m.  m.  from  the  point  of  the  tube  connected  with  the 
upper  ferule.  This  plate  is  covered  with  adhesive  matter ; 
and,  if  necessary,  the  point  of  the  tube  is  made  to 
terminate  in  a  minute  perforated  diaphragm  like  the 
rose  of  a  watering  pot,  so  as  to  secure  the  disper- 
sion of  the  atmospheric  particles  over  the  surface  of 
the  plate. 

^  Moyen  de  rassembler  dans  un  espace  infinimeDt  petit  tous  les  corpuscles 
Dormalement  invisibles  contenus  dans  an  volume  d'air  determine. — dnnptes 
Rendua,  T.  i.  p.  748. 
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)8  MODES   OF   OBSERVDIO 

The  apparatus  employed  by  Dr.  D.  D.  Cunningham,* 

in  his  numerous  obserratioos 

on  atmospheric  dust,  consiata 

t  of  three  thin  brass  tubes  (A), 

two  of  which  slip  over  the 

third  central  one,  and   oome 

into  contact  with  the  opposite 

sides  of  a  projecting  rim  on 

its  circumferenca     This  rim 

is  formed  by  the  margin  of  a 

diaphragm,  which  divides  the 

centre  tube  into  two  chambers. 

It  is  of  sufficient  thickness 

lio  allow  of  a  spindle  passing 

Fio.  IB.  up  through  it  (B), 

Dr.  Maddox's  Aeroscope  Pump  *  is  an  improvement 

on     his    aeroconiscope.       It    consists    of    two    metallic 

chambers  A  and  B  screwed  together,  the  chamber  A  being 


furnished  with  a  perforated  cone  intended  to  project  the 
dust  of  the  air  on  a  slip  of  glass  covered  with  glycerine. 
This  chamber  is  in  direct  communication  with  the 
chamber  B,  which  contains  an  aspirator.  The  water  passea 
drop  by  drop  by  the  tube  E  into  the  tube  D  which  is  in- 

>  Miatncopie  Eatminatw*  of  Air,  b;  Dr.  D.  D.  Cuunuigbam,  Sni^geon, 
H.  M.  Indian  Med.  Service.     Pablished  b;  GoTernment,  1S71. 
*  Journal  Microtcof.  Socy. ,  2d  aeries,  vol.  L  p.  3SS. 
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clined  at  an  angle  of  45°  with  the  axis  of  the  instrument 
The  tube  D  is  open  at  its  upper  end,  and  has  a  flute-like 
aperture  laterally  below  the  entrance  of  K  A  litre  of  water 
is  sufficient  to  pass  66  litres  of  air  over  the  glass  slip. 

The  great  objection  to  the  three  foregoing  varieties  of 
the  same  method  is,  that  it  is  difficult  to  obtain  glycerine 
perfectly  free  from  foreign  bodiea 

2.  A  glass  tube  is  heated  to  redness,  and,  when  it 
has  cooled,  is  surrounded  by  a  freezing  mixture.  Air  is 
then  drawn  by  an  aspirator  through  the  tube.  The  great 
cold  condenses  the  moisture  of  the  air,  and  arrests  its 
solid  particles  which  is  in  both  cases  collected  and  exam- 
ined for  nitrogenized  compounds. 

3.  Dr.  Watson  employs  fine  glass  threads  soaked  in 
glycerine  or  powdered  glass,  as  traps  for  catching  the 
solid  substances  which  he  afterwards  washes  with  pure 
water.  Perhaps  the  substance  known  as  glass  wool  would 
prove  a  still  more  effectual  air  filter. 

4.  I  use  a  mineral  named  asbestos,  which  is  a  fibrous 
and  woolly  substance,  composed  of  a  silicate  and  aluminate 
of  magnesia  and  lime,  for  arresting  the  dust  of  the  air. 
A  U-shaped  platinum  tube  about  ^  inch  in  diameter, 
and  7  inches  long,  having  been  filled  at  the  bend  with 
this  inorganic  wool,  and  little  caps  of  fine  platinum 
gauze  being  inserted  at  each  end  of  the  asbestos  to  prevent 
the  loss  of  any  of  its  particles,  a  known  volume  of  air  is 
drawn  through  the  tube  by  means  of  an  aspirator.  The 
tube  loaded  with  asbestos  is  weighed  in  a  delicate  balance, 
both  before  and  after  the  air  is  passed  through  it  The 
increase  in  weight,  after  the  experiment,  of  course  indicates 
the  amount  of  solid  particles  contained  in  the  quantity  of 
air  drawn  through  the  tube  by  the  aspirator.  The  plat- 
inum tube  is  then  exposed  to  the  flame  of  a  Bunsen's 
burner,  in  which  it  soon  becomes  red  hot  When  all  the 
volatile  solid  bodies,  such  as  organic  matter,  nitrates,  etc., 
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have  been  burnt  oflf,  the  tube  having  been  again  weighed 
is  ready  for  a  fresh  experiment. 

5.  By  taking  the  rain,  which  is  the  great  air  washer, 
and  removing,  by  means  of  a  pipette,  the  solid  particles 
that  subside  in  it  after  a  few  hours'  rest 

6.  M.  Pasteur  filtered  a  certain  quantity  of  air  through 
perfectly  pure  pyroxyline,  which  is  soluble  in  a  mixture  of 
strong  alcohol  and  ether.  A  tube  containing  a  plug  of 
this  material  was  attached  to  a  water  aspirator,  from  the 
exit  portion  of  which  the  amount  of  air  drawn  by  the  in- 
strument per  minute,  can  be  easily  collected  and  measured. 
The  cotton  plug,  on  removal,  was  treated  with  its  solvents, 
and  the  dust  then  allowed  to  subside.  The  complete  removal 
of  the  pyroxyline  was  effected  by  adding,  and  after  a  time 
removing,  fresh  quantities  of  alcohol  and  ether.  The  dust 
is  then  transferred  to  the  microscope  slide  for  examination. 

7.  M.  Mari^-Davy  of  the  Montsouris  Observatory 
collected  the  dust  of  the  air  in  a  receiver  which  was  con- 
nected with  an  aspirator  such  as  is  represented  in  Fig.  21. 
The  receiver  was  composed  of  a  bell  glass,  the 
roughened  lower  edge  of  the  large  opening  of 
which  rests  on  a  piece  of  plate  glass  also  rough- 
ened. The  upper  and  small  opening  is  closed 
by  a  cork,  which  is  perforated  by  two  glass 
tubes:  one  of  them,  marked  c,  is  connected  with 
the  aspirator ;  the  other,  A,  terminates  at  one 
extremity  in  the  air,  and  at  the  opposite,  within 
the  bell  glass,  in  a  tapered  point,  a  short  dis- 
tance from  a  glass  plate  covered  with  glycerine  or  syrup. 

The  arrangements  carried  out  by  M.  Miquel  in  this 
Observatory  for  the  collection  of  the  schizomycetes,  such 
as  the  micrococci,  bacilli,  bacteria,  etc.,  are  most  elaborate 
and  ingenious.  The  latest  and  most  improved  forms  of 
apparatus  will  be  referred  to  in  the  chapter  on  "  The 
Biological  Examination  of  Air." 


Fio.  21. 
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MICROSCOPICAL   EXAMINATION   OF   THE    DUST   OF   THE   AIR 


The  air  contains  such  an  immense  variety  of  substances  Duatde- 
in  the  form  of  dust,  invisible  to  the  naked  eye,  that  their  J^^^i^  ™ 
bare  enumeration,  without  entering  into  any  description  vegetable, 
of  them,  would   occupy   a    considerable   space.     Minute  kingdoms, 
particles  of  anything  and  everj^thing  that  exists  on  the 
earth,  are  liable  to  be  mingled  with  the  air  that  rests  on 
it.     Such  minute  organisms  as  micrococci,  bacteria,  and 
bacilli,  are  omnipresent  except  in   the   pure   air  of  the 
highest  mountains  and  far  away  at  sea.     As  the  air,  in 
which  we  are  always  plunged,  invariably  contains  more 
or  less  of  these  minute  objects,  our  bodies  ^  are  naturally 
invaded   by  the   same.      These    suspended  matters    are 
furnished  by  the  animal,  vegetable,  and  mineral  kingdoms. 

From  the  animal  kingdom  is  derived  the  debris  of 
little  creatures  who  have  been  bom  and  have  lived  and 
died  in  the  atmosphere,  germs  and  small  eggs. 

From  the  vegetable  kingdom,  spores  of  fungi,  the 
pollen  of  plants  and  seeds  of  all  kinds,  particles  of  finely 
pulverized  straw,  minute  fragments  of  rags,  etc.,  are 
obtained. 

From  the  soil,  dust  of  inorganic  composition,  such  as 
sand,  oxide  of  iron,  lime,  etc.;  from  volcanoes,  sand  and 

^  M.  Lemairc  finds  not  only  in  the  air  that  passes  from  the  Inngs,  but 
also  in  the  perspiratory  fluid,  abundant  inilications  of  animal  and  vegetable 
life. — Comptes  JRendus,  October  14,  1867. 
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mud,  and  small  particles  of  carbon ;  from  the  sea,  chloride 
of  sodium  which  is  lifted  by  the  spray  and  conveyed  by 
the  wind  vast  distances : — are  contributed. 

It  is  in  respect  to  the  dust  and  impurities  in  the  air, 
created  by  man  and  animals,  and  by  vegetation,  in  which 
we  are  at  present  most  interested,  as  they  relate  more 
especially  to  public  healtL  Excluding,  then,  a  considera- 
tion of  the  solid  particles  difiused  through  the  air  in  manu- 
factories, and  mines,  to  the  injurious  influence  of  which  so 
many  of  our  fellow-creatures  are  unhappily  exposed,  let 
us  ask  ourselves  the  question  "What  appearances  do  the 
minute  solid  impurities  contained  in  the  air  of  our  dwell- 
ings and  public  buildings,  and  of  our  streets,  present  under 
the  microscope  ?"  Air  dust  has  been  divided  into  the 
light,  which  floats  and  is  wafted  about  by  currents,  and 
the  heavier  particles  that  settla  The  dust  of  our  houses 
consists  largely  of  light  organic  matter,  either  living  or 
dead,  whilst  that  of  public  buildings  would  appear  to 
contain  a  larger  proportion  of  the  heavier  kinds.  Dr. 
Du8toftiie  Percy  found  that  the  dust  on  the  walls  of  the  British 
Museum.  Muscum  cousistcd  of  50  per  cent  of  incombustible 
matter.  The  principal  objects  which  we  see  in  the  dust 
of  rooms  and  hospitals  with  high  powers  are  little  por- 
tions of  (1)  scaly  epithelium  (the  dust  of  the  skin),  (2) 
particles  of  soot,  (3)  small  round  and  oval  cells,  which, 
when  multiplying,  have  an  appearance  like  the  number  8. 
These  little  bodies  have  been  named  "  putrefaction  cells," 
and  by  some  microzymes,  and  have  been  described  by 
Trautman,  Lemaire,  and  B^champ.  Their  growth  is  accele- 
rated by  hydrogen  sulphide  and  other  vile-smelling  gases, 
and  is  arrested  by  carbolic  acid,  which  is  one  of  our  most 
valuable  disinfectants.  Lemaire  found  them  in  immense 
quantities  in  the  air  of  dirty  prison  cells.  They  belong  to  that 
border  land  which  is  midway  between  the  animal  and 
vegetable  kingdoms.  We  know  not  whether  they  are  animals 
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or  vegetables.  They  bear  a  strong  resemblance  to  certain 
kinds  of  bacteria  found  in  impure  air  and  water.  These 
organic  impurities  in  air  are  favourite  pastures  for  the 
growth  and  development  of  the  animal  poisons  that  pro- 
duce the  zymotic  diseases,  such  as  typhoid  fever,  scarlet 
fever,  etc.  The  poisons  of  these  diseases  rejoice  and 
luxuriate  in  filth  of  all  kinds,  especially  in  filthy  air. 
The  spores  of  tricophyton  have  been  collected  in  the 
wards  of  hospitals  devoted  to  skin  diseases,  and  those 
of  achorion  schonleinii  in  wards  containing  cases  of 
favus. 

The  air  of  sick  rooms  and  hospitals  that  are  not 
ventilated  efficiently,  is  loaded  with  organic  impurities, 
which,  in  certain  diseases,  furnish  different  odours, — 
for  example,  a  medical  man  usually  recognizes  the 
presence  of  smaU-pox  or  rheumatic  fever  in  a  house  by 
their  characteristic  odours.  The  smell  of  a  room  occupied  The  oi^anio 
by  a  person  who  is  suffering  from  abscesses  is  a^J^ost  |J^^^" 
distinctive  of  this  class  of  malady.  In  smallpox  wards  diniBrent 
minute  scales  and  dust  of  dried  pustules,  which,  if  intro- 
duced into  the  system  of  one  unprotected  by  vaccination, 
would  reproduce  the  disease,  are  found  floating  in  the  air. 
In  hospitals  devoted  to  skin  diseases,  that  contain  patients 
suffering  from  favus,  ringworm,  etc.,  which  depend  on  the 
growth  in  the  skin  of  little  parasitic  plants  or  fungi,  the 
spores  or  seeds  of  these  plants  may  be  found  suspended 
in  ,the  air. 

The  air  of  the  streets  and  gardens  of  our  towns  and 
cities  contains  soot,  crystals  of  certain  salts,  starch 
granules,  Unen,  cotton  and  wool  fibres,  bits  of  wood,  and 
particles  of  food,  the  hairs  of  man  and  animals  (dogs  and 
cats). 

The  character  of  the  dust  of  the  air  that  is  found 
between  the  pure  air  of  the  country  and  the  impure  air 
of  a  large  city  has  been  well  observed  by  M.  Mari^-Davy 
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and  his  associatea  at  tlie  Moiitaouris  Oliservatory,  iu  the 
neighbourhood  of  Paris. 

Bodies  collected  on  glycsrine  from  Decemlwr  30,  1875. 
to  January  2,  1876,   x    1000: — 
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ules  of  meteoric  iron,  which  have  been  described  by  M. 
Tissandier.  The  fourth  is  a  spore:  it  is  uninfluenced 
by  dilute  sulphuric  acid  which  dissolves  starch  granules. 

M.  Pasteur  suggests  the  institution  of  comparisons 
between  the  kind  and  quantity  of  organised  corpuscles 
disseminated  in  the  air  at  one  place  during  the  several 
seasons  of  the  year  before  and  after  rain,  etc.,  and  at 
different  places  at  the  same  time,  with  the  object  of 
increasing  our  knowledge  of  the  zymotic  diseases,  especi- 
ally when  epidemics  are  prevalent  He  found  in  the 
winter  months,  during  a  period  of  very  low  temperature, 
ranging  from  15*8°  to  6*8°  F.,  that  a  very  small  number 
of  germs  could  be  collected  from  the  air. 

Of  late  years  much  attention  has  been  devoted  by  micto- 
Koch,  Klein,  Lister,  Klebs,  Sanderson,  and  a  host  of  others,  <^'8«^*^*- 
to  those  constituents  of  the  dust  of  the  air  which  have 
been  denominated  micro-organisms,  and  between  one  and 
two  thousand  publications  have  appeared  in  diflTerent 
languages  on  various  branches  of  this  subject.  Into  one 
comparatively  so  new,  with  a  bibliography  so  imposing, 
and  which  is  in  a  state  of  transition  from  month  to  month 
as  new  facts  are  elicited,  it  would  be  improfitable  in  the 
interests  of  the  health  ofl&cer  to  plunge.  It  will  be 
suflBcient  to  give :  (1)  an  idea  of  the  appearance^  under 
the  microscope  of  the  more  important  of  these  bodies; 
(2)  some  information  as  to  the  number  present  at  different 
times  in  pure  and  impure  air;  and  (3)  the  reason  for 
prosecuting  researches  into  their  life  history  and  the 
conditions  indispensable  for  the  proof  of  the  existence 
of  a  causative  relation  between  some  of  them  and  certain 
communicable  diseases. 

The  most  approved  and  recent  classification  of  these 

^  A  good  description  of  them  is  to  be  found  in  the  Supplement  of  the 
Eleventh  Annual  Report  of  the  Local  Government  Board  for  1881,  from 
the  pen  of  Dr.  Victor  Horsley. 
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schizomycetes  or  fission-fungi,  named  also  microbes, 
microphytes,  and  micro-organisms,  is  that  of  Zopf  ^  who 
arranges  them  in  four  groups. 

Group  1.  CoccACEA — Genera,  MicrococcuB,  Streptocoecus  (chain 

coccus),  Sarcina  (packet  coccus)  Merismopedia  and  Aaoo- 

coccus. 
Group  2.  Bagteriacejb — Genera,  Bacterium,  Spirillum,  BacilluB, 

Vibrio,  Leuconostoc  and  Clostridium. 
Group  3.     Leftotricheje  —  Genera,      Leptothrix,      Beggiatoa, 

Crenothrix  and  Phragmidiothrix. 
Group  4.  Cladotbicheje — Genus,  Cladothrix. 

The  most  interesting  group  is  tliat  entitled  the  Bacteri- 
aceae  which  contains  the  largest  number  of  micro-organ- 
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a.  Micrococci  x  000. 

b.  Streptococci  x  600. 

c.  Sarcinae  (packet  cocci)  x  600. 
cf.  Bacterium  tonno. 

e.  Bacterium  termo,  diagram  of  outline 

under  higher  power. 
/.  Bacterium  termo,  x  4000  (Dallingor  and 

Drysdale   in   Crookshank's  Bacteria- 

logy)  with  flagella. 


23. 
0- 


BaciUui  anthracii  with  and  without 

spores  X  700. 
ft.  Vibrio  serpens  (after  Cohn). 
i.  Spirillum    Obenneieri    (of    relapting 

fever). 
k.  Comma-shaped  bacilli*   (after  Crook> 

shankX 
I.  Bacillus  tabereoloals  with  spores  x  700. 


^  Dr.  Crookshank's  Bacteriology, 

'  There  are  several  varieties  of  coinma-8hai)od  bacilli,  one  kind  being 
found  in  the  mouth  in  connection  with  caries  of  the  teeth  and  another  in 
old  cheese.  The  cholera  comma-bacillus  is  stated  to  be  distinguishable 
from  other  comma-shaped  micro-organisms  by  its  behaviour  under  colti- 
vation. 
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isms.  Examples  of  the  most  important  of  its  genera  are 
here  depicted 

These  micro-organisms  multiply  either  by  division  or 
spore  formation  with  marvellous  rapidity.  Cohn  has 
pointed  out  that  one  bacterium  placed  in  an  organic 
medium  suitable  for  its  growth  will  in  24  hours  have 
developed  16,777,216  bacteria  and  in  three  days 
47  trillions,  but,  that  as  soon  as  they  have  exhausted 
the  nourishment  on  which  they  live,  they  will  soon 
cease  to  exist.  Although  spores  are  more  resisting 
than  the  bacilli  to  extremes  of  cold  and  heat  and 
chemical  agents,  it  is  reassuring  to  learn  that  patho- 
genic organisms  are  less  resistant  to  perchloride  of 
mercury  (our  chief  microbe  destroyer)  than  non-patho- 
genic ones. 

M.  Miquel  has  found  ^  that  the  number  of  bacteria 
varies  much  in  the  air  at  the  different  hours  of  the  day, 

^  Averages  in  a  cubic  metre  of  air  from  obBerrations  during  6  years. 


Months. 

Park  of  Montsouris. 

Bue  de  RivoU,  Paris. 

January      .        .        .        226        .        .        .         1880 

February 

155 

2480 

March 

495 

3710 

April . 

420 

4905 

May  . 

575 

6750 

June  . 

496 

5535 

July  . 

740 

5205 

August 

685 

4405 

September . 

605 

4615 

October 

500 

8825 

November  . 

336 

2650 

December  . 

225 

2016 

Annual  Mean    .        455                                 3910 

Seasons.                        Park  of  Montsouris.               Rue  de  Rivoli,  PariM. 

Winter       .         .         .         290        .         .         .         2690 

Spring        .         .         .         495        .         .         .         5396 

Summer     .         .        .        675        .         .         .        4705 

Autumn     . 

• 

• 

355 

• 

• 

2880 
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months  and  seasons  of  the  year,  and  in  the  air  of  different 
localities.^  He  noticed  at  Montsouris,  near  Paris,  two 
minima  between  2  and  3  A.M.  and  between  2  and  3  P.M., 
and  two  maxima  between  7  and  8  A.M.  and  between  7 
and  8  p.m.  They  are  present  in  the  air  in  diminished 
numbers  during  those  atmospheric  states  that  accom- 
pany currents  from  the  south  and  south-west,  viz.,  low 
barometric  pressure,  an  excess  of  moisture  and  purifying 
storms. 

No.  of  Bacteria 
per  cab.  metn». 

^  Sea  air,  Atlantic  Ocean 6 

Air  of  high  mountains 1 

,f     the  saloons  of  ships 60 

Air  at  the  summit  of  the  Pantheon,  Paris      .        .        .  200 

Air  of  the  city  of  Berne 680 

new  houses  in  Paris 4,500 

the  sewers  of  Paris       ....                 .  6,000 

the  Laboratory  of  Montsouris      ....  7,420 

old  Parisian  houses 36,000 

the  new  HOtel  de  Dieu,  Paris       ....  40,000 

the  Hdpital  de  la  Piti6 79,000 


it 


»t 


n 


l> 


It 


Bacteria  collected  from  1  cubic  metre  of  air. 

Hdpital  de  la  Pitid 

Rue 
(Ic 
Rivoli 

760 

970 

1,000 

1,640 

1,400 

960 

990 

1,070 

810 

Although  the  number  of  bacteria  in  the  air  outside  the  hospital  was 
nearly  double  as  much  in  summer  as  in  winter,  the  number  in  the  wards 
was  not  more  than  half  so  numerous  in  the  former  as  during  the  latter 
season,  showing  the  influence  of  open  windows  and  dfortuyri  the  necessity 
of  efficient  ventilation  without  draughts  in  the  wards  of  an  hospital  at  all 
seasons  of  the  year. 


Ward 

WanT 

1881. 

Hichon 

Lisfrano 

(men) 

(women) 

March    . 

11,100 

10,700 

April     . 

10,000 

10,200 

May      . 

10,000 

.        11,400 

June 

4,500 

6,700 

July      . 

5,800 

7,000 

August . 

5,540 

6,600 

September 

10,500 

8,400 

October 

12,400 

.        12,700 

November 

15,000 

.       15,600 
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Koch  of  Berlin  ^  and  Klein  of  London  are  assiduous 
in  the  prosecution  of  researches  having  for  their  object 
the  discovery  as  to  whether  a  given  micro-organism  can 
be  demonstrated  to  be  the  cause  of  a  given  disease  in  the 
bodies  of  man  and  animals.  To  obtain  proof  it  is  neces- 
sary to  fulfil  the  following  four  conditions :  (1)  the  micro- 
organism in  question  should  be  found  in  the  blood  or 
diseased  tissues ;  (2)  successive  cultivations  of  the  micro- 
organism should  be  obtained  in  artificial  media  until  its 
purity  is  undoubted ;  (3)  its  reintroduction  into  the  body 
of  a  healthy  susceptible  animal  should  result  in  the  pro- 
duction of  the  same  disease  as  that  from  which  the  original 
organism  was  primarily  derived ;  and  (4)  this  same  organ- 
ism should  be  found  in  the  animal  thus  intentionally 
infected-  As  regards  the  diseases  of  man,  each  of  these 
desiderata  has  been  supplied  in  the  case  of  anthrax,  and 
accordingly  ample  proof  has  been  aflforded  of  the  existence 
of  an  etiological  relation  between  the  bacillus  anthracis 
and  woolsorters'  disease. 


1  Die  Alikbrand-impfung,  1883. 
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THE  CHEMICAL  EXAMINATION  OF  AIR 


Ghnnicai  The  description  of  the  modus  operandi  in  making  sanitary 
•naiystaof  ©stimatcs  of  the  degree  of  impurity  or  purity  of  the  air 
»ir.  must  necessarily  be  restricted  to  those  bodies  which  are 

the  principal  and  universally  observed  injurious  agents, 
to  the  exclusion  of  others,  such  as  sulphuric  and  hydro- 
chloric acids,  arsenic,  etc.,  that  are  the  local  and  special 
products  of  certain  manufacturing  industries. 

Organic  matter  and  carbonic  acid  stand  prominently 
forward  beyond  all  others  as  the  bodies  which  require  our 
attention:  the  former  because  it  is,  if  in  excess,  the 
pabulum  on  which  animal  poisons  feed,  amongst  which 
they  increase,  and  through  the  medium  of  which  they 
spread ;  the  latter  because,  whilst  itself  being  noxious  if 
in  any  large  amount,  it  is  nearly  always  in  bad  company. 
Dr.  A.  Carpenter,  in  his  Lectures  on  Preventive  Medicine 
and  Public  Health,  writes,  "  Wherever  you  have  excess  of 
carbonic  acid  from  the  action  of  animal  life,  there  you 
have  also  an  excess  of  other  debris,  such  as  the  organic 
matters  which  pass  off  from  the  respiratory  organs ;  septic 
matters  given  off  from  the  pulmonary  membrane,  very 
manifest  in  some  diseases  to  the  sense  of  smell ;  impure 
matters  in  the  insensible  perspiration ;  ammoniacal  com- 
pounds from  retrocedent  decompositions — all  of  which  are 
the  most  injurious  of  such  impurities." 

The  presence  of  sulphurous  acid  from  the  combustion 
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of  coal  in  an  overcrowded  city,  and  free  chlorine  in  the 
air  of  a  manufacturing  centre,  may  certainly  tend  to 
purify  to  some  extent  the  atmosphere,  which  is  so  heavily 
laden  with  animal  emanations.  As  the  existence  in  air 
of  an  excess  of  organic  matter  keeps  the  oxygen,  or  its 
active  form  ozone,  low — for  it  is  always  being  used  up  in 
oxidizing  it — so  the  presence  of  such  intruders  as  sulphur 
or  chlorine  compoimds,  takes  the  place  of  this  vitalizing 
gas.  The  purification  of  air  by  disinfectants  after  defile- 
ment reminds  one  of  the  purification  by  filtration  of  the 
water  supply  of  a  town  that  receives  sewage — which  is 
at  the  best  an  imperfect  proceeding,  and,  moreover,  a 
great  waste  of  power.  Far  better  and  wiser  is  it  to  keep 
both  these  media  pure,  rather  than,  after  permitting  them 
to  become  impure,  to  then  expend  force  (money)  in 
endeavouring  to  restore  them  to  a  state  of  purity. 

Dr.  Ballard  and  other  eminent  men  have  diligently 
collected  information  as  to  the  fearful  pollution  of  air 
that  is  unceasingly  proceeding,  and  valuable  materials 
have  been  accumulated  by  a  Eoyal  Commission,  which, 
after  devoting  two  years  to  its  work,  issued  in  1878  its 
recommendations,  in  which  were  embodied  suggestions  for 
the  extension  of  the  Alkali  Acts.  Seven  years  have 
passed  and  matters  are  in  statu  quo  as  to  air  pollution, 
so  that  the  future  presents  a  gloomy  outlook.  The 
scientific  chemist  is  at  length  in  a  position  to  represent  on 
paper,  in  the  form  of  figures,  the  differences  in  the  degree 
of  impurity  of  various  kinds  of  polluted  air.  This  first  step 
towards  the  definite  and  precise  having  been  gained,  it 
then  devolves  on  the  health  ofiBcer  to  clearly  lay  down, 
with  exactitude,  the  connection  that  exists  between  these 
degrees  of  impurity  and  certain  forms  of  disease  or  ill 
health.  If  the  scientific  chemist  and  Medical  Officer  of 
Health  can  push  our  knowledge  so  far  as  to  be  able  to 
prove  to  demonstration  that,  if  the  human  body  is  per- 
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sistently  exposed  to  air  contaminated  by  a  polluting  agent 
to  a  degree  represented  by  a  certain  figure,  it  will  be,  in 
the  majority  of  instances,  injuriously  affected,  then  the 
Legislature  will  have  some  basis  on  which  to  work.  A 
Government  would,  whether  in  accordance  or  not  with 
its  own  wish,  be  compelled  to  act  consistently  with  the 
principles  of  past  sanitary  legislation,  the  burden  of  which 
is  that  a  man  shall  do  nothing  which  is  injurious  to  the 
health  of  his  neighbour  or  to  the  public  welfare.  But 
the  obstacles  to  advancement  are  twofold :  first,  an  indis- 
position exists  to  place  further  restrictions  on  trade  which 
is  already  depressed ;  and,  secondly,  the  legal  mind  seems 
quite  unable  to  assimilate  the  fact  that  anything  obnoxious 
is  "a  nuisance  injurious  to  health"  unless  it  creates  a 
definite  disease.  Mr.  Simon  has  tersely  adverted  to  the 
point  thus : — "  To  be  free  from  bodily  discomfort  is  a 
condition  of  health.  If  a  man  gets  up  with  a  headache, 
pro  tanto  he  is  not  in  good  health;  -if  a  man  gets  up 
imable  to  eat  his  breakfast,  pro  tanto  he  is  not  in  good 
health.  When  a  man  is  living  in  an  atmosphere  which 
keeps  him  constantly  below  par,  as  many  of  these  trade 
nuisances  do,  all  that  is  an  injury  to  health,  though  not 
a  production  of  what  at  present  could  be  called  a  definite 
disease."  Those  who  govern  cannot  avoid  deploring,  as  do 
the  governed,  that  great  manufactories  that  defile  the  air 
exist,  whicli  sustain  in  their  vicinity  hundreds  and 
thousands  of  work-people,  whose  vital  energies  are 
lowered  (thus  rendering  them  a  more  ready  prey  to 
disease),  and  whose  offspring  are  stunted  and  depraved 
by  the  medium  which  the  industry  that  supports  them  is 
always  and  needlessly  rendering  unwholesome. 

A.  Organic  Matter, 

Organic  Organic  matter  which  is  given  off  from  the  skins  and 

lungs  of  all  animals,  and  gives  that  peculiar,  indescribable 


is: 
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odour  noticeable  in  ill-ventilated  bedrooms  occupied  by 
many  or  by  dirty  people,  is  very  easily  detected  in  the 
air,  but  there  has  always  been  a  considerable  difiBculty  in 
estimating  its  amount,  by  reason  of  the  interference  of 
other  substances  contained  in  air,  which  is  a  mixture 
of  so  many  diflferent  extraneous  bodies. 

Of  the  chemical  composition  of  organic  emanations 
we  know  very  little.  Dr.  Odling  found  that  the  vapours 
arising  from  sewage  were  of  a  carbo-ammoniacal  nature, 
similar  to  such  bodies  as  methylamine,  or  trimethylamine 
and  ethylamine.  Beyond  this  point  there  is  nothing  but 
a  terra  incognita  as  to  this  very  interesting  subject. 

One  of  the  first  processes  adopted  for  the  estimation  Permangan- 
of  the  amount  of  organic  matter  was  to  expose  a  solution  Jj^^^cl 
of  permanganate  of  potash  to  the  air,  as  the  oyxgen  of  the 
salt  has  a  powerful  oxidizing  effect  on  organic  matters. 
A  burette  was  filled  with  a  very  weak  solution,  and  an 
attempt  was  then  made  to  ascertain  how  much  of  it  was 
necessary  to  drop  into  a  bottle  of  a  certain  capacity, 
before  it  arrived  at  the  point  when  it  was  no  longer 
decolorized  by  the  air  of  the  bottle.  The  amount 
necessary  to  reach  this  point  having  been  found,  it  was  a 
matter  of  easy  calculation  to  ascertain  how  much  of  the 
permanganate  of  potash  salt  was  expended. 

Another  plan  was  the  following : — The  test  solution 
is  placed  in  a  bottle  of  known  size,  attached  to  an 
aspirator,  and  is  violently  shaken  with  the  air  in  the 
bottle.  This  air  having  been  washed,  the  bottle  is  re- 
filled by  the  aspirator,  and  a  fresh  quantity  of  air  is 
washed,  etc.,  the  object  being  to  discover  how  much  of 
any  given  sample  of  air  is  necessary  to  decolorize  the 
pink  solution.  It  will  be  seen  that  in  both  modes  of 
applying  this  permanganate  of  potash  test  the  aim  is  the 
same,  namely,  to  remove  the  pink  colour  of  a  solution  of 
known  strength  by  a  known  quantity  of  air  shaken  with 
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it.  It  was  ascertained,  however,  that  the  nitrons  add 
often  present  in  the  purest  air ;  that  the  enlphurona  add, 
which  is  very  abundant,  and  the  hydrogen  enlphide  gas, 
which  is  geneially  found  in  minute  quantities,  in  t<nni 
air ;  and  the  chlorine  compounds,  which  often  exist  in 
the  air  of  our  manufacturing  cities: — also  decolourize 
permanganate  of  potash.  This  process,  therefore,  never 
unquestionably  proves  the  presence  of  any  organic  matter, 
but  merely  indicates  the  relative  quantities  of  ozidizable 
matt«r  contained  in  different  samples  of  air. 

Better  modes  have  since  been  devised,  having  for  their 
object  the  conversion  of  the  organic  matter  of  air  into 
ammonia,  the  amount  of  which  can  easily  be  calculated. 
Water  is  prepared  of 
great  purity  by  distilling  it 
twice  in  perfectly  clean  ves- 
sels. A  definite  quantity, 
generally  50  c.  c.,  is  placed 
in  aWinchester  quart  bottle, 
or  any  other  of  known  capa- 
city. A  little  bellows/  the 
capacity  of  which  is  ascer- 
tained, with  a  vulcanized 
indiarubber  tube,  is  em- 
ployed for  pumping  fresh 
supplies  of  air  into  the 
ke  It  bottle,  or  for  withdrawing 
"hsn  the  air  contained  in  the 
r«Hi  bottle,  so  that  fresh  air  may 
""*■  rush  in  and  take  its  place 
(fig.  24). 

The  bottle  and  bellows  are  taken  to  the  place,  the  air 
of  which  it  is  proposed  to  analyze,  and  the  washing  of 

'  Uine  was  procured  at  r  iurgicol  iiutnimeDt  maker's,  nch  us  in  em- 
ployed for  iuBatiDg  air-bedi. 


A.  Small   hand-lHltova,    wi 
.  A.  tube  BtUrhed.     It  piHi 

ithod  of  ftir  It  |iuui[H^d  Into  a  ' 

-wulilng.  withed  to  vlthdnv  nt 

thii  Bperture  Is  closed  1 

B.  A  Wlncbeater  qtuirt  bottle 
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the  air  is  proceeded  with  by  blowing  air  thrice  into,  or 
sucking  air  three  times  out  of,  the  bottle,  replacing  the 
stopper,  and  violently  shaking  the  bottle.  This  perform- 
ance has  to  be  repeated  100  times,  and  is,  as  may  be 
supposed,  sufficiently  laborious.  In  order  to  refill  the 
bottle  with  air,  an  air-pump  is  sometimes  used  until  the 
required  point  is  obtained  on  a  mercury  gauge,  this  being 
found  to  indicate  a  known  amount  of  air,  which  is  then 
allowed  to  enter  in  order  that  it  may  be  washed.  Some 
few,  such  as  Dr.  Angus  Smith,  have  gone  through  a  series 
of  these  air- washings,  and  the  results  arrived  at  have 
been  found  satisfactory.  The  cumbrousness  of  the 
apparatus,  and  the  labour  involved,  have  been  great 
obstacles  to  the  general  adoption  of  this  procesa  Mr.  A. 
Moss*  experiments  on  the  nitrogenous  organic  matter  in 
air,  referred  to  on  page  237,  were  made  by  passing  a 
certain  quantity  of  air,  by  means  of  "an  accurately 
graduated  aspirator,"  through  four  wash  bottles,  each 
being  of  a  capacity  of  100  c.  a,  and  each  containing  50 
a  c.  of  pare  distilled  water.  In  the  first  bottle  of  the 
series,  50  c.  a  of  pure  hydrochloric  acid  were  also 
poured. 

The  air-washings  are  distilled  with  the  caustic  potash 
and  permanganate  of  potash  solution,  and  the  distillates 
are  treated  with  Nessler  reagent  Although  all  the  or- 
ganic nitrogen  of  the  air  is  not  in  this  manner  converted 
into  ammonia,  that  which  is  most  easily  decomposed,  such 
as  is  theoretically  capable  of  producing  disease,  is  secured. 

A  fourth  method,  which  has  been  suggested  as  appli- 
cable to  the  detection  and  estimation  of  atmospheric 
impurities,  is  to  pass  a  known  quantity  of  air  by  means 
of  a  swivel  aspirator,  graduated  into  cubic  centimetres  or 
cubic  inches,  through  distilled  water  to  catch  the  organic 
matter,  and  through  standard  solutions  of  nitrate  of  silver 
and  chloride  of  barium,  to  retain  respectively  the  chlorine 


316  CHEMICAL   EXAMINATION    OF    AIR 

and  sulphur  compounds.  This  plan  is  perfectly  useless, 
for  the  amounts  of  these  bodies  secured  in  this  way  are 
too  small  for  estimation. 

If  success  is  to  be  achieved  in  air  analysis,  it  is 
absolutely  essential  that  a  very  large  quantity  of  air  be 
washed  in  a  very  small  quantity  of  water,  so  large  indeed 
as  to  be  able  to  obtain  results  which  are  altogether  beyond 
the  reach  of  being  affected  by  the  experimental  errors  that 
are  inseparable  from  all  delicate  analytical  operations. 

A  fifth  method,  already  mentioned  as  adopted  for 
extracting  the  solid  particles  contained  in  air  for  micro- 
scopical examination,  consists  in  drawing  a  measured 
quantity  of  air  by  means  of  an  aspirator  through  a  clean 
curved  tube  (which  has  been  previously  heated  and  cooled), 
surroimded  by  a  freezing  mixture.  The  moisture  contained 
in  the  air  is  condensed,  and  with  it  much  of  the  organic 
matter.  The  tube  is  then  washed  out  with  pure  water 
and  the  washings  are  analyzed. 

The  elaborate  series  of  analytical  observations  on  the 
impurity  of  air  that  have  been  in  progress  for  some  years 
at  the  Montsouris  Observatory,  near  Paris,  under  the 
superintendence  of  M.  Marie -Davy,  and  the  valuable 
analytical  work  on  the  air  of  Glasgow,  that  was  for  a 
short  period  carried  out  by  Mr.  Dixon,  B.Sc.,  and  Mr. 
Wm.  Dunnachie,  with  the  co-operation  of  the  Medical 
Officer  of  Health,  are  the  most  complete  and  perfect  that 
have  yet  been  attempted  on  a  large  scale. 

The  arrangements  of  the  latter  gentlemen  are  in  many 
respects  precisely  the  same  as  those  conducted  by  M. 
Mari6-Da\y,  with  some  improvements  that  they  have, 
through  the  light  of  English  methods  of  analysis,  made. 

The  apparatus  which  is  used  at  the  Montsouris 
Observatory,  not  only  for  the  estimation  of  the  amount 
of  organic  matter,  but  of  that  of  carbonic  acid,  ozone,  eta, 
consists   essentially  of  two   distinct  parts,  one  being  a 
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pump  or  aspirator,  of  a  peculiar  construction,  which  draws 
a  known  quantity  of  the  air  operated  upon  through  a 
certain  solution,  and  the  other  being  an  arrangement  for 
holding  the  abaorliing  solution 
and  exposing  it  fully  to  the  in-  '^f 
fluence  of  the  air. 

The  aspirator  is  composed  of 
a  glass  tube,  about  2  centimetres 
in  diameter,  and  10  centimetres 
long.  This  tube  is  tapered  at 
its  lower  extremity,  which  is 
connected  with  a  vertical  india- 
rubber  or  glass  tube  B,  about  5 
millimetres  in  diameter  and  2 
or  3  metres  in  length.  The 
glass  tube  A  is  closed  at  its 
upper  extremity  by  a  cork, 
through  which  two  tubes  D  and 
C  pass.  The  tuba  D  com- 
municates with  a  water  service 
pipe ;  a  stopcock  at  the  junction 
serves  to  regulate  the  flow  of 
liquid  which,  running  into  A, 
descends  through  the  ringed 
portion  (6)  of  the  tube  B,  carry- 
ing bubbles  of  air  derived  from 
the  tube  C,  similar  in  appear- 
ance to  the  manner  in  which  the 
mercury  of  a  Sprengel's  pump 
draws  the  air  (fig.  25).  ^«'-*'- 

The  water  and  air  both  enter  the  displacement  gauge 
E,  where  they  separate.  The  water  flows  away  by  the 
curved  spout  F,  and  the  air  escapes  by  the  tube  G,  which 
terminates  in  an  air  meter  that  measures  its  volume 
The   "  aspiration    pipe,"   C,    is    attached    to    the    set    of 
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absorbents  intended  to  remove  the  body  to  be  collected 
from  the  air.  Where,  in  other  analytical  experiments, 
a  larger  quantity  of  air  is  required,  the  observers  at 
Montsouris  combine  together  8  of  these  twisted  tubes, 
arranging  them  in  a  paraUel  manner  (vide  fig.  28). 
This  more  powerful  aspirator  delivers  80  litres  of  water 
and  200  litres  of  air  per  hour.  A  set  of  absorbers 
consists  of  two  or  more  elements,  each  element  being 
thus  formed :  A  straight  tube  of  platinum,  1  centimetre 
in  diameter,  and  14  or  15  centimetres  in  length,  open  at 
its  upper  end,  is  dilated  at  its  lower  extremity,  where  it 
is  closed  by  an  arrangement  resembling  the  rose  of  a 
watering  can,  pierced  in  its  centre  by  5  or  6  holes  of 
^  millimetre  in  diameter,  to  facilitate  the  washing  of  the 
tube.  At  the  upper  part  of  the  rose  the  enlarged  portion 
of  the  tube  is  perforated  with  20  holes  of  f  of  a  millimetre 
in  diameter,  disposed  in  two  circular  rows.  This  tube  is 
arranged  in  the  axis  of  a  deep  cylindrical  glass,  about  4 
centimetres  in  diameter,  and  11  or  12  centimetres  in 
depth,  named  a  "barboteur."  Here  it  is  retained  in 
position  by  a  gutta-percha  cork,  which  is  also  traversed 
by  a  bent  glass  tube  of  a  diameter  of  1  centimetre.  If 
we  place  some  water  in  the  glass  and  draw  air  through 
the  bent  tube,  air  will  enter  the  platinum  tube  and 
escape  through  the  liquid  in  the  form  of  numerous  fine 
bubbles  (vide  fig.  27).  When  the  amount  of  organic 
matter  in  the  air  is  sought  to  be  determined,  M.  Mari^- 
Davy  and  his  assistants  pass  100  cubic  metres  =  about 
3531 J  cubic  feet  of  air,  through  distilled  water,  and 
examine  it  by  the  permanganate  process. 
Airexami.  In  Glasgow,  which  is  well  known  to  be  a  city  of 
Guw^w**  smoke  and  manufactories,  6  or  7  stations  were  established 
in  its  various  parts,  and  one  was  organized  in  pure  air  at 
Eaglesham,  which  is  12  miles  distant;  at  all  of  which 
the  amount  of  ammonia  and  albuminoid  ammonia,  carbonic 
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acid,  sulphuric  acid,  and  chlorine,  coupled  with  certain 
meteorological  phenomena,  such  as  rainfall,  temperature, 
etc.,  were  observed. 

Every  station  in  the  city  was  provided  Tfl 
with  (1)  sets  of  "absorbers,"  each  •■  " 
"  series  "  being  furnished  with  a  distinct  solu- 
tion containing  glass  beads,  adapted  to  withdraw 
one  of  the  above  named  substances  Irom  the 
current  of  air  that  passes  through  it;  (2)  a 
water  injection  aspirator  {vide  fig.  26);  (3) 
a  gas  meter  to  measure  the  amount  of  air 
passing  through  the  aspirator ;  and  (4)  a  water- 
gauge  to  keep  the  aspirators  at  all  the  stations  as 
nearly  as  possible  at  one  and  the  same  speed.         "o-  »■ 

A  set  of  absorbers  for  free  ammonia  and  albuminoid 
ammonia  (i.e.the  ammonia  whicli  we  obtain  by  decom- 
posing nitrogenous  matter),   which 
were  estimated  together  as  nitn^en, 
was  thus  prepared.    The  glasses  hav- 
ing been  thoroughly  washed,  about 
three  ounces  of  glass  beads  (vide  fig. 
27)  and  some  twice  distilled  water 
were  placed   in   each.     They  were 
allowed  to  remain  in  the  water  for  a 
short  time  in  order  that  any  impuri- 
ties adhering  to  the  beads  might  be 
removed  by  the  water.    The  distilled  I 
water  having  been  poured  off,  1 0  c  c 
of  diluted  sulphuric  acid,  and  70  c  c. 
of   distilled   water,  free  from   am-  tbsir  eitmnitieii. 
moiiU,  were  iiitpoduced  in  the  fol-     .';.VSS"ST.. 
lowing  proportions ; —  twetiom. 

PlliiU  Sulphuric  Add.  DiiCilled  WMer.  Otui. 
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The  roses  being  inserted,  the  set  of  absorbers  was 
attached  to  an  aspirator  for  48  hours,  in  which  space  of 
time  about  200  cubic  feet  of  air  had  passed  tlirough  this 
dilute  sulphuric  acid.  At  the  end  of  this  time  the 
contents  of  the  glasses,  beads  included,  were  poured  into 
a  copper  flask  made  out  of  a  very  large  ball-cock,  into 
which  15  c.  c  of  a  solution  of  carbonate  of  potash  (240 
grammes  in  a  litre  of  distilled  water)  had  been  previously 
poured.  The  washings  with  twice  distilled  water  of  the 
glasses  and  tubes  were  added,  so  as  altogether  to  just 
exceed  ^  litre.  The  copper  flask  was  then  attached  to  a 
condenser,  and  distillation  was  performed  exactly  as  has 
been  described  on  pa^es  40  to  48,  in  the  analysis  of 
water,  the  first  ^  litre  yielding  the  ammonia,  and  the 
remaining  J  litre,  after  the  addition  of  50  c.  a  of  the 
caustic  potash  and  permanganate  of  potash  solution, 
furnishing  the  albuminoid  ammonia ;  the  amount  in  each 
case  being  estimated  by  a  standard  ammonia  solution 
precisely  as  has  been  there  indicate 

I   am  not   aware  that  beads  are 
employed  at  the  Montsouris  Obser- 
vatory for  minutely  subdividing  the 
streams  of  air.       This  addition  has 
been  made,  I  believe,  by  Mr.  Dixon 
(vide  fig.  2  "7).     And  to  it  is  partly, 
,  in  all  probability,  to  be  ascribed  the 
gher  resulta  which  he  obtains. 
At  the  station  at  Eaglesham  he 
used  an  aspirator  formed  of  a  combina- 
tion of  twisted  tubes,  the  internal  orifice 
of  each  having  a  slit  (vide  fig.  28). 
There  are  a  great  variety  of  as- 
Fio.  2S.  pirators,  and  it  is  difficult  to  decide 

which  is  the  best  form.    Some  are  more  adapted  for 
1       purposes   than    for   others.      Descriptions    and 
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sketches  of  many  of  the  favourite  kinds  are  to  be  found  in 
Ozone  and  Antozcme,  pp.  250-259. 

The  improvements  effected  by  Mr.  Dunnachie  on  the 
retirement  of  Mr.  Dixon  consisted  in  employing  more 
"  absorbers  "  in  each  "  series,"  in  substituting  glass  retorts 
for  the  copper  flasks,  and  in  abolishing  the  error  attendant 
on  the  changes  in  the  water  pressure  by  adapting 
Borradaile*s  governors  for  street  lamps  to  the  meters. 

There  would  seem  to  be  some  divergence  in  the  results 
as  derived  by  the  bellows  pump  and  shaking  (described 
on  page  314)  when  compared  with  those  procured  by 
aspiration  with  rose-ended  tubes.^ 


By  Shaking. 

Aspiration,  8  bottles. 

Milligramme  in  1  Cubic  Metre  of  Air. 

Free 
Ammonia. 

Alb. 
Ammonia. 

Free 
Ammonia. 

Alb. 
Ammonia. 

Manchester,  Dec.  2, 1876, 
duU,  damp  morning    . 

Ditto,  Dec.  4,  raining    . 

•093 

•  •  • 

•160 
•159 

•070 

•  •  • 

•053 
•124 

Prof  Ira  Remsen  has  adopted^  as  a  collector  of  the  Prof, 
organic  matter  of  air  a  modification  of  Chapman's  ^J^^" 
arrangement  of  a  funnel  filled  with  pumice  stone.  A 
tube  of  f  th  inch  internal  diameter  and  from  5  to  7  inches 
long  is  drawn  out  at  the  lower  end,  so  as  to  accommodate 
a  small  piece  of  rubber  tubing.  Having  been  carefully 
washed  it  is  filled  with  ignited  pumice  stone.  A  piece  of 
platinum  gauze  having  first  been  dropped  into  the  tube,  a 
layer  of  coarsely  powdered  pumice  stone  is  introduced,  and 
finally  a  layer  of  the  finely  powdered  material  is  placed 
on  the  coarse  layer.  10  litres  of  the  air  to  be  examined 
are   drawn  through  this  tube  of  pumice   stone  by  an 

^  Proc.  of  Royal  Society,  December  13,  1877. 

'  "  Organic  matter  in  the  Air,"  in  National  Board  of  Health  Bulletin, 
Janaary  31,  1880. 

Y 
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Mr.  A.  H. 

Smee'g 
Metliod. 


Pulveriza* 
tion  of  water 
Method. 


aspirator.  The  organic  matter  obtained  is  examined 
by  the  Wankljn,  Chapman,  and  Smith  process,  and  its 
amount  is  determined  by  means  of  the  Kessler  reagent 
No  ammonia  is  obtainable  from  absorbents  placed  be- 
tween the  pumice  stone  tube  and  the  aspirator.  The 
pumice  stone  requires  to  be  freshly  ignited  after  each 
experiment. 

The  organic  matter  has  been  obtained  for  examination 
from  air,  by  collecting  the  moisture  that  is  seen  to  attach 

itself  to  the  walls  and  windows  of 
crowded,  ill- ventilated  halls,  which  has 
been  condensed  by  the  cold  air  outside. 
Mr.  A.  H.  Smee^  employs  a  glass 
funnel  drawn  to  a  point,  and  filled 
with  fragments  of  ice.  The  aqueous 
vapour  in  the  air  is  deposited  as  a 
dew  on  the  sides  of  the  funnel, 
which  runs  down  and  is  received 
in  a  vessel  underneath.  This  air 
moisture,  in  whatever  way  procured, 
is  exammed  for  nitrogenous  com- 
pounds. 

The  process,  which  will  now  be  described,  is  preferred 
by  me  to  all  that  have  yet  been  adverted  to : — 

1.  Because  it  is  the  most  rapid  and  reliable  one  that 

has  been  devised. 

2.  Because    the    air- washing    apparatus    required   is 

portable,    and    can    be  readily   carried  in   the 

hand  by  any  one  in  a  small  box. 
It  consists  in  bringing  continually  fresh  quantities  of 
air  into  intimate  contact  with  a  small  quantity  of  very 
pure  water,  which  is  reduced  to  a  minute  state  of  sub- 
division by  pulverization.  The  tools  required  are  the 
following : — 

^  Soc  Science  TransactumSf  1875,  p.  486. 
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1.  A  glass  cylinder  about  7^  or  8  inches  long  and  2 
inches  in  diameter,  furnished  with  a  large  black  india- 
rubber  stopper,  perforated  with  two  holes,  into  one  of 
which  the  air-pipe  of  a  Bergson  s  spray  producer  is  fitted, 
the  other  being  intended  for  the  passage  of  a  straight  glass 
tube  about  12  inches  long  and  ^  inch  in  diameter. 


Fio.  80. 

A  Cylinder.  E.  Black    indiarnbher  oork,   tbroagh 

.  B  B.  Wash-bottles.  which  passes  the  air-pipe  of  a  Bergson's 

C.  Bhiclc  indiarubber  ball  pamp.  >pray  producer  and  a  straight  glass  tube, 

D.  Black  indiarubber  }  oz.  ball,  to  which  one  end  of  which  stoppers  into  a  wash- 
a  glass  tube,  tapered  to  a  fine  point,  is  bottle. 

attached.  F.  Level  of  fluid  In  cylinder. 

2.  Two  stoppered  Woulff's  wash-bottles,  of  a  capacity 
of  about  130  c.  a 

No  corks  should  be  employed  for  connections.  The 
tubes  are  stoppered  into  the  necks  of  the  wash- 
bottles. 

3.  A  stoppered  flask,  of  the  capacity  of   100  c  c, 
with  a  mark  at  about  70  c.  c. 

4.  A  black  ^  oz.  indiarubber  ball,  to  which  a  glass 
tube,  drawn  to  a  fine  point  at  its  extremity,  is  fitted. 


;>  -t 
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The  point  is  protected  by  a  cap  fonned  of  an  inch  of  the 
smallest  black  indiarubber  tubing,  sealed  at  one  end. 

The  steps  of  the  process  are  as  follows : — 

The  several  parts  of  the  apparatus  having  been 
thoroughly  cleansed  in  the  laboratory  with  twice-distilled 
water,  which  gives  no  colour  whatever  with  Nessler  test, 
by  the  aid  of  the  ball  injection  tube,  the  several  parts  are 
securely  attached  to  one  another.  The  cylinder  with  its 
spray  producer,  the  wash-bottles,  the  ball  pump,  and  flask 
filled  up  to  the  70  c.  c.  mark  with  twice-distilled  water, 
are  packed  in  a  small  practically  air-tight  box,  and 
conveyed  to  the  place,  be  it  a  public  building  or  a  private 
dwelling-house,  or  some  marsh  land,  where  it  is  intended 
to  make  an  air-washing. 

Pour  a  little  of  the  70  c.  c.  of  the  distilled  water 
contained  in  the  flask  into  the  glass  cylinder,  so  that 
when  inverted  its  level  may  be  just  below  the  jets  of  the 
spray  tubes.  The  remainder  of  the  70  c.  c.  is  poured  in 
about  equal  proportions  into  the  two  wash-bottles. 

Air  should  then  be  pumped  into  the  glass  cylinder  so 
as  to  produce  in  its  interior  a  fine  spray  or  mist  by  means 
of  the  indiarubber  pump,  the  capacity  of  which  should 
have  been  previously  ascertained  by  the  help  of  an  air  or 
gas  meter.  The  greater  part  of  the  spray  returns  to  the 
water  at  the  bottom  of  the  cylinder  to  be  reconverted 
into  spray  with  fresh  portions  of  air,  but  a  small  quantity 
passes  downwards  through  the  straight  tube  into  the  wash- 
bottle  to  which  it  is  attached,  and  a  still  smaller  portion 
reaches  the  other  wash-bottla  At  the  exit  tube  of  the 
latter  no  spray  can  be  perceived.  The  indiarubber  pump 
which  I  employ  delivers  3*2  cubic  inches  of  air  every 
time  its  sides  are  approximated  by  the  pressure  of  the 
hand,  so  that  if  it  is  emptied  540  times,  an  operation  which 
altogether  consumes  about  a  quarter  of  an  hour,  1  cubic  foot 
of  air  is  injected  into  the  glass  cylinder.     At  the  termina- 
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tion  of  the  stage  of  air-washing,  the  distilled  water  in  the 
cylinder  and  in  the  wash-bottles  should  be  immediately 
poured  back  into  the  flask,  and  the  apparatus  having  been 
restored  to  the  box  is  returned  to  the  laboratory ;  where 
the  interior  of  the  cylinder,  and  wash-bottles,  and  glass 
tubes,  should  be  at  once  washed  out,  by  the  aid  of  the 
ball  injection  tube,  with  twice  distilled  water.  The  great 
point  to  be  aimed  at  is  to  wash  the  several  parts  of  the 
apparatus  most  thoroughly  with  as  little  distilled  water  as 
possible,  as  if  indeed  this  fluid  was  most  costly.  The 
washing  of  the  apparatus  can  efficiently  be  accomplished 
with  30  c.  c,  which  should  be  poured  also  into  the  flask, 
thus  filling  it  up  to  its  100  c.  c.  mark. 

The  mere  washing  of  the  apparatus  with  distilled 
water  both  before  and  after  the  operation  is  sufficient  to 
heighten  the  experimental  error,  which  is  inseparable  from 
all  these  delicate  experiments.  Accordingly,  it  is  necessary 
to  know  the  average  amount  of  nitrogen,  whether  in  the 
form  of  free  ammonia  or  albuminoid  ammonia  {i.e,  the 
ammonia  which  we  obtain  by  decomposing  nitrogenous 
matters),  which  is  present  in  the  air  in  which  these 
cleansings  are  made.  If  we  know  the  average  experi- 
mental error  which  occurs  when  blank  experiments  are 
made  in  our  laboratory,  there  is  nothing  easier  than  to 
make  the  necessary  deduction  from  the  results  furnished 
by  an  air-washing.  The  average  experimental  error  of 
manipulation  when  the  preliminary  and  terminal  cleansings 
of  the  apparatus  are  made  in  my  laboratory  is  about  '006 
of  albuminoid  ammonia  for  a  cubic  foot  of  air,  a  quantity 
which  is  consequently  always  deducted  by  me  from  any 
result  obtained  from  an  air  analysis. 

The  contents  of  the  flask,  namely,  the  air-washings  and 
the  cleansings  of  the  cylinder  and  wash-bottles,  are  analyzed 
for  ammonia  and  albuminoid  ammonia  in  a  manner  pre- 
cisely similar  to  the  mode  adopted  in  a  water  analysis. 
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A  small  stoppered  retort,  of  a  capacity  of  200  c.  c. 
connected  with  a  glass  Liebig's  condenser,  about  18 
inches  long,  is  necessary. 

By  means  of  a  little  copper  basin,  containing  sand  or 
oil,  placed  on  a  large  ring  of  a  retort  stand,  heat  can  be 
applied  more  gently  than  with  a  naked  flame.  I  often, 
however,  use  the  naked  flame  with  the  chinmey,  as  figured 
on  page  115.  The  retort,  condenser,  etc.,  should,  after 
copious  ablutions  with  tap  water,  be  first  thoroughly 
washed  internally  by  distilling  through  the  apparatus  some 
twice-distilled  water.  The  100  c.  c.  of  air-washings 
contained  in  the  flask  should  then  be  introduced  into  the 
retort,  and  distillation  begun. 

A  dozen  test  glasses  that  will  stand  without  support, 
about  4  inches  long,  and  f  th  inch  in  diameter,  the  bases  of 


Fio.  81. 


which  have  no  colour,  should  have  been  previously  marked 
with  a  file  at  the  height  which  is  reached  by  10  c  c.  of 
fluid.  No  corks  should  be  used.  The  retort  and  con- 
denser can  be  united  by  a  packing  made  of  a  strip 
of  common  writing-paper.  The  first  distillate  of  10  c  a 
that  passes  over  should  be  Nesslerized  by  introducing  into 
it  ^  c.  c.  of  Nessler  reagent,  and  shaking  the  mixture. 
We  should  not  blow  into  the  pipette  so  as  to  mingle  the 
contents  of  the  Nessler  glass,  as  is  not  uncommon  in 
water  analysis.     The  second,  third,  and  fourth  distillates, 
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each  of  10  c.  a,  may  be  thrown  away,  and  a  third  of  the 
quantity  of  ammonia  found  in  the  first  distillate  be  added 
as  in  water  analysis,  page  42.  The  contents  of  the  retort 
are  then  to  be  allowed  to  cooL  After  it  has  become 
reduced  to  a  state  of  tepidity,  10  a  c.  of  the  solution  of 
permanganate  of  potash  and  caustic  potash  are  added,  and 
the  distillation  again  proceeded  with.  Each  of  the  three 
distillates  should  be  tested  with  ^  c.  c.  of  Nessler  reagent, 
and  then  the  estimation  of  the  coloration  of  the  single 
ammonia  distillate,  and  the  three  albuminoid  ammonia 
distillates,  should  be  made. 

A  burette  with  the  subdivisions  of  each  cubic  cen- 
timetre widely  apart  is  necessary.  Mine  is  1  foot  long 
and  ^^th  inch  in  diameter,  and  with  it  -j^ths  of  a  c.  c. 
can  easily  be  read. 

The  very  dilute  standard  ammonia  solution  used  is 
half  the  strength  of  that  found  most  convenient  in  water 
analysis,  and  is  prepared  by  mixing  5  c  c.  of  the  strong 
standard  solution  of  ammonia  (1  milligramme  of  ammonia 
in  1  c.  c.)  with  995  a  c.  of  twice-distilled  water. 
Accordingly 

1  c  c.  of  it  contains  *005  milligramme  of  ammonia. 

^  c.  c  „  -0025         „  „         ; 

f\c.  c  „  -0015  „  „ 

yVc  c.  „  -0005         „  „ 

It  is  necessary  to  make  up  standards  exactly  as  in 
water  analysis.  The  test  glasses  should  be  cleansed  with 
twice-distilled  water  by  the  aid  of  the  pipette  before  they 
are  employed.  If  Gmelin's  wash-bottle  is  used,  organic 
impurities  from  the  breath  may  be  introduced. 
i  :^  The  test  glasses  containing  the  standards  and  the 
distillates,  the  colour  of  which  it  is  necessary  to  imitate, 
are  placed  on  a  sheet  of  white  paper.  It  is  often  very 
convenient  to  stand  them  in  a  common  test  tube  rack. 
The  differences  between  the  tints  of  each  -j^th  of  a  a  c 
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of  the  very  dilute  standard  ammonia  solution  are  dis- 
tinguished with  great  precision  by  one  who  has  had  some 
practice  with  these  delicate  analytical  operations. 

The  great  objection  to  the  employment  of  so  small  a 
quantity  of  air  as  1  cubic  foot  is,  that  the  experimental 
error  falls  so  heavily  on  the  results.  This  difficulty  can  be 
overcome  by  practice  and  the  greatest  attention  to  cleanli- 
ness, and  the  minute  details  with  which  every  practical 
scientific  chemist  is  conversant  Blank  experiments  on 
pure  air,  or  on  the  twice-distilled  water  with  which  the 
apparatus  is  washed,  will  give  confidence  to  the  operator 
in  his  tools,  and  by  affording  him  practice  will  help  him  to 
obtain  reliable  results  from  air  of  different  degrees  of 
impurity. 

Whichever  of  the  foregoing  plans  be  adopted  for 
extracting  the  organic  matter  from  the  air,  its  washings 
are  treated  in  the  same  way.  These  washings  are 
examined  by  the  Wankl)Ti,  Chapman,  and  Smith  process, 
in  a  manner  precisely  similar  to  the  mode  in  which  the 
organic  matter  contained  in  water  is  detected  and  estimated, 
which  has  already  been  described  (pide  page  39). 

B.   Carbonic  Acid. 

rbonic  As  I  bcforc  statcd,  carbonic  acid   is   not  the  worst 

impurity  in  the  air  of  our  houses,  for  it  stands  second  to 
the  organic  matter  in  its  evil  effects,  yet  an  estimation  of 
its  amount  is  an  index  of  the  foulness  of  air  of  a  very 
valuable  kind.  There  are  several  modes  of  detecting  its 
presence  and  calculating  its  amount  in  any  given  sample 
of  air. 
"en-  The  method  known  as  Pettenkofer's  is  a  good  one, 

thod.  but  requires  the  expenditure  of  much  time  and  labour. 
It  consists  essentially  in  washing  a  certain  measured 
quantity  of  air  with  a  definite  quantity  of  lime  water  or 
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baryta  water,  and  noting  the  loss  of  causticity  that  either 
of  these  waters  has  undergone;  in  other  words,  the 
amount  of  lime  or  baryta  that  has  united  with  the 
carbonic  acid.  The  causticity  of  the  lime  water  to  be 
used  in  the  experiment  is  first  ascertained  by  mixing 
with  a  certain  measured  quantity  of  it  a  known  amount 
of  a  solution  of  oxalic  acid  to  neutralize  it.  The  oxalic 
acid  solution  is  made  of  such  a  strength,  2*25  grammes 
in  1  litre  of  water,  that  Ice.  will  exactly  neutralize  1 
milligramme  of  lime.  Turmeric  paper  is  employed  for 
noting  the  exact  point  of  neutralization.  The  same 
quantity  of  lime  water  is  placed  in  the  bottle  of  air  to 
be  examined,  is  shaken  with  it,  and  is  allowed  to  remain 
in  it  for  not  less  than  six  or  eight  hours,  at  the  end  of 
which  time  the  causticity  of  the  lime  water  is  again 
determined  by  means  of  the  oxalic  acid  solution.  The 
difference  will  furnish  us  with  the  amount  of  lime  that 
has  become  united  with  carbonic  acid  in  the  measured 
amount  of  air  under  examination.  From  this  datum  the 
pei)centage  of  carbonic  acid  is  easily  calculated.  Correc- 
tions have  to  be  made  for  temperature  and  barometric 
pressure.  Tliis  process  is  fully  described  in  Parkes' 
Hygiene  (fifth  edition). 

The  determinations  of  the  amount  of  carbonic  acid  in  The 
the  air  are  thus  made  at  the  Montsouris   Observatory.  ob!^rv»tory 
A    set    of    absorbers,    consisting   of    four    elements    or^«*^«^- 
"  barboteurs,"  each  of  course  furnished  with  its  platinum 
rose,  is  charged  with  a  20  per  cent  solution  of  potash, 
coloured  blue  with  a  few  drops  of  litmus.     The  elements 
are  connected  with  one  another,  all  being  in  communication 
with  the  aspirator  depicted  in  Fig.  25. 

Tlie  last  element  serves  to  show  if  all  the  carbonic  acid 
has  been  extracted  by  the  preceding  ones.  After  the 
passage  of  100  cubic  metres  of  air  the  contents  of  each 
element  is  submitted  to  analysis.     The  platinum  tube 
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through  which  the  air  has  entered  is  attached  to  a 
graduated  burette  containing  hydrochloric  acid.  The 
glass  tube  through  which  the  air  has  passed  oat  is  con- 
nected with  a  cylindrical  displacement  receiver  full  of 
water,  covered  with  a  layer  of  petroleum  oil,  to  prevent 
the  water  from  dissolving  the  gas,  and  furnished  with  an 


A.  Qradiuted  bimtl*.  D.  DlipliMmcDt  nael. 

B.  An  dement  or  "  hubotenr."  E.  Bent  lube. 

C.  IndUrDbbir  taba.  F.  Meaiure. 

exit  tube.  This  exit  tube  E  may  be  inclined  on  one 
side  in  such  a  manner  that  its  upper  end  shall  be  on  a 
level  with  the  liquid  in  D.  A  definite  quantity  of 
hydrochloric  acid  is  allowed  to  flow  into  the  solution  of 
potash,  sufhcieiit,  indeed,  to  convert  the  blue  colour  of  the 
litmus  to  a  red  tint     The  carbonic  acid  evolved  displaces 
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a  volume  of  the  water  equal  to  itself.     This  water  is 
received  into  a  burette  graduated  into  cubic  centimetrea 

The  method  pursued  at  Glasgow  by  Mr.  Dixon,  con- 
sisted of  the  passage  of  1  cubic  foot  of  air  per  hour,  for 
48  hours,  through  solutions  of  caustic  potash  (320 
grammes  per  litre)  contained  in  three  wash-bottles  (a  set 
of  absorbers).  On  their  removal  to  the  laboratory,  the 
carbonic  acid  was  precipitated  as  carbonate  of  baryta, 
which  was  allowed  to  subside  in  well-stoppered  bottles, 
and  the  amount  of  carbonic  acid  was  estimated  by  the 
sp.  gr.  process.  Dr.  A.  Smith  has  found  ^  that  three 
Vashing-bottles  containing  a  solution  of  barium  hydrate, 
were  insufficient  to  absorb  all  of  the  carbonic  acid  from 
the  air  aspirated  through  them. 

Volumes,  CO3  per  million  yolumea  of  &ir. 


Exp.  6. 

Exp.  6, 

1st  bottle 

gave 

80 

115 

2d      „ 

»» 

62 

71 

3d      „ 

n 

62 

66 

4th     „ 

>» 

53 

62 

6th     „ 

» 

18 

62 

6th     „ 

n 

45 

62 

Total     .     320  438  in  series  of  6  bottles. 

Another  good  method,  proposed  by  "Wanklyn,  based  wankiyn'i 
on  the  same  principle,  is  to  make  a  standard  by  dis-^*******' 
solving   4*74  grammes  of   dried    carbonate  of  soda  in 
1  litre  of  water  —  a  solution  which  contains  a  cubic 
centimetre   of  carbonic  acid   (=1'97   milligrammes  of 
carbonic  acid)  in  every  cub.  cent  of  liquid. 

A  bottle  capable  of  holding  2000  cubic  centimetres 
of  air,  or,  failing  one  of  exactly  the  right  capacity,  a 
stoppered  Winchester  quart  bottle,  having  been  washed 
clean,  is  rinsed  with  distilled  water  and  allowed  to 
drain.     It  is  filled  with  the  air  to  be  tested  by  sucking 

*  Proc.  of  Boy al  Society  f  December  13,  1877. 
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out  the  air  of  the  bottle  with  a  gluaa  tube,  or  with  a 
bellows,  like  that  in  Fig.  24,  when  air  from  without 
immediately  takes  its  place.  100  c.  a  of  baryta  water 
are  introduced,  and  the  bottle  is  shaken  for  two  or 
tliree  minutes.  The  baryta  water,  on  being  poured  out 
into  a  glass  cylinder,  is  found  to  be  more  or  less  turbid, 
being  slightly  so  if  the  air  is  good,  and  like  milk  if  it  is 
very  impure.  We  then  proceed  to  imitate  the  degree  of 
turbidity  in  the  following  manner: — The  standard  soda  solu- 
tion is  measured  by  drawing  out  the  number  of  cub.  cents, 
required  from  a  burette  graduated  to  deliver  tenths  of  a 
cubic  cenL  of  solution.  We  take  100  c,  c  of  baryta 
water  and  introduce  into  it  1  a  e.  of  soda  solution.  If 
the  turbidity  thus  occasioned  is  about  equal  to  the 
turbidity  produced  in  the  100  c  c,  of  baiyta  water  by 
the  air  under  examination,  we  know  that  the  air  coutains 
■05  vol.  of  carbonic  acid  per  cent.  If  2  c  c.,  or  more 
than  2,  are  required  to  imitate  the  turbidity  occasioned 
by  the  air,  the  air  is  bad  and  ventilation  is  defective. 

Dr.  Notter  advocates  the  trial  of  the  delicate  process 
of  Capt  Abney,  which  is  described  in  the  Saniiaty 
Record,  September  9,  1876; — To  a  Florence  flask  of 
known  cajMicity  is  adapted  a  U-tube  half  filled  with 
coloured  spirit  and  to  which  is  fitted  a  scale  of  half  an 
inch.  A  small  glass  bulb  is  filled  with  a  saturated 
solution  of  caustic  potash  and  sealed  by  the  flame  of 
a  gaa  jet.  The  bulb  is  broken  hy  violently  shaking  tlie 
flask,  and  the  caustic  potash  set  free  combines  with  the 
carbonic  acid  contained  in  the  air  of  the  flask.  The 
production  of  a  partial  vacuum  depresses  the  spirit  in 
one  of  the  limbs  of  the  U-tube,  the  amount  of  which 
being  measured  furnishes  tlie  datum  from  which  a,  cal- 
culation is  made  of  the  quantity  of  carbonic  acid  in  Ul4 
flask. 

Simpler,  but   somewhat   less   accurate,  modes,  called 
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the  household  and  minimetric  processes,  which  are 
sufficiently  exact  for  all  practical  purposes,  have  been 
proposed  by  Dr.  Angus  Smith.^ 

The  outside  air  contains  an  amount  of  carbonic  acid,Hon8ehoid 
varying    between   '03   and   '06   per  cent,  but   is    most 
frequently  '04  per  cent,  which  rises  in  crowded  buildings 
and   other  close,  ill -ventilated  places  to  '25   per   cent. 


Method. 


'r-r^T:Tzi3\           9  0Z.              woppT  =  'e« 
UMKMMTER         |llOPPT»-Ot  |       ' ' 


A 


LIME  WATER 

20  OX. 
NOPFT—  -OS 


Fio.  38. 


The  way  to  estimate  the  amount  roughly  is  to  wash 
different  measured  quantities  of  air  with  ^  oz.  of  lime 
water  in  such  bottles  as  are  here  depicted.  The  lime 
water  is  prepared  by  slaking  lime  with  water,  stirring 
the  slaked  lime  with  the  water,  and  then  allowing  the 
lime  to  subside.  The  clear  fluid  is,  after  12  or  24 
hours,  poured  off,  and  is  ready  for  use.  A  table  has  been 
prepared  to  facilitate  the  use  of  this  plan : — 


Op.  cit. 
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Size  or  Dottle. 
.  Ounces. 

Lim  Watss. 
Point  of  obMnration  is 

noprecipUaU, 

Gftrbonic  Acid  in  air 

percent. 

20-6      .                                              .               .           -03 

15-6      . 

•04 

12-6      . 

•06 

10-6      . 

•06 

91      . 

•07 

80      . 

•08 

7-2      . 

•09 

6-6      . 

•10 

60     . 

•11 

5-5      . 

•12 

6-1      . 

•13 

4-8      . 

•14 

4-6      . 

•16 

3-6     . 

•20 

2-9      . 

•25 

2-5      . 

•30 

20      . 

•40 

1-7      . 

•60 

1-6      . 

•60 

1-3      . 

•70 

1-2      . 

•80 

% 


The  rule  to  remember  is  that  the  air  around  houses 
generally  contains  about  ^04  per  cent  of  carbonic  acid, 
and  that  our  rooms  should  always  be  kept  so  that  a 
10^  oz.  bottle  full  of  air,  when  shaken  with  ^  oz.  of 
lime  water,  gives  no  precipitate.  "We  then  know  that 
the  air  does  not  contain  more  than  •06  per  cent  It 
is  often  difficult  to  keep  the  air  of  a  room  below  •07. 
If  a  precipitate  is  observed,  we  know  that  the  air 
does  contain  more  than  •OS  per  cent,  and  we  take  a 
smaller  bottle,  say  a  9  oz.  bottle,  the  air  of  which, 
when  shaken  with  ^  oz.  of  lime  water,  gives,  perhaps, 
no  precipitate.  We  then  say  the  air  is  worse  than  '06, 
and  not  worse  than  '07 ;  accordingly,  the  amount  must 
roughly  be  '07.  If  we  wish  to  test  the  air  as  expe- 
ditiously as  possible,  and  are  not  particular  to  ascertain 
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the  exact  percentage,  we  may  take  a  bottle  of  a  size 
indicative  of  alternate  hundredths.  Instead  of  taking 
a  9  oz.  bottle  we  may  take  an  8  oz.,  and  treat  8  oz.  of 
air  in  the  same  manner.  If  we  obtain  no  precipitate 
we  know  that  the  air  is  not  worse  than  '08  per  cent. 
Having  already  ascertained  that  the  air  is  worse  than 
*06  we  conclude  that  the  air  is  contaminated  with  *07 
or  '08  per  cent  of  carbonic  acid. 

If  no  turbidity  is  occasioned  on  commencing  with 
our  10^  oz.  bottle,  and  we  would  like  to  know  whether 
the  air  contains  as  much  as  *06  per  cent,  we  must  take 
a  larger  quantity  of  air,  for  example  a  12j^  oz.  bottle. 
If,  when  this  quantity  of  air  is  shaken  with  ^  oz.  of 
lime  water,  no  precipitate  is  procured,  we  know  that 
the  air  does  not  possess  more  than  *05  per  cent,  and  if 
a  precipitate  is  occasioned,  we  know  that  •06  per  cent 
is  the  amount. 

The  air  to  be  examined  is  best  introduced  into  the 
bottles  by  sucking  out  the  air  already  contained  in  them 
with  a  glass  tube.  Fresh  air  enters  to  supply  the  void 
we  create.  The  greatest  care  should  be  taken  not  to 
breathe  into  the  bottle,  for  our  breath  is  full  of  car- 
bonic acid.  The  bottles  should  be*  wide -mouthed,  so 
that  the  sides  can  be  wiped  dry  and  clean.  If  the 
lime  cannot  be  readily  removed,  they  should  be  rinsed 
out  with  strong  hydrochloric  acid,  followed  by  an 
abundance  of  water.  There  is  great  difficulty  in  ob- 
taining bottles  of  exactly  the  capacity  required,  but 
this  could  be  overcome  if  there  was  any  demand  for 
such  measures,  by  the  special  manufacture  of  bottles 
to  hold  accurately  the  quantities  of  air  indicated. 

Minimctric  Method, — This  method  is  more  accurate,  *'*»*°»«*'*o 
and  involving  the  use  of  but  few  tools,  which  can  be 
conveniently  disposed  of  in  one's  pocket,  is  more  handy. 
It   consists  essentially   in   ascertaining  the  smallest  or 
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minimum  amount  of  air  required  to  produce  a  pr8cipitat« 
of  given  density — hence  the  name  Baryta  water,  which 
is  very  poisonous,  is  employed,  because  it  is  more  sen- 
sitive thau  lime  water.  A  standard  precipitate  is  ob- 
tained by  shaking  J  ounce  of  baryta  water  in  a  23  oz. 
bottle  in  pure  air,  which  generally  contains  "04  per 
cent  of  carbonic  acid.  The  liquid  is  turbid  and  still 
translucent,  but  so  that  you  cannot  read  through  it 
The  endeavour  is  to  ascertain  the  smallest  amount  of 
the  air  to  be  tested  which  is  necessary  to  produce  this 
standard  degree  of  turbidity.  We  take  a  bottle  which 
holds  exactly  2J-  oz.,  and  place  in  it  J  oz.  of  baryta 
water,  ha^dng  first  changed  the  air  in  the  bottle  by  a  few 
strokes  of  the  finger-pump ;  we  then  shake  the  2  oz.  of 
air  contained  in  the  bottle  with  the  ^  oz.  of  baryta  water, 
and  count  one  (vide  fig.  34), 


We  then  pump  2  oz.  of  air  through  the  liquid  and 
again  shake  violently  and  count  two.  When  the  tur- 
bidity is  such  that  the  words  written  on  the  slip  of  paper  * 
aflftied  to  the  outside  of  the  bottle  become  indistinguish- 
*  Tbe  words  writUn  with  a  leod-peucit  on  the  labsl  mnst  be  of  nich 
*  depth  of  ahade  that  tbe  turbidity  of  the  standard  liquid  just  preventa 
™4m  ttoni  being  leen. 
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able,  we  stop,  and  refer  to  a  table  that  has  been  prepared 
to  economize  the  labour  of  calculation. 


Volumes  of  Carbonic  Acid 

in  100  of  air. 

Number  of 

ballfuls 

With  2  02. 

With  1 02. 
ball 

of  air. 

ball. 

1 

•44 

2 

•22 

3 

•14 

4 

•11 

5 

•088 

6 

•074 

7 

•068 

8 

•055 

9 

•049 

10 

•044 

•17 

11 

•040 

•16 

12 

•037 

•14 

13 

•034 

•13 

14 

•032 

•12 

15 

•029 

•116 

16 

•11 

17 

•10 

18 

•098 

19 

•093 

20 

•088 

21 

•084 

22 

•08 

23 

•077 

24 

Z                   ^074 

The  1 02.  ball  enables  us  to  estimate  greater  degrees  of  imparity  than  ^e  2  02.  end. 

When  the  air  of  a  place,  which  it  is  wished  to  test, 
feels  close  on  first  en- 
tering, I  use  the  2  oz. 
bottle,  and  if  very  close 
I  employ  the  -J  oz.  ball 
and  bottle. 

As  the  silk  valves 
are  rather  liable  to  get 
out  of  order,  I  dispense 
with  them,  and  simply 
make  a  slit  in  the  tube  ^o-  ^- 
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connecting  tlie  ball  and  t)ottle,  which  allows  of  the  expul- 
sion of  air,  but  prevents  its  ingress  (mde  fig.  35). 

A  weak  Bolution  of  barj'ta  (1  to  '5  per  cent,  the 
exact  strength  being  unimportant)  ia  employed,  which  is 
made  by  dissulving  caustic  baryta  in  distilled  water.  It 
must  be  stored  in  such  a  way  that,  on  removing  portions 
of  it,  air  undeprived  of  carbonic 
acid  shall  not  enter  the  store  bottl& 
The  arrangement  here  sketched, 
wliich  was  in  constant  use  in  the 
Board  of  Health  Laboratory,  Glas- 
gow, and  is  to  be  found  in  Sutton's 
Volumetric  Analysis,  is  a  most  con- 
venient one  for  withdrawing  any 
quantities  that  are  required  of 
^„^^_    t'*''?'^  water,  or,  indeed,  of  other 

F  standard  solutions,  in  such  a  man- 

ner that  air  entering  is  freed  from 
wliatever  body  the  contained  solu- 
tion is  designed  to  extract  &ora  it 

^uionU   (^"^^  %   36). 

of  pumice  .tone  mouwnrf        It  wlll  be  found  Very  bandy  to 

Zhitr^r'^i^in'^^to  I'^v*    *    dozen    ^    02.    stoppered 

enter  uie  store  buttle.  bottles  with  widc  mouths,  and  to 

miinner  tiui  ii  nquiiwL       fill  them   from    this    store    bottla 

SP^.^'lf!'^',  ..    ..    .V      It  is  needful  to  carry  a  stoppered 

F.  aip.  and  capped  bottle  of  hydrochloric 

G.Rodtor.upporto(bu™tt..     ^j^  ^^  ^j^^^  ^j^^  ^^^-^^  apparatus 

after  each  experiment,  before  it  is  washed  thoroughly 
with  water. 

In  the  air  of  a  room  which,  at  first  pure,  is  gradually 
vitiated  by  the  presence  of  persons,  the  smell  of  organic 
matter  begins  to  be  perceptible  to  one  entering  it  trora 
the  fresh  air  when  tlie  carbonic  acid  reaches  '06  or  '07 
per  cent     When  the  carbonic  acid  amounts  to  '09  or  '1 


FI0.3& 
uttlo  containing  ioId 
fc»u.ticUrjt». 
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per  cent,  the  air  is  termed  "  close  "  or  "  stuffy."  The 
fcEtid  odour  of  organic  matter  becomes  very  disagreeable 
when  the  carbonic  acid  exceeds  '1  per  cent 

When  the  carbonic  acid  is  as  much  as  from  '15  to  '3 
per  cent,  headache  and  vertigo  are  experienced,  as  the 
result  of  the  vitiation  of  the  air  by  this  gas  and  its 
accompanying  impurities. 

Wlien  people  speak  of  good  ventilation,  they  mean 
air  with  less  than  '07  per  cent. 

A  rough-and-ready  mode  of  detecting  the  presence  of  Detection  <»f 
hydrogen  sulphide  in  the  air,  which  is  a  gas  produced  in  gip^° 
the   decay  of  organic   matter — for   example,   in   gome  J^™°°'""» 
marshes,  in  sewer  gas,  eta — is  by  means  of  acetate  of  lead  and 
papers. 

Ammonium  sulphide,  which,  with  hydrogen  sulphide, 
is  a  constituent  of  sewer  gas,  is  detected  by  nitro-prusside 
of  sodium  testa  Ammonia,  a  product  of  putrefaction 
and  decomposition,  is,  if  in  large  amount,  observed  by 
means  of  logwood  papers. 


ammonia. 
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of  micro- 
organisms. 


The  examination  of  air  biologically  resembles  closely  that 
of  water.  The  difference  consists  in  the  arrangements 
coiiectora  foT  Collecting  from  the  air  the  micro-organisms  or  germs 
contained  in  it.  A  glass  jar  about  6  inches  high  plugged 
with  a  stopper  of  cotton  wool,  containing  at  its  bottom  a 
shallow  glass  capsule,  which  can  be  easily  removed  by 
the  help  of  a  brass  lifter  and  charged  with  sterile  jelly,  is 
opened  to  the  access  of  the  air  under  examination  for  a 
certain  number  of  seconds  or  minutes.  Cohn  and  Miflet 
employ  Wolff's  bottles  (in  which  the  sterile  jelly  is 
placed)  and  an  aspirator  or  a  Sprengel  pump  to  draw  a 
definite  amount  of  air  through  the  same.  Hesse  sub- 
stitutes a  long  horizontal  fixed-glass  cylinder  for  the 
Wolff's  bottles,  along  the  floor  of  which  the  liquefied 
nutrient  jelly  is  allowed  to  solidify.  Dr.  Maddox's  com- 
bined aeroscope  and  aspirator  has  been  employed  as  a 
collector  {vide  page  298).  A  shallow  watch  glass  filled 
with  a  nutrient  jelly  may  be  placed  on  the  glass  plate 
in  the  bell  jar  receiver  depicted  in  Fig.  21  (page  300),  in 
the  mouth  of  which  is  an  indiarubber  cork  perforated 
with  two  holes  for  entrance  and  exit  glass  tubes,  the 
latter  being  connected  with  a  Dancer's  aspirator,  by  the 
help  of  which  a  known  number  of  cubic  inches  of  air  can 
be  transmitted  over  the  sterile  jelly.  For  the  composition 
and  mode  of  preparation  of  Koch's  nutrient  jelly  vide 
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page  75.  The  nutrient  jelly  in  whatever  manner  it  is 
inoculated  is  placed  in  the  "  damp  chamber  "  (vide  fig.  9, 
page  83),  or  is  maintained  in  the  incubator  at  a  tempe- 
rature of  from  68°  F.  to  77°  F.,  and  daily  inspected. 
Tlie  number  of  colonies  or  foci  of  growth  which  appear  on 
the  jelly  can  be  counted  or  calculated  approximatively  as 
described  on  page  84.  After  the  trial  of  many  different 
kinds  of  collectors,  the  form  of  apparatus  at  length 
adopted  by  M.  Pierre  Miquel  at  the  Montsouris  Observa- 
tory and  its  mode  of  employment  is  thus  described.^ 
It  consists  of  a  glass  flask 
with  a  long  neck,  which  ex- 
tends downwards  into  its  in- 
terior and  terminates  in  a 
minute  aperture.  The  mouth 
of  the  fliisk  is  protected  by 
a  hood  A  furnished  with  a 
plug  of  sterilized  cotton  wool 
{vide  fig.  37).  Tlie  flask 
possesses  two  lateral  tubes; 
the  one  marked  C  being  pro- 
vided with  two  plugs  of 
cotton  wool,  and  the  other 
B  being  attached  by  a  piece  of  rubber  tube  to  a  sealed 
up  point  of  glass  tube. 

Preparation  for  Experiment, — ^From  30  to  40  c.  c.  of 
distilled  water  are  introduced  into  the  flask,  which  is  then 
heated  for  two  hours  at  230°  F.  in  a  steam  bath.  After 
cooling  it  is  placed  in  the  incubator  ready  for  usa  20  or 
30  little  glass  flasks,  each  containing  beef  broth,  are  then 
sterilized,  so  as  to  be  fit  for  inoculation. 

Exjyerimcnt — A  caoutchouc  tube  is  fitted  to  C  and 
an  aspirator  (after  the  removal  of  the  hood)  being 
attaclied,  a  certain  known  amount  of  air  is  drawn  through 

^  Annuaire  de  VObserveUoire  de  MoiUaourU  for  1880. 
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tlie  fluid.  The  hood  having  been  strongly  heated  during 
its  time  of  withdrawal  is  replaced. 

JSiui  of  McperimaU. — By  alternate  pres,sure  and 
removal  of  pressure  on  the  caoutchouc  tube  attached  to 
U,  the  liquid  is  raised  up  and  down  the  tubular  neck  10 
OT  12  timea  in  order  to  wash  its  interior.  After  having 
broken  oft'  the  sealed  point  B,  we  dialributc  the  liquid  in 
fractional  proportions  amongst  the  glass  flasks  containing 
sterilized  beef  broth.  Finally  25  &  c.  of  this  broth  are 
introduced  into  the  glass  collector  itself,  and  the  internal 
plug  of  cotton  wool  in  the  tube  C  is  projected  into  the 
flask  by  means  of  a  platinum  wire  which  has  been  heated. 
Tlie  amount  of  air  passed  by  the  aspirator  should  have 
been  previously  detennined  and  proportioned,  so  that  -ftli 
or  Jths  of  the  inoculated  broths  shall  remain  perfectly 
limpid.  In  this  manner  we  are  enabled  to  operate  on  a 
mixture  of  micro-organisms  and  water  suHicieutly  dilute 
to  admit  of  a  calculation  of  their  number. 

M.  Miquel,  by  means  of  an  aspirator  attached  to  a 
clockwork  apparatus,  on  which  is  eofposed  a  nutritive 
paper '  covered  with  a  thick  layer  of  freshly  sterilized 
gelatine,  also  registers  hourly  the  quantity  of  liaeteria  and 
germs  contained  in  air  liy  the  enumeration  of  the  nimiber 
of  colonies  subsequently  developed  on  it.  He  gives  the 
iiccompanying  records  thus  taken  of  pure  and  impure  air. 

laire   de   I'Obscrmtain   lit 
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CHAPTER   XXIX 

METALLIC    POISONS: ARSENIC,   COPPER,   AND   LEAD 

Arsenic,  copper,  and  lead  are  sometimes  found  in  the  air  in^jgenic, 
the  neighbourhood  of  smelting  works,  etc.  The  determina- «<>??«''  *^** 
tion  of  the  amount  of  these  metals,  which,  when  diffused 
through  the  air,  exercise  injurious  effects  on  animal  and 
vegetable  life,  fall  rather  within  the  scope  of  those  legis- 
lative enactments  that  concern  the  contamination  of  the 
air  by  manufactories,  such  as  the  Alkali  and  Works 
Eegulation  Act  of  1881,  under  which  scientific  chemists 
are  appointed  as  inspectors.  The  human  system  itself, 
when  continually  exposed  to  the  poisonous  influences  of 
copper  and  lead,  affords  an  excellent  test  of  an  exposure 
to  an  injurious  amount  in  the  case  of  those  who  work 
with  these  metals,  such  for  instance  as  miners  in  copper 
mines,  or  painters.  The  effects  on  the  body  of  these 
metals,  even  in  the  smallest  doses,  are  so  well  known  to 
every  physician,  that  he  requires  but  little  chemical  aid. 

It  is  different  in  the  case  of  arsenic,  for  the  effects  of 
this  metal  give  rise  in  minute  doses  to  such  obscure  and 
incomprehensible  symptoms  of  such  great  variety,  that 
they  often  cannot  be  assigned  to  their  rightful  cause 
without  chemical  assistance. 

A  description  of  the  several  poisonous  colours  used  to 
tint  the  cheeks,  the  hair,  etc.,  to  avert  the  appearance  of 
old  age  and  to  dye  articles  of  wearing  apparel,  will  not 
fall  within  the  province  of  this  work,  because  tha^  ^^"^'^st!^ 
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their  poisonous  effects  by  coming  into  contact  with  the 
skin.  Arsenic,  mercury,  lead  in  the  fonn  of  magenta, 
coraline,^  and  other  of  the  new  dyes,  are  some  of  the 
most  common  poisons  thus  used  (vide  page  261). 

Instances  of  the  terrible  sufifering,  misery,  and  even 
death,  that  have  occurred  from  the  use  of  arsenical  wall 
papers,  from  the  preparation  for  sale  of  feathers,  artificial 
flowers,  leaves,  fruit,  etc.,  swarm  in  medical  publications. 
The  poisonous  greens,  such  as  Scheele's,  Schweinfiirth's, 
Brunswick,  Emerald,  Paris,  which  are  all  confounded 
together  by  work-people,  are  used  in  enormous  quantities, 
partly  because  they  are  very  attractive  in  appearance  and 
partly  because  they  are  cheap.  Not  less  than  700  tons 
of  these  deadly  greens  are  consumed  in  trade  annually  in 
this  country.  Many  wall  papers  that  are  not  green  are 
loaded  with  arsenic,  especially  pale  or  white  drawing- 
room  papers,  with  an  enamelled  or  opal  white  ground, 
wliich  have  yielded  15  to  25  grains  of  arsenic  per  square 
foot.  The  late  Mr.  Wigner,  on  examining  samples  some 
years  ago  of  all  the  papers  in  a  ten-roomed  house,  none  of 
which  were  green,  discovered  that  five  of  them  contained 
arsenic  in  such  quantity  as  to  be  injurious  to  health. 

The  Medical  Ofiicer  of  Health,  in  his  inquiries  after  the 
causes  of  vague  and  obscure  forms  of  illness,  may  often 
have  occasion  to  examine  the  air  of  rooms  poisoned  by 
arsenic  papers  and  furnishing  materials.  The  public  will 
not  uufrequently  bring  him  portions  of  wall  paper  with 
which  their  rooms  are  adorned,  in  order  that  he  may 
examine  them  and  express  an  opinion  thereon.  It  is  as 
well,  therefore,  for  him  to  be  acquainted  with  a  simple 
means  of  testing  for  arsenic,  not  only  to  aid  him  in  his 
own  investigations,  but  to  assist  the  public  and  their 
medical  attendants.     If  it  is  wished  to  ascertain  whether 

^  Bulletin  de  VAcadcmie  Imperiale  de  Medicine,  February  and  March 
'869. 
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a  paper  does  or  does  not  contain  arsenic,  the  paper  is 
scraped  with  a  penknife,  and  the  dust  that  is  removed 
is  tested.  If  we  desire  to  find  out  whether  particles  of 
dust  have  detached  themselves  from  the  paper,  and 
poisoned  the  air  of  the  room,  the  dust  that  lies  on  the 
articles  of  furniture  may  be  collected  for  examination. 
The  dust  of  the  paper,  in  whatever  way  obtained,  is 
mixed  with  an  equal  bulk  of  bicarbonate  of  soda  (dried 
over  a  spirit  lamp)  and  a  little  powdered  charcoaL  The 
mixture  is  placed  in  a 
dry  test  tube  and  heated. 
If  arsenic  is  present,  the 
characteristic  odour  of 
garlic  is  perceived,  and 
a  mirror  of  metallic 
arsenic  is  obtained  as  a 
ring  on  the  sides  of  the 
tube.  If  the  test  tube 
is  large,  so  as  to  allow 
of  free  access  of  air,  octahedral  crystals  of  arsenious  acid, 
easily  recognized  by  the  microscope,  will  be  found  in- 
stead of  the  mirror.  Reinsch's  test  may  be  employed 
to  show  the  presence  of  arsenite 
of  copper  in  a  paper.  The  paper 
having  been  soaked  in  a  solu- 
tion of  ammonia,  which  will  dis- 
solve the  arsenite  of  copper  form- 
ing a  blue  liquid,  is  acidified 
with  hydrochloric  acid  and  then 
boiled  in  a  test  tube  with  one  or 
two  strips  of  brilliant  untarnished^ 
copper.  If  arsenic  be  present 
the  polished  metal  acquires  a  steel-gray  coating.      The 


Fio.  88. 
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*  Copper  may  bo  cleaned  by  heating  it  in  a  flame,  by  then  applying  a 
little  nitric  acid  to  it,  and  lastly  washing  it  in  water. 
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copper  is  washed,  dried  on  filter  paper,  and  heated 
in  a  small  test  tube  over  a  Bunsen's  burner  or  spirit 
lamp,  when  arsenious  acid  in  octahedral  crystals,  readily 
diagnosed  by  the  microscope  (vide  fig.  39),  will  be 
deposited  in  the  cool  part  of  the  tube,  if  the  paper  con- 
tains arsenic 

Or  the  green   colouring  matter  may  be  scraped  oflf 
the  paper  and  dissolved  in  pure  hydrochloric  acid  and 

water,  and  examined  by 
Marsh's  test  Granula- 
ted zinc,  or  rinc  foil  in 
fragments,  is  introduced 
into  a  flask  with  some 
water,  and  a  little  pure 
sulphuric  acid  is  poured 
down  the  funneL  A 
few  minutes  should  be 
allowed  to  elapse  for 
the  removal  of  all  the 
air  from  the  flask.  The 
gas  evolved  should  then 
be  collected  in  a  test 
tube,  and  a  lighted  match 

A.  Flask  containing  dilate  sulphuric  add  and   i  1  *     1     f /\    f  1        f  of 
Bine  ftw  from  all  traces  of  arsenic.                          "®    appJieQ     W    lIlG    leSli 

B.  Test  tube  for  collecting  small  quanUties  of  tube  tO  ascertain  whcthcr 
the  gas  evolved.  .  r    i.    j 

0.  Tube  of  hard  Bohemian  glass  that  will  not  a    Ulixture    01     hyorogen 
(Use,  drawn  out  to  a  i>oint  so  as  to  form  a  jet        ^^d    atmOSphcric    air    is 

escaping,  or  whether  hydrogen  is  alone  given  off.  K  air 
is  still  being  expelled  from  the  apparatus  the  gas  in  the 
test  tube  on  being  lighted  will  explode  harmlessly.  The 
gas  escaping  at  the  jet  should  on  no  account  be  ignited 
until  two  or  tliree  of  these  trials  have  been  made. 
When  the  gas  collected  in  the  test  tube  does  not  explode, 
it  is  safe  to  light  the  jet.  Having  ascertained  the  purity 
of  the   chemicals   employed,   by  depressing  a  piece  of 
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porcelain  on  the  flame,  the  solution  of  the  green  colour- 
ing matter  may  be  passed  down  the  tube  funnel  and  the 
flame  again  tested.  If  it  consists  of  arsenic  there  will 
be  a  dark  mirror  of  arsenic  deposited  on  the  porcelain. 

If  there  is  any  doubt  as  to  the  purity  of  the  chemicals. 
Dr.  E.  Davy's  sodium  amalgam  test,  which  finds  so  much 
favour  in  the  United  States,  may  be  substituted,  since 
sodium  and  mercury,  of  which  the  sodium  amalgam  is 
formed,  are  generally  free  from  arsenic.  This  amalgam  Dr.Davy'i 
is  prepared  by  adding  1  part  of  sodiimi  to  8  or  10  of^^^ 
mercury,  and  supplies  us  with  a  ready  means  of  obtaining  *€»*• 
hydrogen  free  from  arsenic.  It  evolves  hydrogen  gas 
when  water  is  added  to  it.  A  fragment  of  sodium 
amalgam  is  dropped  into  a  flask  and  the  solution  sup- 
posed to  contain  arsenic  is  introduced.  A  strip  of  paper 
moistened  with  an  acidified  solution  of  nitrate  of  silver 
(25  gramme  arg.  nit,  5  grammes  of  water,  and  2  drops 
of  nitric  acid)  is  blackened  if  held  at  the  mouth  of  the 
flask.  To  verify  the  result,  it  is  as  well  to  treat  the 
blackened  paper  with  ammonium  sulphida  The  sulphide 
formed  is  insoluble  in  hydrochloric  acid  if  arsenic  be 
present,  and  is  soluble  in  hydrochloric  acid  if  antimony 
be  present. 

If  it  is  wished  to  ascertain  the  amount  of  arsenious 
acid  (the  common  white  arsenic  of  commerce)  contained 
in  a  paper,  a  rough  estimate  may  be  easily  formed  If 
the  pattern  of  the  paper  consists  of  groups  of  green  leaves, 
lis  is  often  the  case,  scrape  off  all  the  green  arsenite  from 
a  single  leaf  and  weigh  it  The  number  of  leaves  in  each 
square  foot  of  surface  of  the  paper  having  been  counted, 
and  the  dimensions  of  the  room  having  been  taken,  the 
number  of  leaves  in  the  room  is  easily  ascertained.  If 
the  green  colouring  matter  is  equally  distributed  over  the 
surface  of  the  paper  a  square  inch  of  the  paper  should  be 
operated  on  in  place  of  a  single  leaf.     A  measurement  of 
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the  room  will  readily  give  the  number  of  square  inches 
of  surface.  Two  or  three  green  leaves  of  a  wall  papor 
were  recently  sent  to  me  with  the  request  that  I  would 
ascertain  whether  the  green  pigment  contained  arsenic, 
and,  if  so,  the  quantity  of  the  same.  It  had  been 
estimated  by  the  applicant  that  there  were  about  22.800 
leaves  in  the  room. 

All  the  green  colour  having  been  scraped  oil'  from  a 
single  leaf,  by  the  help  of  a  penknife,  was  found  to  wei;^h 
16  milligrammes. 


To  convert  the  8  milligrammea  of  arseninus  acid  into 
fractions  of  a  grain,  a  weight  that  ia  more  reailily  under- 
stood by  the  public,  it  is  simply  necessary  to  multiply  by 
15-5  and  divide  by  1000. 

HUUgnm.  MJUIgmn.  Gn.  in  1  Bnuuue. 

1000  ;     8  :     :     IS'5 


1000)I21-0(-124 

Aks.  One  leaf  contains  "124  of  a  grain,  which  is 
equivalent  to  124  grains  of  white  arsenic  in  every 
1000  If'Jivej*,  or  nearly  6  ounces  in  the  room. 

Some  wall  papers  contain  compounds  of  lead  and 
copper  (uon-arBenical),  but,  although  their  euijikiyment 
is  uudeairaWe,  we  have  but  little  evidence  at  present 
which  would  forbid  their  use. 
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ESTIMATION   OF   OZONE   AND   OXHEK   AIR   PURIFIERS 


I 


The  whole  subject  is  so  vast  that  it  is  extremely  difficult 
to  know  how  to  concentrate  it  without  omitting  salient 
points  of  great  interest 

Ozotie. — Ozone  is  condensed  oxygen,  or  a  very  active,  Oio 
lively,  and  energetic  form  of  this  life-giving  gaa.  Ita 
object  in  nature  is  to  destroy,  or,  to  apeak  more  correctly, 
to  render  harmless  by  oxidation  all  offensive  noxious 
products  that,  if  permitted  to  accumulate,  would  produce 
disease  and  extinguish  life. 

Take,  for  example,  a  little  blood,  and  keep  it  in  a 
warm  place  for  months,  until  it  putrefies.  When  the 
odour  is  something  horrible,  sufficient  indeed  to  create 
nausea,  or  sickness,  send  a  stream  of  ozone  over  it,  and 
its  freshness,  purity,  and  sweetness  will  be  restored. 
Neither  ozone  nor  the  other  air  purifiers  are  to  be  found 
in  the  air  of  unventilated  inhabited  rooms  or  hospitals 
unless  the  windows  are  open,  being  speedily  used  up,  and 
not  replaced  as  they  should  be  by  the  admission  of  fresh 
air,  which  nearly  always  contains  them  in  greater  or  less 
quantity. 

Ozone  can  be  prepared  in  a  great  variety  of  ways. 
It  is  perhaps  most  conveiiienlly  made  by  mixing  three 
parts  of  sulphuric  acid  with  two  parts  of  permanganate 
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of  potash.*  Tliis  mixture  will  continue  to  give  off  ozone 
for  stivoral  months.  It  is  associated  in  the  ttir  with 
other  purifying  agents,  snch  as  peroxide  of  hydrogen 
and  acids  of  nitrngen.  Peroxide  of  hydrogen,  called  alao 
oxygenated  water,  is  produced  hy  a  combination  of  tlie 
oxygen  of  the  air  with  water.  It  is  found  sometimes  in 
rain  and  snow.  It  also  is  a  powerful  oxidizing  agent,  for 
it  very  freely  parts  with  its  excess  of  oxygen.  Its  oxidiz- 
ing powers  render  it  useful  for  bleaching,  as  it  attacks 
vegetable  colours  vigorously.  Young  ladies  used  to 
purchase  it  for  bleaching  their  hair,  under  tlie  name  of 
"auricomus,"  when  it  was  tlie  fashion  for  e\ery  one  to 
exhibit  flaxen  locks.  It  so  readily  parts  with  its  oxygen 
that  a  temperature  of  68°  F.  is  sufficient  to  disengage  it, 
tlie  warmth  of  the  hand  to  the  bottle  which  holds  it 
being  often  dangerous  when  it  is  quite  pure.  Nitrous 
acid  is  i)roduced  whenever  an  electric  spark  passes 
through  the  air.  It  is  one  of  the  most  valuable  gaseous 
disinfectants  and  deodorizers  known.  It  acts  most 
energetically  on  organic  impurities,  removing  the  un- 
pleasant odours  of  the  dead-house  more  readily  (so  it  ts 
said)  tlian  any  other  gns.  This  rapid  action  arises  from 
the  facility  with  wliich  it  gives  up  its  oxygen.  For 
deodorizing  purposes,  it  is  made  by  mixing  nitric  acid 
and  water  with  copper  turnings.  It  is  used  more  on  the 
Continent  than  in  this  country.  The  amount  of  ozone, 
peroxide  of  hydrogen,  and   nitrous   acid,  which  are   all 

'  Dr.  Leeila  atatea  that  when  permanganate  of  |KiIash  ia  eiposed  to  the 
action  of  golphuric  acid,  ctilDriue  ii  evolved  in  consecjucnco  of  the  i<KnnM 
of  HD  impurity  in  the  shape  of  a  clilorate.  Apart  from  the  esse  trith  vhicll 
chemistry  enables  na  to  dialinguiah  oione  from  chloriue,  the  sm«|]  of  ihew 
tiro  bodies  ia  w  diOerent  that  there  cnn  be  no  dJIGcutly  in  diagnodng  the 
one  from  the  other.  Moreover  on  the  fsut  that  permanguiatu  of  polisli 
emita  oxygen  when  undur  tlie  inflnence  of  sulphuric  acid,  rests  the  ex- 
cellent process  for  the  estimation  of  poroiiJe  of  hjdrogeu  in  which  the 
oiyg*a  produced  ia  meaaured. 
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powerful  air  purifiers,  are  measured  by  exposing  to  the 
air  paper  dipped  in  a  solution  of  iodide  of  potassium. 
They  all  have  the  property  of  breaking  up  this  salt  and 
setting  free  the  iodine,  which  gives  the  paper  a  reddish 
brown  colour,  of  greater  or  less  depth,  according  to  the 
amount  of  these  disinfectants  present  in  the  air  during 
the  time  of  its  exposure.  Sometimes,  instead  of  all  the 
iodine  being  set  free,  some  of  it  goes  to  form  an  oxide  of 
potassiimi,  called  the  iodate  which  is  a  colourless  salt 
It  is  therefore  always  necessary  to  spray  these  tests  alter 
exposure  with  a  solution  of  tartaric  acid  which  sets  free 
the  iodine  from  the  iodate,  but  does  not  interfere  with 
the  unacted  upon  iodide  of  potassium.  We  are  then  sure 
of  obtaining  all  of  the  iodine  set  at  liberty  by  the  air 
purifiers.  If  we  wish  to  ascertain  the  amount  of  ozone 
present  in  the  air  to  the  exclusion  of  the  other  air 
purifiers,  we  employ  a  paper  which  is  alone  acted  upon 
by  ozone,  such  as  the  iodized  litmus  paper.  With  this 
test  we  do  not  take  any  notice  of  the  amount  of  iodine 
set  free,  but  we  observe  the  amount  of  potash  formed  by 
the  union  of  the  ozone  with  the  potassium.  Potash, 
being  an  alkali,  of  course  has  the  property  of  turning  red 
litmus  blue,  wliilst  an  acid  turns  blue  litmus  of  a  red 
colour.  The  greater  or  less  conversion  of  the  red  litmus 
into  blue,  shows  a  greater  or  less  quantity  of  ozone  in 
the  air. 

Scales  have  been  prepared  for  estimating  the  depth 
of  colour  of  the  iodine  papers  in  testing  the  amount  of 
the  three  air  purifiers,  and  of  the  iodized  litmus  papers 
for  showing  the  amount  of  ozone. 

It  was  formerly  the  practice  to  employ  starch  tests,  lodiwd 
which  are  composed  of  a  mixture  of  iodide  of  potassium  J^[^ 
and  boiled  starch,  which  became  blue  on  exposure  to  the 
air  from  the  formation  of  the  blue  iodide  of  starch.    There 
are  many  different  kinds,  which  may  be  looked  upon  now 
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as  curiosities ;  for  example,  Schonbein's,  Lowe's,  Jame  de 
Sedan's,  Lender's,  Moflfat's,  eta  They  are  all  more  or 
less  disposed  to  behave  in  an  eccentric  fashion ;  now  they 
colour,  then  they  bleach ;  sometimes  they  tint  in  a  uni- 
form manner ;  at  other  times  they  become  marked  with 
lines  like  a  Scotch  plaid,  or  with  spots  ;  whilst  they  very 
frequently  fada  Hence  the  records  of  observations  ap- 
pear most  contradictory,  forming  a  mass  of  almost  inex- 
tricable confusion.  In  support  of  this  assertion,  the 
opinions  of  a  few  who  have  made  ozone  a  subject  of  study 
may  be  quoted : — 

"  At  the  present  time  the  modes  of  determining  ozone, 
and  the  tests  for  ozone  in  the  external  air  are  very  unsat- 
isfactory."— -Dr.  Richardson, 

"  The  greater  part  of  the  countless  observations  on 
the  amount  of  ozone  in  the  air  are  worthless." — Prof, 
Hmton, 

"  The  determinations  which  have  hitherto  been  made 
are  very  vague  and  unsatisfactory." — Br,  Wet?i€rill, 

"  Tests  prepared  from  the  same  recipe,  by  different 
persons,  give  varied  results." — Bodim, 

"If  we  expose  the  tests  of  Schonbein  and  Moffat 
together  we  do  not  get  the  same  result,  and  even  tests 
made  by  the  same  persons  at  two  different  times  will  not 
read  alike." — Mr.  Lowe^  of  Nottingham, 

"  All  the  methods  employed  are  more  or  less  defec- 
tive."— Br,  Scoresby-Jackson^ 

"  Until  more  certain  means  are  discovered  for  estima- 
ting ozone,  present  observations  must  be  received  with 
great  caution." — Davies, 

"  Tlie  estimation  of  ozone  is  in  a  very  unsatis&ctory 
state.  The  great  imperfection  in  the  tests  make  it  desir- 
able to  avoid  all  conclusions  at  present." — Prof  Parhes. 

"No  clear  and  consistent  results  have  yet  been 
obtained.     Variations  of  light,  wind,  time,  and  paper,  may 
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cause  changes  attributed  only  to  ozone,  and  there  are  no 
reliable  means  of  checking  them." — Admiral  Fitzroy. 

"  No  trustworthy  observations  on  ozone  are  made  in 
the  United  States  of  America," — Dr,  Hmry  of  the  Smith- 
sonian Institution. 

These  views  refer  to  the  antiquated  practice  of  esti- 
mating atmospheric  ozone  with  the  iodized  starch  test,  by 
suspension  in  a  cage  or  box,  and  subsequent  comparison 
with  a  scale  containing  gradations  of  colour. 

The  exposure  of  any  kind  of  test  papers  in  cages  is  a 
most  fallacious  mode  of  observation,  for  they  are  measurers 
of  the  velocity  of  the  wind,  and  may  be  called  anemo- 
meters rather  than  ozonometers.  The  higher  the  wind 
the  deeper  the  colours  they  assume,  for  the  simple  reason 
that  more  air  passes  over  them. 

There  is  a  special  fallacy  attendant  on  the  employ- 
ment of  starch  tests  in  ozonometry,  because  there  is  every 
reason  to  believe  that  the  iodide  of  starch  is  not  a  true 
chemical  compound.  M.  Duclaux  declares  that  its  forma- 
tion is  purely  physical,  and  results  from  the  adhesion  of 
the  molecules  of  its  constituents.  It  appears  that  M. 
Personne  and  M.  Guichard  expressed  the  same  opinion 
some  years  ago.  The  latter  chemist,  who  examined  the 
iodide  of  starch  by  the  aid  of  the  dialyser,  writes — "  The 
so-called  iodide  of  starch  is  simply  starch  tinted  with 
iodine."  Watts  considers  that  "the  blue  coloration  is  due 
to  the  formation  of  a  loose,  combination  of  starch  and 
iodine,  or  perhaps  to  the  mere  mechanical  precipitation 
of  the  iodine  upon  the  starch."  The  various  circumstances 
which  affect  and  modify  the  colour  of  the  iodide  of  starch 
have  been  pointed  out  by  Gmelin.* 

Then,  again,  all  of  the  iodine  set  free  in  the  starch 
test  does  not  sometimes  combine  with  the  starcL  Some 
of  the  iodine  set  free  occasionally  forms  a  colourless  iodate. 

'  Handbook  of  Chemistry^  xv.  97  (German  edition). 
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It  is,  moreover,  very  difficult  to  obtain  piire  starch,  and 
samples  of  the  same  kind  of  starch  often  vary  much  in 
strength.  The  errors  associated  with  the  einploj-ment  of 
iodide  of  starch  tests  are  indeed  legion. 

Notwithstanding  the  existence  of  these  irremediable 
defects  inherent  to  the  employment  of  io(iide  of  starch  in 
atmospheric  ozonometry,  which  were  brought  by  me  before 
the  scientific  world  in  a  prominent  manncT  in  1873, 
the  officials  at  the  Montsouria  Observatory  have  been 
throwing  away  their  time  and  labour  by  employing 
cotton  wool  impregnated  with  iodide  of  pot4issiimi  and 
starch.  They  ha\-e  at  length,  it  seems,  discovered  that 
what  I  told  them  years  ago  is  but  too  true — namely, 
that  the  iodide  of  starch  test  is  wholly  unreliable.  M. 
Mari^-Davy  wTites  : — "  La  difticulte  de  la  methode  con- 
siste  en  ce  que  I'iodure  d'ainidon  manque  de  stabilit<5. 
qii'il  se  di5coIore  k  I'air,  et  qu'en  pri^aence  de  la  jiotosse 
form^e  une  partie  de  I'iode  mis  en  liberty  peut  se  trans- 
former en  iodate.  D'un  autre  c6ti?,  I'amidon  g'alK^re  an 
contact  de  lair  et  des  produits  pyrogt^nt's  qu'on  rencontre 
toiijoura  dans  I'atmospla're  des  grundes  villes."  They 
have  now  forsaken  this  untrustworthy  iodide  of  starch 
reaction,  and  estimate  the  quantity  of  oxygen  employed 
in  the  conversion  of  an  arsenite  into  an  arsenate,'  and 
efforts  have  been  made  to  bolster  up  the  Itelief  in  the 
starch  tests  of  Schonbein,  by  making  it  appear  that 
Schonbein's  starch  tests — plus  certain  corrections — agree 
in  their  indioAtions  with  the  results  determined  by  the 
oxidation  of  an  arsenite.     Having  had  such  an   immense 

'  The  ivsnge  smonnt  of  oione  foraUbed  by  thU  process  far  the  eiglit 
yrtts  1677-1864  abows  a  remarkable  conBlaDcy  in  tbi  (wmpositiou  of  tb* 

0(oo«  in  100  cubic  metres  of  air  in  tbe  Parli  ol  Monlsou^^  near  Pali*. 

H  11,1.1  OR*  HMD. 
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experience  with  starch  tests,  my  intimate  acquaintance 
with  their  comic  behaviour  would  incline  me  to  think 
that  if  there  is  any  harmony  between  them  and  the  pro- 
•  cess  with  the  compound  of  arsenic,  the  latter  must  be 
worthless  also. 

According  to  the  most  approved  recent  mode  of 
observing  ozone,  and  of  estimating  the  amount  of  the  air 
purifiers  (ozone,  peroxide  of  hydrogen,  and  nitrous  acid), 
it  is  necessary  to  pass  a  knovm  quantity  of  air  over  test 
papers  of  two  different  kinds  at  a  krwvm  and  unvarying 
velocity  by  means  of  aspirators,  of  which  there  is  a  great 
variety,  such  as  Mitchell's  aspirator,  the  tube  aspirator, 
Dancer's  aspirator,  the  injection  aspirator,  Andrews*  as- 
pirator, the  Montsouris  aspirator,  and  the  clockwork  fan 
aspirator.  The  test  papers  are  exposed  in  a  box  of  a 
peculiar  form,  where  they  are  protected  from  dust,  light, 
and  moisture. 

It  would  be  impossible  to  give  the  reader  in  this 
handbook  an  adequate  description  of  the  mode  in  which 
ozone  and  the  other  air  purifiers  should  be  estimated. 
The  fullest  information  as  to  how  these  bodies  should  be 
observed  has  already  been  published  by  me  in  my  work 
on  Ozone  and  Antozone,  in  which  it  occupies  136  pages. 
The  errors  associated  with  the  old  ozonometric  method  of  Brrow  con- 

.         1     ,      ,  V      V  'J  nected  with 

exposmg  starch  tests  may  be  here  summarized.  ©id  method, 

1.  Impurity    of    chemicals  )  employed  in  the  manufac- 

2.  „  „     paper        )       ture  of  the  tests. 

3.  Formation  of  the  iodate  of  potash. 

4.  Non-union  with  the  starch  of  the  whole  of  the  liberated 

iodine. 
P'    Changes  in  the  force  of  the  wind. 

Bleaching  and  fading  of  coloured  tests  from — 
j^^   Formation  of  the  iodate  of  potash. 
3.   Excess  of  moisture  in  the  air. 
Q^   A  high  temperature  of     „ 


D.  A  great  velocity  of  the  air. 

E.  A  long  exposure  to      ,. 

F.  Sulphurous  acid  in       „ 
7.  Light. 

S.  Ozonometers  (:=  chromatic  aciilea)  faulty  in  construction 
9.  Dift'urences  of  aspect  and  elevation. 

I  must  refer  to  that  work  for  the  blue  and  red  chro 
iiiatic  scales,  the  ozone  register  and  diagram,  which  ; 
like  manner  cannot  possibly  be  copied  into  tliis  pnWli 
cation.  After  a  thoroughly  accurate  estimation  of  tht 
amoiint  of  ozone  present  in  the  pure  air  of  differeQl 
climates,  and  during  the  various  atmospheric  changes  < 
eacli  climate,  we  sliall  be  in  a  position  to  attempt  a 
elucidation  of  tlie  following  and  many  other  question 
which  are  of  immense  interest  and  importance  to  thfl 
human  race : — 

1.  Wliat  are  all  the  sources  of  atmospheric  ozone  ? 

2.  How  is  it  formed,  and  in  what  circumstances  does  i 

arise  ? 

3.  What  is  its  precise  action  on  animals  and  plants  ? 

4.  Has  an  excess  or  deficiency  of  ozone  any  efl'ect  on  thl 

pubUc  health  ? 

5.  If  so,  what  is  the  nature  of  that  influenee  ? 
G.   What  is  the  effect  of  the  presence  of  epider 

its  amount,  as  calculated  by  the  improved  ozonnmetrij 

method  ? 
7.   Does  ozone  oxidize  one  only,  or  all  of  the  dilferenj 

kinds  of  organic  matter  found  in  the  air  ? 
The  elucidation  of  that  very  interesting  myster] 
respecting  the  supposed  relationship  between  an  i 
of  atmospheric  ozone  and  an  epidemic  of  influenza  is  on( 
which  demands  special  attention,  because  of  the  fact  thai 
an  excess  of  ozone  artificially  prepared  will  originate  t 
catarrh. 
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Peroxide  of  hydrogen. — The  best  method  for  the  estimn-  pMn«ide » 
tion  of  this,  apart  from  the  other  air-purifiers,  involvea  '■J'''"*'"- 
much  laljour  in  its  performance  and  caiiuot  therefore  be 
liere  deacribed. 

Nitroiis  acid  is  recognised  in  so  ready  a  manner  when  Nitmoi 
present  in  the  air,  that  a  few  lines  muat  be  devoted  to  a  "  " 
consideration  of  its  mode  of  detection. 

Griess,  who  recommended  the  employment  of  meta- 
phenylene  diamine  as  a  delicate  test  for  nitrous  acid  {vide 
page  110),  has  described  a  far  more  sensitive  test  for  this 
air  puritier.  His  later  test,  in  which  naphthylamine  is 
used,  renders  it  possible  to  distinguish  1  part  of  nitrogen 
in  1,000,000,000  parts  of  water.  Mr.  Eobert  Warrington 
recommends '  that  this  remarkably  delicate  reaction  be 
applied  in  the  following  manner : — ^To  the  water  in  a  test 
tube  suspected  to  contain  nitrous  acid  are  added,  suc- 
cessively, one  drop  of  dilute  hydrochloric  acid  (1-4),  one 
drop  of  a  nearly  saturated  solution  of  sulphauilic  acid, 
and  one  drop  of  a  saturated  solution  of  hydrochloride  of 
naphthylamine.  Nitrons  acid  forms  with  the  sulphanilic 
aeid  a  diazo-compound,  which  is  furtlier  converted  by  the 
naphthylamine  into  a  body  of  a  rose  or  ruby  colour.  A 
mixture  of  fresldy-distilled  water  and  these  reagents 
remains  colourless  when  left  in  a  half-fiUed  stoppered 
bottle,  but  when  exposed  to  the  air  in  an  open  vessel  may 
be  observed  to  deepen  in  tint  from  day  to  day  oa  the 
absorption  of  nitrous  acid  proceeds.  Test  papers  are 
easUy  prepared  by  soaking  small  strips  of  Swedish  filtering 
paper  in  a  solution,  made  by  dropping  a  drop  of  each  of 
tlie  reagents  into  about  two  fluid  drachms  of  distilled  water, 
and  then  drying  them  by  suspending  them  in  a  cupboard. 

'  "Note  on  tha  ftppeininco  of  tiitroua  aciil  during  the  eTaporalion  of 
ar."— /piinwl  Clumieal  Society,  1881,  p.  229. 


PART    III 

SKETCH  OF  RELATION  BETWEEN  CERTAIN  METEOROLOGICAL 
VARIATIONS  IN  THE  CONDITION  OF  THE  AIR,  AND 
STATES  OF  HEALTH  AND  DISEASE 

In  the  consideration  of  "all  influences  affecting,  or 
threatening  to  affect,  the  public  health  within  his  district," 
the  medical  officer  of  health  should  not  only  note  all 
sudden  and  great  changes  of  barometric  pressure  and 
heavy  falls  of  rain,  which  are  important  factors  in  the 
production  of  those  atmospheric  conditions  on  which 
movements  of  underground  air  and  water  depend,  but 
should  make  observations  on  those  climatic  and  topo- 
graphical peculiarities  which  are  likely  to  exert  any  action 
on  healtli.  The  value  of  his  observations  will  be  increased 
by  a  comparison  with  published  readings  taken  simul- 
taneously over  large  neighbouring  areas  and  by  a  study  of 
the  laws  that  govern  the  movements  of  the  air.  The 
variations  in  the  temperature,  humidity,  pressure,  and 
electric  state  of  the  atmosphere,  as  well  as  the  effects  of 
these  changes  on  the  moral  and  physical  condition  of 
nations  and  individuals,  form  a  most  extensive  field  of 
study,  and  one,  moreover,  of  the  highest  possible  interest 
The  influence  of  climate  on  the  sanitary  condition  of  all 
animals,  and  especially  of  the  most  highly  organized  being 
in  the  scale  of  creation,  has  occupied  for  more  than  2000 
years,  and  still  engages,  the  attention  of  scientific  men. 
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The  great  subject  of  weather  and  disease  has  been  worked 
at  ever  since  the  times  of  Pythagoras,  whose  doctrines 
were  supported  by  Hippocrates/  the  father  of  medicine. 
Hiese  distinguished  philosophers  divided  nature  into  four 
qualities — ^viz.  cold  and  warmth,  dryness  and  moisture. 
They  considered  cold  with  moisture  to  be  hurtful,  and 
warmth  with  dryness  to  be  beneficial  qualities. 

The  three  following  rules  have  been  accepted  by  the 
few,  and  unrecognized  by  the  many,  for  hundreds  of 
years : — 

1.  A  preternaturally  dry  air,  with  a  high  temperature, 
predisposes  to  the  development  of  fevers  and  intestinal 
disorders. 

2.  A  very  moist  atmosphere,  accompanied  by  a  low 
temperature,  is  apt  to  induce  bronchial  and  rheumatic 
affections. 

3.  A  very  dry  atmosphere,  when  associated  with  a 
low  temperature,  has  a  tendency  to  excite  inflammations 
of  the  respiratory  organs. 

The  labour  of  the  past  has  borne,  however,  some  little 
fruit,  for  we  are  obtaining  an  increased  knowledge  of  the 
influence  of  meteorological  conditions  on  health.  The 
bearings  on  health  of  the  disturbances  of  the  atmospheric 
sea  above  and  around  us,  occasioned  by  the  great  cyclonic 
and  anti-cyclonic  changes  throughout  the  world,  are  better 
understood,  thanks  to  the  telegraphic  system  of  reporting 
the  approach,  direction,  and  rate  of  progress  of  storms,  and 
the  elucidation  of  the  laws  that  govern  their  motions. 
As  to  cyclones  in  which  the  winds  circulate  with  great  cycimiea. 
rapidity  around  and  towards  the  centre  or  point  of  lou}est 
barometric  pressure,  from  which  rises  a  vast  ascending 
current,  physicians  with  meteorological  tastes  cannot  fail 
to  have  noticed  that  attacks  of  neuralgia  in  the  form  of 

*   Vide  **ire/H  ae/xi;y,  vSaruPf  roirow." 
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migraine  and  other  nervous  maladies  seem  often  to  recur 
at  the  approach  of  a  considerable  fall  of  the  barometer, 
especially    when    this    culminates    in    rain.     Dr.   Weir 
Mitchell  gives  the  following  result  of  his  observations  on 
this  connection  in  the  case  of  a  Captain  Catlin,  U.S.A./ 
who  suffered  from  attacks  of  neuralgia  in  a  painful  stump: — 
"  It  was  rather  the  fact  of  a  storm,  or  the  disturbance  of 
pressure,  that  induced,  or  at  least  accompanied  pain,  than 
its  depth,  duration,  or  extent"     Dr.  Mitchell  adds, "  Every 
storm    as    it  sweeps  across    the  continent  of  America 
consists  of  a  vast  rain  area,  at  the  centre  of  which  is  a 
moving  space  of  greatest  barometric  depression,  known  as 
the  storm  centre,  along  which  the  storm  moves  like  a 
bead  on  a  thread.     The  rain  usually  precedes  this  by  550 
to  600  miles,  but  before  and  around  the  rain  lies  a  belt 
which  may  be  called  the  neuralgic  margin  of  tlie  storm, 
which  precedes  the  rain  about  150  miles.     This  fact  is 
very  deceptive,  because  the  sufferer  may  be  on  the  far 
edge  of  the  storm  basin  of  barometric  depression,  and 
seeing  nothing  of  the  rain,  yet  may  have  pain  due  to  the 
storm.     It  is  somewhat  interesting  to  figure  to  oneself 
thus  a  moving  area  of  rain  girdled  by  a  neuralgic  belt 
150   miles  wide,   within  which,  as  it  sweeps  along  in 
advance   of  the   storm,   there  prevail  in   the  hurt  and 
maimed  limbs  of  men  and  in  tender  nerves  and  rheimiatic 
joints  renewed  torments  called  into  existence  by  the  stir 
and  perturbation  of  the  elements." 
Anti.  Anti-cyclones,  or  periods  of  high  barometric  readings, 

in  which  the  winds  circulate  very  slowly  around  and  out 
from  the  centre  or  point  of  highest  pressure  of  the  baro- 
meter, which  is  filled  by  a  slowly  descending  current  from 
the  upper  regions,  last  longer  than  cyclones,  often  continu- 
ing for  many  days.  In  summer  they  are  characterized  by 
hot  sultry  weather  without  a  breeze,  and  in  winter  by  cold 

^  Atntrican  Journal  of  the  Medical  Sciences,  April  1877. 


Ital 


.1* — 1 


TO    STATES    OF    HEALTH    AND    DISEASE 


361 


fogs.  The  former  climatic  condition  is  often  accompanied 
by  diarrhoea  and  cholera,  whilst  the  latter  in  winter  is 
notorious  for  bronchial  and  catarrhal  affections. 

To  descend  from  the  general  to  the  particular,  we  know 
that,  as  regards  the  commencement  of  life,  the  offspring  of 
man  and  the  other  animals  born  in  the  cold  season  of  the 
year  has  a  higher  probability  of  life  during  the  first  year 
than  if  born  in  the  hot  season,  although  an  exposure  to 
excess  of  cold  is  highly  destructive  to  infancy ;  and  as 
regards  the  close  of  life,  that  the  mortality  by  cold  due 
to  age  doubles  every  nine  years  from  the  age  of  twenty, 
so  rapidly  does  the  power  of  resistance  to  cold  decline 
with  age. 

It  will  be  useful  to  consider:  first,  the  effects  of 
difiFerences  of  temperature,  solar  radiation,  moisture,  and 
barometric  pressure,  direction  of  the  wind,  etc.,  on  health  ; 
and,  secondly,  the  meteorological  conditions  which  appear 
to  favour  or  retard  the  development  of  those  diseases  that 
seem  to  be  influenced  most  by  climatic  variations. 


C/Ow  tern- 
[leiatares. 
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ture  is  much  more  injurious  to  public  health  tlian  a  low 
range." 

Health  is  deleteriously  influenced  by  extreme  degrees 
of  cold,  unless  the  body  has  by  long  acclimatization 
become  inured  to  such  exposure.  In  the  Arctic  Expedition 
of  Sir  G.  Nares,  the  crew  of  the  Alert  suffered  much  from 
the  extremely  low  temperature,  the  thermometer  being  in 
March  1876  so  low  that  -73-7**  F.  was  registered.  Dr. 
Lansdell  states  ^  that  Yakutsk  in  North  Siberia  has  the 
credit  of  being  the  coldest  town  in  the  world.  Its  mean 
temperature  is  18*5°  F.  Between  December  17  and  Feb- 
ruary 18  of  each  year  the  cold  exceeds  —58'*  F.  Mercury 
is  frozen  for  one-sixth  of  the  year.  So  accustomed  do 
natives  become  to  the  cold  that,  with  the  thermometer 
at  "unheard  of"  degrees  below  the  freezing  point,  the 
Yakute  women  with  bare  arms  stand  in  the  open-air 
markets  as  if  in  genial  spring.  A  man  wrapped  up  in 
his  pelisse  can  lie  without  inconvenience  on  the  snow, 
under  a  thin  tent,  when  the  temperature  of  the  air  is 
-30°  F.  He  also  states  that  the  maximum  temperature 
of  1877  at  Tomsk,  Sil)eria,  rose  at  1  P.M.  on  August  6  to 
106*9°,  and  the  minimum  temperature  reached  on  Christ- 
mas Day  83*2°  below  zero,  and  that  at  Barnaul,  which 
lies  some  200  miles  to  the  south,  the  maximum  was  107*8°, 
and  the  minimum  84*8°  below  zero.  He  adds  that  small 
birds  sometimes  drop  dead  in  the  streets  from  cold. 
Bxtareme  The  vory  Sensible  discomfort   and  illness  in  some, 

t^^^  induced  by  sudden  and  extreme  ranges  of  temperature, 
**^  as  much  at  times  as  30°  F.  or  40°  F.  in  a  few  minutes, 
must  often  press  itself  on  the  notice  of  the  health  officer. 
The  healthy  body  in  the  prime  of  life  shows  a  wonderful 
ability  to  adapt  itself,  not  only  to  great  differences  of 
'•  temperature  to  wliich  its  opposed  surfaces  or  extremities 
may  be  subjected,  but  to  extraordinary  ranges  of  tempera- 

1  Through  Siberia,  1888. 
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ture,  as  extensive  even  as  72  degrees.  Aldrich,  in  the 
Western  Sledge  journey  from  the  Alert  in  April  1876, 
wrote,  "  The  air  is  very  cold,  and  the  sun  is  very  warm. 
The  thermometer  hanging  on  my  chest  registered  -12'  F., 
when  on  my  back  -SO*^  F."  The  very  young,  the  aged,  the 
feeble,  the  sickly  and  diseased,  are  generally  more  or  less 
disturbed  by  the  sudden  variations  of  our  fickle  climate, 
and  it  is  sometimes  found  almost  impossible  to  provide 
against  the  rapid  alternations  of  heat  and  cold,  moisture 
and  dryness,  eta,  with  suitable  clothing.  It  is  not  only  de- 
sirable, then,  to  observe  extreme  ranges  of  temperature,  but 
the  differences  between  the  temperature  of  the  earth  and 
of  the  air  4  feet  above  it.  Catarrhal  affections  are  some- 
times noticed  when  the  rays  of  the  sun  are  powerfully  felt, 
whilst  the  earth  is  at  the  same  time  exceedingly  cold. 

It  is  wise  to  bear  in  mind  the  occurrence  of  ex-'*coid 
ceptionally  cold  weather  on  certain  days  in  the  spring 
months,  and  to  be  prepared  for  it  with  clothing  of  an 
extra  warmth.  These  "cold  spells"  have  been  noticed 
over  all  parts  of  the  world,  and  were  pointed  out  long 
ago  by  Kaemtz  in  his  book  on  Meteorology.  Periods 
of  "treacherous  weather"  at  this  season  of  the  year 
have  been  recognized  by  the  people  of  all  countries 
in  their  old  sayings.  They  occur  on  or  about  Feb- 
ruary 7  to  12,  April  10  to  14,  and  May  10  to  14. 
Mr.  Glaisher,  in  his  estimation  of  the  mean  daily 
range  of  temperature  at  the  Eoyal  Observatory,  Green- 
wich, during  the  sixty  years  from  1814  to  1873, 
found  ^  the  February  "  spell "  to  be  distinctly  visible,  but 
the  April  and  May  "  spells "  to  be  situated  more  at  the 
commencement  of  those  months.  The  cold  "snap"  of 
February  was  even  noted  by  the  pupils  of  Galileo.  The 
three  cold  days  of  April  are  called  in  Scotland  and  the 

*  Quarterly  Journal  of  Meteorological  Society,  vol.  iii.,  New  Series,  No. 
20,  October  1876. 
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North  of  England  "  the  borrowing  days,"  as  they  are  sup- 
posed to  be  lent  by  the  colder  month  of  March. 

Madler  ^  examined  the  mean  temperature  of  May  in 
Berlin  for  eighty-six  years,  and  found  a  retrogression  of 
temperature  amounting  to  2*2°  F.  from  May  11  to  13. 

Cool  rainy  summers  are  generally  periods  of  low 
mortality.  Cold  winters  and  hot  summers,  although 
agreeable  to  the  strong  and  healthy,  are  fatal  in  their 
effects  on  the  general  population.  Intestinal  disorders 
kill  in  hot  summers,  whilst  pulmonary  affections  destroy 
life  in  cold  winters.  Dr.  Richardson  states:*  "that,  (1) 
the  phenomena  of  catarrhs  or  colds  are  confined  within  a 
range  of  temperature  extending  from  a  mean  of  41°  F. 
to  the  extreme  cold  of  the  Arctic  climate;  (2)  yellow 
fever  can  only  continue  in  parts  of  the  earth  where  there 
is  a  mean  temperature  above  68°  F.;  (3)  typhus  fever 
flourishes  only  in  regions  having  a  range  of  temperature 
lying  between  40°  F.  and  62°  F.;  and  (4)  the  phenomena 
of  phthisis  pulmonalis  are  so  limited  by  a  given  degree 
of  cold  that  they  cannot  exist  in  the  Hebrides,  Faroe 
Isles,  Iceland,  and  the  Arctic  Regions."  Some  years  ago  a 
considerable  discussion  took  place  in  the  medical  journals 
as  to  whether  phthisis  pulmonalis  did  or  did  not  occur  in 
Iceland,  the  result  of  which  terminated  in  the  production  of 
evidence  which  showed  that  it  is  found  there,  and  that  the 
hilly  tablelands  of  Mexico  are  the  only  parts  of  the  civi- 
lized (?)  world  where  the  disease  is  unknown (i;trfe  page  280). 
Is  it  not  probable,in  view  of  recent  bacteriological  researches, 
that  isolation  has  much  to  do  with  the  immunity  enjoyed  by 
the  inhabitants  of  these  islands  and  out-of-the-way  places  ? 

As  regards  the  climate  of  this  country  it  has  been 
recommended :  ^ — 

^  Verhandlung  des  Vereins  zur  Befifrd  dts  Gfarienbanes,  1834. 

'  Diseaua  of  Modem  Life 
»  "  The  effect  of  cold  on  children.  "—iBri^.  Med,  Journal,  Dec  25, 1875. 
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1.  That  no  child  too  young  to  walk  or  run  should  be 

taken  out  of  doors  when  the  external  temperature 
is  below  50'  F.^ 

2.  That  the  rooms  in  which  children  live  and  sleep 

should  never  be  below  58°  F.;  and 

3.  That  the  dayroom  should  be  three  or  four  degrees 

warmer  than  the  bedroom. 
The  relation  between  certain  varieties  of  coup  de  sdeil 
or  heat  apoplexy,  as  well  as  other  affections,  and  the 
indications  of  solar  and  terrestrial  radiation  thermometers, 
is  a  subject  that,  if  worked  at,  will  probably  yield  valuable 
results. 

R    The  Solar  BadicUion. 

The  sun -warmth  is  a  factor  in  the  production  ofsun- 
climate  of  considerable  importance  to  health,  and  ig'^"°***- 
estimated  by  the  means  of  a  solar  radiation  thermometer 
(vide  page  414).  The  space  at  my  disposal  will  not  permit 
me  to  dwell  on  its  relation  to  the  duration  of  sunshine,  as 
registered  by  the  several  ingenious  arrangements  for  its 
measurement,  but  will  only  allow  me  to  direct  attention 
en  passant  to  the  very  suggestive  influence  on  life  and 
growth,  shown  by  the  relation  between  the  amount  of 
sunshine  and  the  yield  of  hay  and  other  vegetable  crops, 
the  abundance  during  years  of  little  sunshine  being 
compensated  for  by  a  deficiency  in  weight 

Dr.  Frankland  has  pointed  out*  that  the  sun- warmth 
is  influenced :  (1)  by  the  colour  of  the  soil,  and  our 
other  surroundings  and  their  consequent  absorbent  power ; 

^  The  No.  1  recommendation  is  too  stringent,  and  requires  the  addition 
of  the  words,  **  unless  carried  in  the  arms  of  an  adult,  so  as  to  derive 
warmth  from  an  external  source."  On  several  occasions  have  yonng 
children  come  under  my  charge  who  have  been  exposed  in  perambulators 
to  great  cold,  in  whom  a  complete  cessation  of  the  flow  of  bile  into  the 
intestinal  canal  has  occurred. 

*  "The  Climate  of  Town  and  Country,"  in  Nineteenth  Century, 
July  1882. 
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(2)  By  reflection  from  land  (snowfields  or  chalk-pits)  or 
water ;  and  (3)  by  the  amount  of  watery  vapour  in  the  air. 
"  The  nearer  the  colour  of  the  ground  approaches  to  white, 
the  greater  will  be  the  sun's  warmth  and  the  cooler  the 
air ;  whilst  the  darker  the  colour,  the  warmer  will  be  the 
air,  and  the  less  will  the  heat  of  solar  radiation  be 
felt  The  darker  the  colour  of  our  houses  the  cooler  the 
streets,  and  the  hotter  the  rooms  during  sunshine.  The 
lighter  the  colour  of  the  houses,  the  hotter  the  streets  and 
the  cooler  the  rooms."  The  dark,  distinguished  from  the 
luminous,  heat  rays  are  sifted  out  of  the  air  by  the  watery 
vapour  in  its  lower  strata,  hence  the  higher  we  ascend 
into  the  air  the  greater  is  the  sun's  warmth. 

He  points  out  that  the  sun's  warmth,  unlike  the  air 
temperature,  is  greater  in  Norway  than  at  the  equator, 
because  the  air  is  colder,  and  therefore  drier,  in  the  Arctic 
than  in  the  hot  regions  of  the  world. 

Dry  bulb.  Wet  bulb.  Vapour  in  acuWc  foot  of  air.    ) 

36  .  .  33  .  .  1-8 

96  .  .  93  .  .        15-2 

Arctic  voyagers  have  stated  that,  with  the  temperature 
in  the  shade  far  below  freezing-point,  the  pitch  will  boil 
in  the  seams  of  the  vessel  where  it  is  exposed  to  the  sun. 

Dr.  Frankland  has  drawn  a  strong  contrast  between 
the  sensations  experienced  when  he  was  exposed  to  the 
following  opposite  climatic  conditions  : — 


Bellaggio     .     . 

Snniniit  of  the 

Diavolezza  Pass 

Sun  Warmth. 

Air  Wannth. 

Remarks. 

72^* 
107** 

83'* 
43" 

Heat  most  oppressive. 
Delicious  sensation  of  coolness. 

He  omits  all  reference,  however,  to  the  influence  of 
the  hygrometric  condition  of  the  air,  which  was  probably 
four  or  five  times  greater  at  the  former  than  at  the  latter 
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station,   and   which   has  much   to    do  with   the   sultry 
character  of  heat. 

C.   The  Hygrometric  State  of  the  Air. 

Whilst  the  air  is  never  without  some  moisture,  the  The 
amount  present  in  the  air  is  largely  due  to  its  tempera- Jl^^*^||^®^ 
ture,  the  capacity  for  retaining  moisture  in  an  invisible 
gaseous  form  being  greater  when  the  temperature  is  high 
than  when  it  is  low. 

The  aching  of  rheiunatic  joints  and  of  corns,  the 
extraordinary  noises  that  sometimes  proceed  from  chairs 
and  tables,  and  the  condition  of  certain  epithelial  struc- 
tures, such  as  the  hair  and  skin,  are  often  signs  to  the 
public  of  the  approach  of  rain,  all  being  the  result  of  an 
excess  of  humidity  in  the  air,  due  to  the  great  alterations 
in  size  which  fibrous,  epithelial,  and  ligneous  bodies  undergo 
by  the  addition  or  subtraction  of  moisture.  How  cleverly 
did  the  great  Jenner  embody  in  a  few  lines  of  verse, 
"  On  the  Signs  of  Eain,"  the  eflfects  of  this  atmospheric 
change — 

"  Hark  !  how  the  chairs  and  tables  crack, 
Old  Betty's  joints  are  on  the  rack." 

The  decrease  of  the  pressure  of  the  air  which  generally 
accompanies  an  excessive  hygrometric  condition  has  doubt- 
less, however,  much  to  do  with  the  painful  condition  of 
that  old  lady's  joints.  We  know  but  little  of  the 
influences  of  varying  degrees  of  humidity  of  the  air  on 
animal  life.  It  is  unquestionable  that  an  excess  or 
deficiency  of  the  normal  amount  of  moisture  in  the  air 
exerts  a  very  decided  action  on  the  state  of  the  public 
health.  People  in  health  merely  feel  slightly  depressed 
when  the  air  is  rather  damp,  and  somewhat  irritable 
when  it  is  unusually  dry,  but  to  invalids  even  a  change 
of  two  or  three  per  cent  in  the  humidity  is  perceptible. 
An  excess  is  the  more  prejudicial,  because  aqueous  vapour 

2  B 
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possesses  a  powerful  affinity  for  organic  matter,  and  serves 
both  to  preserve  and  diffuse  it.  We  all  of  us  have  fre- 
quently experienced  the  enervating  effects  of  a  fog,  which 
has  been  termed  "  half  an  air  and  half  a  water,"  and  the 
return  of  our  usual  mental  and  bodily  vigour  on  its 
removal  When  we  remember  that  all  depressing  agents 
predispose  to  disease,  the  subject  of  humidity  in  relation 
to  hygiene,  connected  as  it  is  so  intimately  with  that  of 
climate,  cannot  be  too  diligently  examined. 

Insular  climates,  in  the  temperate  latitudes,  are 
necessarily  humid  to  a  certain  extent,  especially  if  the 
temperature  is  low.  When  there  is  in  addition  an 
excessive  rainfall,  a  damp,  foggy,  and  relaxing  climate  is 
produced,  which  often  exercises  an  injurious  influence  on 
the  health  of  those  unacclimatized  to  it  The  voice  of 
Grassini  was  reduced  nearly  an  octave  by  the  relaxing 
eflPect  of  the  air  of  this  country.  Her  vocal  organs  were 
restored,  however,  to  their  normal  condition  on  her  return 
to  the  drier  climate  of  Italy. 
Female  The  vicw  has  been  expressed  that  the  degree  of 
moisture  of  the  air  is  intimately  associated  with  the 
degree  of  beauty  in  the  human  female,  and  especially 
with  its  duration.  The  average  hygrometric  state  of  the 
air  is  but  one  of  the  many  factors  concerned,  which,  by 
their  union,  form  the  climate  of  a  country,  by  which 
the  female  body  is  undoubtedly  influenced  to  a  consider- 
able extent  in  its  development  Temperature  indubitably 
exerts  an  effect  which  is  perhaps  scarcely  if  at  all  inferior. 
Warm  moist  climates,  in  the  temperate  regions  of  the 
earth,  have  been  considered  to  produce  more  beautiful 
women,  whose  beauty  endures  longer  than  countries 
possessing  different  qualities  of  climate.  As  we  leave 
the  temperate  climes  for  the  sunny  south,  where  develop- 
ment is  more  rapid,  and  the  period  of  puberty  earlier,  we 
notice  that  female  beauty  is  very  evanescent,  and  is  soon 


beauty. 
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on  the  wane.  As  the  temperate  latitudes  are  left  for  the 
northern,  colder,  and  drier  climates,  there  is  a  coarse- 
ness, and  want  of  the  softness  and  delicacy  so  charac- 
teristic of  the  women  of  the  south.  Modes  of  life, 
differences  of  race  and  character,  as  well  as  the  kind 
of  climate,  have,  of  course,  some  considerable  action 
on  the  grace  and  loveliness  of  the  female.  This  sub- 
ject is  one  of  great  magnitude,  on  which  there  will 
necessarily  be  a  divergence  of  opinion,  as  the  question  of 
taste  is  very  much  involved.  I  only  allude  to  it  as  one 
deserving  of  thought 

An  excess  of  aqueous  vapour  in  the  atmosphere  hasAnexcew. 
not  only  a  depressing  effect  on  the  nervous  system,  but 
it  interferes  with  the  cutaneous  and  pulmonary  exhala- 
tions. If  the  temperature  is  high  (65°  to  SC  F.), 
saturated  air  is  sultry  and  oppressive.  If  low  {cg,^  a 
Scotch  mist  of  36°  F.),  its  chilling  influence  penetrates  all 
clothing.  At  least  one  half  of  the  patients  who  apply 
for  relief  during  the  winter  months  to  the  physicians  of 
the  metropolitan  and  provincial  hospitals  of  this  country 
are  afflicted  with  colds,  coughs,  bronchial  and  rheumatic 
affections.  The  prevalence  of  these  disorders  at  this 
season  is,  without  a  doubt,  due  partly  to  the  coldness  in 
association  with  the  excessive  moisture  of  our  very  change- 
able climate.  Above  80°  F.,  air  of  excessive  humidity 
becomes  injurious ;  and  it  has  been  doubted  as  to  whether 
life  can  be  prolonged  in  such  air  at  a  temperature  between 
90°  F.  and  100°  F. 

A  very  dry  air  is  considered  by  some  as  less  deleterious  a  deflci. 
to  health  than  a  very   moist  air.     Assistant- Surgeons  ®"*^^' 
Lauderdale  and  Koss,  in  a  report  relative  to  Fort  Yuma, 
California,  write :^ — "With  the  thermometer  at  105°  F., 
the  skin  becomes  dry  and  hard,  and  the  hair  crisp,  and 
furniture  falls  to  pieces.     Newspapers,  if  roughly  handled, 

*  Quarterly  Journal  0/  Science,  April  1878. 
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break.  Eggs  that  have  been  on  hand  for  a  few  wegiks 
lose  their  watery  contents  by  evaporation,  and  the  re- 
mainder is  tough  and  hard.  A  temperature  of  100°  F. 
may  exist  for  weeks  in  succession,  and  there  will  be  no 
additional  cases  of  sickness  in  consequence.  We  have 
none  of  the  malarial  diseases." 

Dr.  Ballard's  ^  inferences  as  to  the  eflfect  of  variations 
in  atmospheric  moisture,  as  represented  by  the  readings 
of  the  hygrometer,  and  the  estimation  of  the  rainfall  on 
the  public  health  of  a  portion  of  London,  are  thus  given 
by  him : — 

"  1.  That  in  the  colder  months  of  the  year  the  mean 
temperature  is,  on  the  whole,  more  important  as  a  con- 
dition determining  the  absolute  quantity  of  sickness  than 
the  amount  of  accompanying  atmospheric  moisture.  2. 
That  in  the  warmer  months  of  the  year,  on  the  other 
hand,  the  amount  of  atmospheric  moisture  is  more  im- 
portant as  a  condition  determining  the  absolute  quantity 
of  sickness  than  the  mean  temperatura  3.  That,  both  in 
the  colder  and  warmer  seasons  of  the  year,  a  compara- 
tively dry  condition  (for  the  season)  of  the  atmosphere  is 
more  damaging  to  public  health  than  a  comparatively 
moist  condition  of  the  atmosphere.  The  amount  of 
rainfall  is  more  important  at  comparatively  low  than 
at  comparatively  high  temperatures,  in  regulating  the 
absolute  quantity  of  sickness." 

Writers  on  cholera  in  India  have  pointed  out  the 
coincidence  of  maximal  rainfall  and  minimal  cholera. 

The  artificial  climates  which  we  manufacture  in  our 
houses  and  public  buildings  are  far  more  deleterious  to 
health  than  any  atmospheric  vicissitudes  as  to  moisture. 
The  air  of  The  air  of  our  rooms  has  a  tendency  to  be  preternaturally 
dry,  and  when  so  is  often  oppressive  and  unwholesome. 
Tlie  degree  of  moisture  of  air  is  shown  by  the  hygrometer, 

^  Op,  cit. 
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wliich  consists  of  two  thermometers,  one  the  dry  bulb, 
and  the  other  (covered  with  muslin  and  attached  by  a 
lamp  wick  to  a  feeder  of  water)  the  wet  bulb.  Tlie 
difference  between  these  bulbs  is  about  five  or  six  degrees 
in  a  healthful  atmosphere.  In  rooms  warmed  by  radiant 
heat  it  reaches  often  eight  degrees;  whilst  in  rooms 
heated  by  hot  air  a  difference  of  fifteen  to  seventeen 
degrees  is  often  noticed,  which  is  unwholesome  and  un- 
pleasant Although  so  many  different  kinds  of  stoves  and 
other  appliances,  such  as  hot  water  pipes,  etc.,  for  heating 
rooms  have  been  devised,  that  important  point  seems 
nearly  always  to  have  been  overlooked,  namely,  the 
maintenance  of  a  healthful  amount  of  moisture  in  the  air. 

I  have  seen  pans  of  water  placed  on  iron  stoves  to 
counteract  the  unpleasant  effects  caused  by  the  dryness 
of  the  air,  and  have  seen  the  water  steaming,  and  even 
boiling.  In  such  an  apartment  there  was  an  excess  of 
moisture  in  the  air  which  made  me  feel  very  uncom- 
fortable, creating  the  disagreeable  sensation  which  one 
experiences  on  entering  the  house  of  a  laundress ;  the 
hygrometer  in  such  a  case  giving  a  difference  of  onlj 
one  or  two  degrees,  showing  that  the  air  was  almost 
saturated  with  watery  vapour  in  an  invisible  form. 

The  air  sometimes  becomes  almost  saturated  with  the 
aqueous  vapour  that  proceeds  from  the  pulmonary  and 
cutaneous  surfaces  in  crowded  halls  or  rooms.  Prof. 
Sanders  relates  ^  an  anecdote,  narrated  to  him  by  a  Bussian 
oflScer,  of  the  production  of  a  shower  of  snow  that  fell  on 
the  audience  in  a  concert-room  by  the  sudden  opening,  in 
very  cold  weather,  of  a  window,  for  purposes  of  ventilation. 

Even  now,  when  the  study  of  health  and  the  influ- 
ences which  deteriorate  and  promote  it,  coupled  with  the 
prevention  of  disease,  are  the  great  subjects  of  the  day, 
rivalling  in  interest  the  kindred  one  of  the  cure  of  disease, 

*  Uandhuch  der  bffentlichcn  GesundheiUjifl^ge, 


374  THE   PRESSURE   OF   THE   AIR 

there  seems  a  complete  ignorance  or  apathy  in  regard  to 
this  subject  amongst  physicians  and  leading  architects. 
The  modern  On  visiting  somc  ycars  ago  the  completed  portion  of 
holpiUL  ^^®  "Sew  Edinburgh  Eoyal  Infirmary,  which  is  fitted  with 
all  the  most  approved  and  recent  appliances  for  heating, 
ventilation,  etc.,  and  which  is  considered  to  take  the  place, 
previously  occupied  in  turn  by  St  Thomas*  Hospital,  London, 
and  the  Lariboisifere  and  H8pital  de  M^nilmontant  in  Paris, 
of  the  modern  pattern  hospital,  I  was  astonished  to  find 
that  no  provision  whatever  existed  for  supplying  moisture 
to  the  air  dried  by  the  coils  of  hot  water  pipes  that  are 
seen  in  so  many  places.  If  gardeners  were  to  treat  their 
greenliouse  plants  thus,  healthy  life  and  growth  would  be 
impossible.  Horticulturists  always  furnish  their  hot 
water  pipes  with  long  troughs,  filled  with  water,  that  rest 
on  the  pipes,  and  thus  maintain  an  artificial  climate, 
closely  resembling  that  to  which  the  plants  have  been 
accustomed,  in  which  air  is  enabled  to  lick  up  as  much 
water  as  its  temperature  will  permit 

D.   The  Pressure  of  the  Air, 
T»»e  There  is  a  strong  popular  belief  that  old  wounds,  in- 

V^l^uaiiT'A  of 

the  Air.  jurics,  discascd  bones,  and  rheumatic  joints  are  the  seat 
of  discomfort,  or  even  pain,  on  the  approach  of  a  storm, 
which,  speaking  generally,  means  in  this  country  a  sudden 
decrease  of  at  least  ^  inch  of  the  mercurial  column. 
Richardson  and  others  tell  us  that  when  the  body  is  ex- 
posed to  low  barometric  pressure  there  is  a  tendency  to 
exudation  of  fluid  from  wounded  surfaces,  a  feebleness  in 
the  healing  of  wounds,  a  susceptibility  to  disturbance  in 
the  body  generally,  and  a  proneness  to  the  production  of 
secondary  fever  by  the  absorption  of  discharges  which 
have  undergone  some  decomposition.  The  outcome  of 
these  facts  has  been  the  establishment  of  the  law  that  no 
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important  surgical  operation  should  be  performed  when 
the  barometer  is  low,  or  when  it  is  steadily  falling.  The 
principal  effect  of  diminished  pressure  of  the  atmosphere 
is  distension  of  the  capillaries.  We  all  recognize,  as  one 
of  the  exciting  causes  of  apoplectic  seizures,  a  rapid 
diminution  of  atmospheric  pressure  producing  a  sudden 
capillary  engorgement.  Dr.  M.  A.  Veeder,  of  Lyons,  New 
York,  suggests  that  there  is  a  difficulty  in  the  adjustment 
of  the  volume  and  rate  of  the  circulation  of  the  blood  to 
the  varying  atmospheric  pressure  upon  the  surface  of  the 
body,  and  consequent  imusual  strain  on  the  weakened 
bloodvessels.  Dr.  Murray,  of  Forfar,  is  in  the  habit  of 
advising  his  elderly  patients  who  have  weak  hearts  and 
degenerated  arteries  to  observe  the  strictest  moderation  in 
eating,  drinking,  and  in  mental  and  physical  exertion, 
when  the  barometer  suddenly  rises  and  falls.  Mr.  Wood, 
of  King's  College  Hospital,  introduced  the  question  in  the' 
British  Medical  Journal  in  the  spring  of  1872,  as  to  why 
cases  of  joint  disease  are  invariably  worse  during  the 
warm,  moist  days  of  winter  ?  It  was  curious  that  his 
attention  should  have  just  at  that  time  been  particularly 
called  to  the  connection,  for  the  pressure  of  the  air  in 
London  had  been  less  early  in  that  year  than  had  been 
noted  for  nearly  thirty  years.  Indeed,  it  was  stated,  on 
the  authority  of  the  editor  of  the  Meteorological  Magazine, 
that  only  on  two  occasions  during  the  present  century  had 
the  barometer  been  so  low  as  on  January  24,  1872.  An 
exacerbation  of  the  symptoms  in  cases  of  joint  disease 
may  be  due  to  low  barometric  pressure,  acting  in  a 
manner  which  may  be  thus  explained: — In  the  solid, 
inelastic  articular  expansions  of  the  bones,  which  are  sur- 
rounded by  firm  inextensile  textures,  forming  the  joints, 
the  minute  nerves,  shown  by  KolUker  and  others  to  per- 
meate the  cancellous  and  compact  structures  in  company 
with  vessels,  are  pressed  by  these  vessels,  when  enlarged. 
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against  the  unyielding  walls  of  the  channels  through 
which  they  pass.  Although  the  nerves  of  bones  do  not 
generally  afford  healthy  individuals  any  conscious  sensa- 
tions, yet,  in  diseases  of  the  joints,  the  bones,  when 
congested  or  the  seat  of  inflammation,  become  painful. 
Tissues,  not  supplied  with  rigid  canals  like  bone,  yield  to 
pressure  during  any  temporary  increase  in  the  size  of  the 
minute  vessels.  In  such  tissues,  vascular  distension,  from 
a  diminution  of  the  pressure  of  the  air,  is  unassociated 
with  pain,  because  the  nerves  accompanying  the  vessels 
are  uninterfered  with.  Low  barometric  pressure  and  an 
excess  of  humidity  of  the  air  offer  conditions  most  unfav- 
ourable for  the  removal  of  heat  by  evaporation  and 
radiation  from  a  congested  or  an  inflamed  joint  Teeth, 
which  have  a  nutrient  system  very  similar  to  that  pos- 
sessed by  bone,  become  painful  when  the  pressure  of  the 
air  is  suddenly  lessened,  for  the  same  reason.  The  nerves 
of  the  tooth  being  in  a  morbid  condition  from  caries,  axe 
temporarily  irritated  by  the  capillary  enlargement.  How 
is  it  that  joints  which  are  not  diseased  ache  when  the 
barometer  is  low  ?  I  am  not  aware  that  this  occurs  in 
the  young  and  healthy.  Experience  teaches  us  that  old 
rheumatic  people  often  complain  of  this  symptom.  Such 
persons,  whose  joints  are  not  in  a  perfectly  healthy  state, 
are  generally  worse  during  damp  weather,  in  consequence, 
I  presume,  of  imperfect  elimination  by  the  skin,  and  of 
the  lowering  of  the  vitality  of  parts  (whereby  the  action 
of  a  morbid  condition  is  favoured),— changes  undoubtedly 
induced  by  the  meteorological  conditions,  the  effects  of 
which  we  have  been  considering.  It  has  for  a  long  time 
been  held  that  increased  atmospheric  pressure  artificially 
applied  exercises  an  anoemiating  and  compressing  action 
in  the  peripheric  tissues ;  that  it  diminishes  the  frequency 
of  the  pulse  and  the  calibre  of  the  small  vessels  generally, 
thus  increasing  the  obstacles  which  the  vascular  walls 
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oppose  to  the  current  of  blood  from  the  heart.  M.  Vivenot 
states  that  this  dimiuution  in  the  size  of  the  vessels  may 
be  seen  on  the  conjunctiva,  on  the  ear  of  the  rabbit,  and 
on  the  vessels  of  the  retina,  and  that  rarified  air  produces 
contrary  effects  (Virchov/s  Archiv.  1866).  The  haemorr- 
hages and  peripheric  congestions  observed  in  aeronauts, 
and  in  divers  and  miners,  are  in  this  mechanical  manner 
accounted  for.  M.  Bert^  and  Forlanini^  have  impugned  the 
correctness  of  this  view,  and  state  that  the  calibre  of  the  cap- 
illaries does  not  undergo  change  imder  the  action  of  com- 
pressed air.  The  therapeutic  employment  of  compressed  air, 
which  is  given  at  a  pressure  of  from  1  to  1 0  atmospheres,  in 
bronchitis,  asthma,  and  other  affections,  is  now  a  recognized 
mode  of  treatment,  as,  for  example,  at  Ben  Rhydding,  in 
Yorkshire,  and  at  some  establishments  in  France  and 
Germany.  The  physiological  effects  are  said  to  be  the 
following: — 1.  Augmentation  in  the  amplitude  of  the 
inspirations  ;  2.  Diminution  in  the  number  of  respirations 
in  a  given  time ;  3.  Prolongation  of  the  expiratory  act ; 
4.  Gradual  augmentation  of  the  capacity  of  the  lungs  ;  5. 
Superoxygenation  of  the  blood,  increased  activity  of  the 
organic  combustion,  and  elevation  of  temperature. 

The  effects  of  diminished  pressure  of  the  air  are  an 
increase  in  frequency  of  the  respiratory  and  circulatory 
acts,  and  a  reduction  of  the  activity  of  the  nutritive  pro- 
cesses, as  shown  by  the  amount  of  urea  eliminated. 

The  treatment  of  certain  pulmonary  diseases  by  com- 
pressed and  rarified  air  as  a  substitute  for  change  of 
climate  has  been  introduced  into  the  United  States  by 
Dr.  H.  F.  Williams  under  the  somewhat  ponderous  title 
of  "  Pneumatic  Differentiation,"  as  a  new  method.^ 

The  subject  of  the  effects  on  health  of  changes  in 

^  Comptes  Itendiis,  August  19  and  August  26,  1872. 
2  Qazzeita  Medica  Italiana,  Lombardi,  March  31,  1877. 
'  I^^ew  York  Medical  Record^  January  17,  1886. 
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atmospheric  pressure  ^  should  be  more  clearly  ascertained, 
and  it  ofifers  a  wide  and  encouraging  field  for  exploration. 

Meteorological  vicissitudes  appear  to  exert  an  influence 
on  nervous  maladies.  Persons  whose  stumps  of  amputated 
limbs  are  painful  sometimes  get  into  a  morbid  and 
hysterical  state  of  mind  ;  and  in  their  prospective  study 
of  their  discomforts,  this  hypersesthetic  condition  gives 
rise  to  fanciful  imaginary  ideas. 

It  is  the  experience  of  those  who  have  the  care  of  the 
insane  that  a  sudden  and  great  decrease  in  atmospheric 
pressure  is  generally  accompanied  by  an  increased  excita- 
bility, more  apparent  amongst  some  forms  of  mental 
disease  than  others.  The  late  Dr.  Day,  of  Geelong, 
connected^  an  epidemic  of  suicide  which  prevailed  in 
Australia  in  1872  with  a  period  of  low  barometric  pres- 
sure. Dr.  Eansome  has  observed  ^  that  a  high  degree  of 
atmospheric  pressure  is  favourable  to  the  production  of 
neuralgias. 

K   The  Direction  of  the  Wind, 

The  West    and    north-west   winds   are    considered   more 

the  Wind.  ^  favourable  to  health  than  south  and  south-west  winds, 
which  are  generally  warm  and  soothing  to  invalids,  and 
others  with  an  irritated  pulmonary  surface.  North  and 
north-east  are  not  considered  unfavourable  to  health,  and 
are  generally  enjoyed  by  those  who  are  robust.  The  east 
winds  of  spring  are  proverbially  deleterious,  except  to  the 
strong  and  healthy,  by  reason  of  their  coldness  and 
dryness. 

The  heat  of  the  sun  is  greater  when  the  air  is  dry 

*  Vide  Effets  Physiologique^  ct  Applications  Th^rapetUiqttes  de  VAir 
ComprirrUy  by  Dr.  J.  A.  Fontaine,  1877. 

-  Australian  Medical  Journal^  November  1872. 

*  "  On  Atmospheric  Pressure  and  the  Direction  of  the  Wind  in  relation 
to  Disease,"  read  before  the  Manchester  Philosophical  Society. 
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than  when  it  is  moist,  for  the  humidity  of  the  air  acts 
as  a  screen  to  the  sun's  rays.  A  sudden  exposure  of  the 
body  to  extremes  of  temperature,  such  as  are  experienced 
when  passing  out  of  the  oppressively  hot  sunshine  into 
the  icy  cold  shade,  is  injurious  to  the  weakly,  for  it  is 
unable  to  accommodate  itself  readily  to  the  rapid  transition. 

The  dry  east  winds  are  not  complained  of  so  much  if 
they  blow  in  February  as  in  March  or  April,  because  we 
do  not  receive  so  much  heat  firom  the  sun  in  the  former 
as  in  the  latter  months,  and  are  not  therefore  exposed  to 
the  same  extremes  of  temperature. 

East  winds  have  been  especially  connected  with  the 
production  of  neuralgic  affections,  and  the  moist  warm 
relaxing  winds  from  the  south-west  have  to  a  less  extent 
been  blamed. 

Dr.  W.  Mitchell  found  that  of  50  cases  of  amputation 
of  limbs  less  than  half  felt  unusual  sensations  upon  the 
coming  of  or  during  an  east  wind.  Of  the  rest,  two-thirds 
insisted  on  their  power  to  predict  such  a  change  of 
weather,  but  said  they  were  unaffected  by  a  thunderstorm 
or  by  rain  coming  ifrom  the  south. 

Dr.  Ballard's  observations,  to  which  allusion  has  already 
been  made,^  lead  him  to  believe  that  westerly,  southerly,  and 
south-westerly  winds  are  associated  with  a  larger  amount 
of  sickness  than  northerly  and  north-easterly  winds. 
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*  Op,  eit. 


CHAPTER   XXXII 

2. THE   METEOROLOGICAL    CONDITIONS   WHICH    APPEAR   TO 

FAVOUR    OR   RETARD   THE   DEVELOPMENT  OF  CERTAIN 
DISEASES 

The  influence  of  season  is  recognized  by  physicians  in 
the  treatment  of  disease,  and  by  surgeons  in  the  repair  of 
injuries.  When  all  animal  and  vegetable  life  exhibits 
evidence  of  growth  in  spring,  the  most  intractable  forms 
of  disease  will  sometimes  yield  to  treatment.  This  vis 
medicatrix  naturae  is  especially  seen  in  the  young,  but  is 
also  frequently  noticed  in  the  aged. 

It  will  be  useful  to  dwell  briefly  on  the  relative 
prevalence  of  certain  diseases  during  the  several  months 
and  seasons  of  the  year,  in  order  to  ascertain  the  influence 
exerted  on  them  by  meteorological  changes. 

1.  Surgical  fever  and  shock  after  operations. 

2.  Smallpox. 

3.  Measles. 

4.  Whooping  cough. 

5.  Scarlet  fever. 

6.  Fever. 

{Diarrhoea. 
Dysentery. 
Cholera. 
8.  Bronchitis,  pneumonia,  and  asthma. 
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9.  Phthisis. 

10.  Diphtheria. 

11.  Hydrophobia. 

12.  Erysipelas  and  puerperal  fever. 

13.  Insanity. 

14.  Eheumatism. 

1.  Surgical  Fever  after  operations, — Dr.  Eichardson  surgical 
shows  ^  that  there  are  differences  in  the  mortality  off^^^*"^ 
certain  diseases  which  are  attended  by  fever  or  increment 
of  animal  heat  during  the  several  seasons  of  the  year. 
He  found,  from  an  analysis  of  139,318  deaths  from  all 
diseases,  during  the  years  between  1838  and  1853,  that 
the  mortality  from  three  of  the  diseases  of  this  class, 
held  the  following  proportions : — 


First 
Quarter. 
Jan.  Feb. 

March. 

Second 

Quarter. 

April,  May, 

June. 

Third 

Quarter. 

July,  Aug. 

Sept. 

Fourth 

Quarter. 

Oct  Not. 

Dec. 

Scarlet  Fever  . 

20-809 

18-978 

26-234 

33-976 

Erysipelas 

25144 

23-444 

22-337 

29-174 

Carbuncle 

29771 

19-685 

24-409 

29133 

He  points  out  that  the  last  quarter  is  the  central 
quarter  of  the  year  in  which  these  diseases  are  most  fatal, 
and  that  December  is  the  centre  of  a  period  of  seven 
months  which  commences  in  September,  during  which 
there  is  occurring  in  the  animal  organism  a  marked 
modification  in  the  nutrition,  as  compared  with  the  five 
remaining  months  from  April  to  August. 

Admitting  that  whenever  there  is  any  considerable 
increase  of  the  animal  temperature,  there  is  danger,  unless 
there  be  established  a  compensation  by  radiation  and 
specially  by  evaporation  of  water  from  the  body,  we  find 
that  the  fourth  quarter  of  the  year  is  more  distinguished 
than  the  other  quarters  for  those  meteorological  conditions 

*  **0n  Meteorological  Readings  in  relation  to  Surgical  Practice." — 
Medical  Times  and  Oazette,  January  29  and  February  5,  1870. 


382       METEOROLOGICAL   CONDITIONS  WHICH   FAVOUR 

wliich  are  most  unfavourable  to  equalization  of  heat  by 
evaporation  and  radiation,  namely,  low  barometric  pressure, 
excess  of  humidity  of  air,  and  a  temperature  low,  but  not 
low  enough  to  compensate  for  increase  of  heat  by  arrest 
of  oxidation  or  by  abstraction  of  heat. 

Dr.  Richardson  has  accordingly  drawn  up  certain  rules 
for  the  guidance  of  surgeons  in  the  performance  of  opera- 
tions which  will  admit  of  delay,  until  natural  conditions 
arise  favourable  to  operative  work,  whereby  surgical  fever, 
which  often  creates  such  fatality,  may  be  prevented. 

The  time  is  favourable  for  operations — 

(a)  When  the  barometer  is  steadily  rising. 

(b)  When  the  barometer  is  steadily  high. 

(c)  When  the  wet  bulb  thermometer  shows  a  reading 

of  five  degrees  lower  than  the  dry  bulb. 

(d)  When,  with  a  high  barometer,  and  a  difference  of 

five  degrees  in  the  two  thermometers,  there  is 
a  mean  temperature  at  or  above  55°  F. 

(e)  When  the  wind  is  west  or  north-west. 

The  tim^  is  unfavourable  for  operations — 

(a)  Wlien  the  barometer  is  steadily  falling. 

(b)  When  the  barometer  is  steadily  low. 

(c)  When  the  wet  bulb  thermometer  approaches  the 

dry  bulb  within  two  or  three  degrees. 

(d)  When,  with   a   low   barometrical  pressure    and 

approach  to  unity  of  reading  of  the  two 
thermometers,  there  is  a  mean  temperature 
above  45°  and  under  55°  F. 

(e)  When  the  wind  is  south  or  south-west. 

Dr.  A  Hewson  has  published^  the  results  of  the 
observations  made  in  the  Pennsylvanian  Hospital  by  the 
surgeons,  on  the  relation  between  certain  meteorological 

*  Pamsylvanian  Hospital  Reports,  vol.  ii.  1869. 
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conditions  and  the  mortality  after  surgical  operationa 
They  agree  in  the  main  with  the  conclusions  of  Dr, 
Bichardson,  and  elicit  the  additional  &ct  that  death  from 
surgical  "  shock  "  ia  associated  with  a  high  barometrical 
pressure  and  a  dry  air,  conditions  opposite  to  those 
accompanying  fatal  pyiemia.  Dr.  Hewson  writes,  "  We 
obtained  a  mortality,  when  the  operation  was  performed 
with  the  barometer  ascending,  of  107  per  cent,  of  20'6 
per  cent  with  it  stationary,  and  28*4  per  cent  with  it 


French  surgeons  seem  disinclined  to  operate  during 
the  hot  and  sultry  days  of  summer,  fearing  secondary 
hiemorrhage  and  septietemia,  Eoux,  who  operated  on  a 
large  number  of  cataracts,  reserved  the  operations  until 
spring. 

2.  Smallpox  has  been  found  hy  Dr.  Ballard'  in  London, sm-iiii 
and  by  Dr.  Wistrand  in  Sweden  (in  which  country  there 
is  a  registration  of  disease),  to  pre^'ail  more  fiora  November 
to  May  than  from  May  to  November.  The  former 
physician  noticed  that  it  has  assumed  an  epidemic  form 
soon  after  the  mean  temperature  of  the  air  has  persistently 
fallen  below  60°  for  the  winter  season,  and  has  begun  to 
decline  in  May,  when  the  mean  temperature  of  the  air  be- 
gins to  rise  above  this  line,  and  gives  place  to  higher 
temperatures. 

The   curve  for   smallpox  in  London  for  a  period  of 

Smallpox — for  all  Ages  avd  both  Sacea. 
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thirty  years  (1845  to  187 4),  represented  in  Mr.  Alexander 
Buchan's  and  Dr.  A.  Mitchell's  interesting  research  on 
T?ie  Injlv£nce  of  Weather  on  Mortality  from  Different 
Diseases  and  at  Different  Ages,  endorses  these  views. 

The  dotted  line  represents  the  mortality  from  which 
that  of  the  abnormally  high  epidemic  of  1870-72  has 
been  withdrawn.  This  abstraction  has  simply  reduced 
the  sensitiveness  of  the  curve.  The  straight  black  line 
in  this  and  in  the  following  figures  containing  curves, 
indicates  the  mean  weekly  death-rate  on  an  average  of 
52  weeks.  The  curve,  as  it  rises  above  and  falls  below 
the  straight  black  line,  represents  the  average  death-rate 
of  each  week,  calculated  in  percentages  of  the  mean 
weekly  death-rate  for  the  whole  year. 

Dr.  Moore  has  confirmed  these  observations  in  Dublin, 
where  a  well-marked  tendency  to  an  epidemic  was  noticed 
in  March  1871 ;  but  the  disease  appeared  to  be  kept  in 
check  by  the  increasing  temperature,  notwithstanding  the 
importation  from  England  of  many  cases,  until,  with  the 
advancing  autumn  it  blazed  into  an  epidemia  He  has 
also  noticed^  that  abundant  rainfalls  seemed  to  be 
followed  by  remissions  in  the  severity  of  the  epidemic, 
and  that  the  acme  of  the  epidemic  closely  followed  a 
period  of  comparatively  dry  weather  and  lower  humidity. 
Measles.  3.  McasUs, — Sydenham,  in  his  medical  observations, 

states  that  cases  of  measles  are  generally  most  nimierous 
towards  the  end  of  March,  and  that  they  then  gradually 
decline  in  number  and  disappear  by  midsummer.  The 
observ^ations  of  Dr.  Ransome  and  Mr.  6.  V.  Vernon  would 
indicate  roughly  that  measles  increases  with  a  fall  and 
diminishes  with  a  rise  of  temperature  \^  that  barometric 
pressure  fluctuates  more  when  it  is  prevalent  than  when 

*  Manual  of  Public  Health  for  Ireland, 

'  "On  the  Influence  of  Atmospheric  Changes  upon  Disease." — Proe, 
Lit,  Phil  Soc.,  Manchester,  vol.  I  Series  3,  1859  to  1860. 
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it  is  not  rife ;  and  tliat  the  period  of  its  recurrence  ia 
about  every  five  or  six  years.^ 

This  disease,  which  prevails  especially  during  the 
spring  and  suminer  quarters  of  the  year,  would  seem, 
according  to  the  obaervatiojis  of  Dra.  Moore,*  Ballard,* 
and  others,  to  be  unfavourably  influenced  by  a  temperature 
of  the  air  above  60°  in  summer,  and  to  be  checked  by  a 
fell  of  temperature  during  winter  below  42°. 

Its  mortality  is  governed  by  other  influences  than 
those  of  a  meteorological  nature.  Cmleris  paribue, 
measles  would  seem  to  be  more  destructive  amongst  those 
who  live  in  total  disregard  of  all  hygienic  rules  than 
amongst  those  who  obey  the  laws  of  health,  and  to  be 
more  fatal  to  native  tribes  amongst  whom  the  disease 
has  been  previously  unknown.  The  severe  epidemic  in 
the  Fiji  Islands,  when  the  disease  was  introduced  by 
Europeans,  affords  a  hesh  proof  of  the  truth  of  this  last* 
mentioned  statement. 

The  measles  curve,  representing  the  fatality  in 
London  from  this  disease,  is  remarkable,  according 
to  Mr.  Buchan  and  Dr.  A.  Mitchell,  in  showing  a 
double  maximum  and  minimum  during  the  year,  a 
rapid  fluctuation  taking   place  from  Christmas  to  the 
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middle  of  February,  when  the  weekly  deaths  fall  &om 
42  to  21. 

4.  Whooping -Cough. — Extremes  of  heat  and  cold 
appear  to  affect  not  only  the  prevalence  of  this  disease, 
but  much  more  so  its  mortality.  It  geDerally  seema  to 
progress  hand  in  hand  with  measles,  iaoreasiug  with  a 
falling  and  diminishing  with  a  rising  temperature. 
During  the  hot  weather  of  summer  it  is  rarely  heard 
of;  and  during  the  period  when  the  cold,  dry,  east 
winds  blow  in  sprii^,  it  is  generally  most  fotal  amongst 
the  insufficiently  clothed  and  ill-fed.  We  usually  r^ard 
it  as  a  winter  and  early  spring  disease. 

Dr.  Moore  thinks  that  intense  cold  checks  the  disease, 
whilst  moderate  cold  favours  its  spread. 

The  London  curve  for  thirty  years  agrees  jwetty 
closely  with  these  views. 

Whoo^ng-Cmgh — for  ail  Ages  and  both  Sexes. 
London. 
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The  investigation  made  by  Mr.  A.  Buchan  and  Dr.  A. 

Mitcliell  into  the  mortality  of  New  York,'  conducted  on 

'  "Ths  InfluenoB  of  Weatheron  Mortality  of  New  York  from  different 

dtieaans  aod  at  ditTurent  ages." — Journal ScoUiah ^tUonlogieai Sotittg, 

NewSeriM,  vol.  v..  No*.  xlur-liiii.,p.  171,  1880. 
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the  same  lines  as  that  respecting  London,  shows  that  the 
chief  maximum  of  the  curve  of  New  York  is  almost 
coincident  with  the  minimum  of  London. 

5.  Scarlet  Fever, — Sydenham  considered  that  this  disease  Beariet 
appears  most  frequently  towards  the  end  of  summer. 
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The  Begistrar-General  of  England  has  noted  a 
tendency  in  the  mortality  from  this  disease  to  increase  in 
London  during  the  last  six  months  of  the  year,  attaining 
a  maximum  in  December.  Dr.  Moore  has  observed  it 
always  to  be  most  prevalent  and  fatal  in  Dublin  during 
the  last  quarter  of  the  year.  Dr.  Wistrand  considers 
that  this  disease  is  most  abundant  in  Sweden  in  Novem- 
ber, and  least  so  in  August 

The  habits  of  the  people  have  much  to  do,  doubtless, 
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with  the  particular  ttnie  of  the  year  when  the  mazimoni 
of  the  disease  appears.  My  own  experience  teaches  me  that 
it  increases  witli  a  rising  temperature,  spreading  like  wild- 
fire in  very  hot  weather  in  agricultural  villages,  during  the 
times  when  children  congregate  together,  aa,  for  example, 
during  liay-making,  pea-picking,  gleaning,  hop-picking,  and 
echool  f^tes;  and  that  this  highly  infectious  disease  spreads 
in  towns  and  cities  in  very  cold  weather  amongst  the  poor, 
who  with  their  scanty  supplies  of  fuel,  huddle  together  for 
mutual  warmth,diligently  closing  every  chink  whereby  &esh 
air  might  possibly  enter  their  overcrowded  dwellings. 
Scarlatina — for  all  Ages  and  tioth  Sexes. 
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The  curve  of  New  York  may  be  roughly  described  a 
the  opposite  of  that  of  London  ; — 
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The  thirty  years'  cur\-e  for  London  would,  according 
to  Mr.  A.  Buchan  and  Dr.  A  Mitchell,  show  the 
maximum  death-rate  to  occur  from  the  beginning  of 
October  to  the  end  of  November  (when  the  mean  tem- 
perature of  the  air  of  London  is  482,  and  its  relative 
humidity  is  86),  and  the  minimum  to  be  in  March,  April, 
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and  May  (during  which  months  the  mean  tempera- 
ture of  the  air  of  London  is  47*3,  and  its  relative 
humidity  is  77). 

The  curves  of  whooping-cough  and  scarlet  fever  form 
striking  contrasts  in  the  case  of  London,  the  maximum 
for  whooping-cough  and  the  minimum  for  scarlet  fever 
both  occurring  in  spring ;  whilst  whooping-cough  reaches 
its  minimum  in  autumn,  when  scarlet  fever  is  at  its 
maximum.  Tliis  conspicuous  difiference  does  not,  however, 
obtain  in  the  case  of  New  York,  As  to  the  cycle  of 
scarlet  fever,  Dr.  Eansome  has  noted  ^  that  a  smaU  wave 
has  appeared  about  every  five  years,  and  a  great  wave 
every  fifteen  or  twenty  years. 

!  Typhus. 
Enteric 
Intermittent  and  continued. 
TyphtLS,  according  to  most  observers,  is  only  indirectly  Typtiw 
influenced  in  its  prevalence  by  temperature.     When  the 
weather  is  very  cold  cases  are  generally  more  numerous, 

Typhus — for  all  Ages  and  both  Sexes. 
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'  This  method  of  dealing  with  the  percentages  in  laying  down  the 
CQires  is  convenient  in  ariiving  at  an  approximately  true  average  when  a 
small  number  of  years  are  available,  as  in  the  case  of  typhus  and  typhoid 
figures  (for  which  diseases  figures  extending  over  six  years  only  are  obtain- 
able), or  when  few  deaths  occur  from  any  particular  disease,  such  as  gout 
or  ague.  The  method  consists  in  assuming  the  average,  for  instance,  of 
the  second  week  of  January,  to  be  not  the  actual  average  of  that  week,  but 
the  average  of  the  first,  second,  and  third  weeks  ;  the  average  of  the  third 
week  is  assumed  to  be  the  average  of  the  second,  third  and  fourth  weeks, 
and  80  on. 
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because  the  overcrowding  and  the  defective  ventilation  of 
the  dwellings  of  the  poor  is  worse  than  usual.  The  height 
of  an  epidemic  has  occurred  in  some  instances  during  hot 
weather  (aa,  for  example,  in  Gla^i^w  during  July  1 847)- 

Mr.  Bucban  and  Dr.  A.  Mitchell  remark  respecting 
the  London  curve,  "  It  is  probable  that  this  curve  has 
two  maxima,  the  larger  in  the  early  months  of  the  year, 
and  the  smaller  in  the  height  of  summer." 

Enteric. — Autumn  is  generally  considered  the  season 
par  excelhnf-e  for  the  development  of  this  disease,  hence  it 
has  been  called  in  America  "  autumnal  or  fall  fever."  It 
would  be  more  correct  to  call  it  a  late  autumn  or  winter- 
autumn  fever,  and  diarrhcea  a  summer-autumn  complaint 
It  has  been  noticed  to  be  more  prevalent  after  dry  and 
hot  summers  than  after  those  which  are  cool  and  wet. 
Wanii,  damp  weather,  in  autumn  and  winter,  when  there 
ia  much  decomposition  of  vegetable  matters,  is  favourable 
to  an  outbreak.  Heavy  rains,  by  cleansing  the  air  and 
the  drains,  is  unfavourable  to  its  appearance,  except  when 
filth  is  washed  by  these  downfalls  into  the  wells. 

The  London  curve  for  typhoid  fever  resembles  that 

Tifphmd  Fever — for  all  Ages  and  both  jSoccg. 
(Bhxam't  Method. ) 
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for  scarlet  fever  as  to  the  period  of  its  maximum  death- 
rate,  but  the  minima  of  these  two  diseases  widely  differ 
in  character  from  one  another. 

Tlie  curve  of  New  York  closely  resembles  that  of  London, 
but  rises  two  months  earlier  to  its  absolute  maximum. 
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Tempentnre — Degrees  Fahr. 
July         Aug.         Sept  Oct  Not. 
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When  the  fall  of  temperature  from  one  month  to 
another  is  about  9  degrees  in  both  cities,  then  we  have 
the  absolute  maxima  of  "  Fall  Fever." 

IrUermittent  Fencer =Agiie, — The  popular  idea  in  aguish  Ague, 
districts  that  outbursts  of  this  disease  generally  occur 
when  sudden  changes  of  weather,  from  hot  to  cold  or  the 
reverse,  take  place,  and  especially  during  the  prevalence 
of  a  dry  east  wind  with  a  scorching  hot  sun,  is  interpreted 
by  the  knowledge  that  we  at  present  possess,  as  to  the 
tendency  of  such  meteorological  influences,  to  conduce  to  the 
congestion  of  the  liver,  the  spleen,  and  other  internal  organs. 

{Diarrhoea, 
Dysentery. 
Cholera. 
DiarrJuea} — Dr  Bansome  writes : — "A  mean  tempera- Diwrhoe*, 
ture  above  60  predisposes  to  diarrhoea  when  con- 
tinuous, causing  a  rapid  increase  in  the  number  of 
casea     A  temperature  below  60  appears  to  be  un- 
favourable to  its  progress." 
Dr.  Moffat  has  expressed  the  opinion  that,  as  regards 
simple  diarrhoea,  there  is  a  decrease  in  the  pressure  of  the 

^  Great  efforts  have  of  late  years  been  made  to  ascertain  the  mode  of 
causation  of  the  autumnal  form  of  this  disease,  especially  in  children, 
amongst  whom  it  produces  such  a  large  mortality,  and  much  interest  has 
been  excited  on  this  subject  in  Leicester,  which  seems  to  suffer  in  propor- 
tion to  its  population  more  than  other  towns  in  this  country.  Many 
different  views  prevail  in  the  profession  as  to  its  origin.  One  of  the  most 
interesting  is  that  propounded  by  Dr.  John  Shea  in  his  Annual  Report  for 
Reading  for  1880.  He  holds  "that,  when  a  hot  and  comparatively  dry 
summer  month  follows  a  decidedly  wet  month,  diarrhoea  prevails,  due  to 
soU  (telluric)  and  other  exhalations,  and  that  under  such  conditions  these 
exhalations  affect  human  beings,  children  chiefly,  possibly  by  inducing 
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air  and  an  increase  in  the  force  of  the  wind  on  the  days 
on  which  diarrhoea  occurs,  and  to  a  less  extent  on  the 
days  after  its  occurrence. 

fermentive  changes  in  the  food  and  milk  used  by  them,  stored,  as  such 
foods  and  milk  often  are,  in  unventilated  cupboards  and  exposed  to  foul 
e£9uyia."  In  both  1875  and  1880,  when  there  was  much  mortality  from 
autumnal  diarrhoea  amongst  children  in  and  around  Beading,  which  could 
not  be  ascribed  to  the  increased  vegetable  matter  in  and  temperature  of 
the  Reading  water  supply,  since  it  occurred  partly  in  the  rural  districts 
outside  its  distribution,  and  which  could  not  be  due  to  hand  feedin^^  which 
goes  on  much  the  same  one  year  as  another,  there  occurred  the  sequence 
above  described.  Dr.  Shea  adds,  "  The  natural  tendency  that  is  created  in 
hot  weather  and  hot  climates  to  throw  an  extra  stress  of  elimination  of 
bile  on  to  the  liver,  and  so  induce  bilious  diarrhoea,  must  not  be  for- 
gotten." Dr.  V.  C.  Vaughan,  Professor  of  Physiological  Chemistry 
to  the  University  of  Michigan,  seems  disposed  to  connect  infantile 
diarrhoea  with  the  production,  by  the  growth  of  some  micro-organism, 
of  a  poisonous  alkaloid  or  ptomaine  named  tyrotoxicon,  along  the 
seam  of  the  milk-pail,  or  in  the  rubber  nipple,  tube  or  nursing  bottle. 
Drs.  Guy  and  Harley  say  in  their  work  on  medicine  :  *'The  functions  of 
the  liver  and  lungs  are,  to  a  considerable  extent,  vicarious.  The  digestion 
and  assimilation  of  animal  diet  is  attended  by  the  separation  of  a  largo 
quantity  of  hydrocarbon  from  the  blood.  If  the  respiratory  function  be 
sufficiently  active,  this  is  consumed  in  the  lungs  and  excreted  as  carbonic 
acid  and  water  ;  but  if,  as  in  tropical  climates,  or  in  very  hot  weather,  the 
respiratory  function  be  insufficient,  the  hydrocarbon  is  separated  by  the 
liver  in  the  form  of  fatty  acids  of  the  bile.  Now,  in  very  hot  weather  the 
air  per  cubic  foot  contains  necessarily  less  oxygen  than  at  a  lower  tempera- 
ture, hence  for  each  cubic  foot  breathed  less  carbon  is  burnt  off  from  the 
lungs  in  hot  weather  than  in  a  cooler  atmosphere.  Again,  if  with  heat> 
the  air  is  charged  with  moisture  and  is  *' steamy,"  the  exhalation  of 
watery  vapour  from  both  the  lungs  and  skin  is  checked  and  thrown  on 
to  the  kidneys  and  bowels.  Both  influences,  excessive  heat  and  moisture, 
therefore,  favour  diarrhoea,  inde})endently  of  other  causes.*' 

There  is  a  very  strong  popular  belief  in  a  connection  between  a  state  of 
weather  termed  **  thunder  weather,"  which  is  most  common  in  autumn,  and 
the  presence  of  diarrhoea.  The  air  being  humid  as  well  as  hot,  drains  and 
cesspools  unpleasantly  obtrude  themselves  on  the  attention,  because  the 
moisture  acts  as  a  medium  of  conveyance  to  the  nerves  of  smell  of  the 
sewage  emanations  that  are  raised  by  the  heat.  Such  weather  is  not  only 
sultry  and  hot,  but  the  clouds  are  at  the  same  time  laden  with  electricity. 
Absence  of  sunlight  and  the  presence  of  haze  generally  combine  to  form 
the  kind  of  weather  thus  christened.  The  employment  of  fruit  and  vege- 
tables, even  if  fresh,  during  the  prevalence  of  such  weather  is  likely  to 
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The  mortality  from  diarrhoea  in  New  York  is  greater 
than  in  London,  doubtless  in  consequence  of  its  greater 
summer  heat  The  commencement  of  its  increase  is  two 
months  earlier  in  New  York,  due  to  the  increased  tempera- 
ture of  summer  beginning  sooner  than  in  London.     Of 

induce  this  complaint,  although  such  a  result  does  not  usually  follow  a 
sudden  invasion  of  a  high  temperature  during  other  seasons  of  the  year. 

It  is  probable  that  such  evidence  will  soon  be  forthcoming  for  the  use 
of  the  profession  as  will  conduce  to  a  settlement  'of  this  question  which 
has  been  so  long  sub  jtidice.  Dr.  Ballard,  in  the  inquiry  with  which  he 
has  been  entrusted  into  the  causes  of  autumnal  diarrhoea,  is  engaged  in 
investigating  the  temperature  of  the  earth  at  1  foot  and  at  4  feet  in  depth, 
and  has,  I  learn,  ascertained  some  curious  facts  with  reference  to  the 
prevalence  of  the  disease  being  coincident  with  the  periods  between  the 
crossing  of  the  readings  of  these  earth  thermometers,  which  I  am  not 
authorized  to  disclose,  but  which  he  will  doubtless  in  due  time  publish. 
The  fact,  pointed  out  by  Drs.  Lewis  and  Cunningham  (*' Cholera  in 
relation  to  certain  Physical  Phenomena")  with  reference  to  cholera  in 
India,  that  the  great  maximum  of  prevalence  in  April  and  the  mini- 
mum in  November  both  occur  when  the  soil  temperature  at  6  feet 
from  the  surface  is  between  78^  and  79**  F.,  would  seem  to  have  a  bearing 
on  this  question.  Dr.  Ballard  will  not,  I  trust,  fall  back  upon  the  'con- 
clusion that  this  disease  is  attributable  to  earth  emanations,  without  a 
rigorous  exclusion  of  the  evidence  showing  the  influence  of  temperature 
and  alteniations  of  temperature  in  its  production  under  certain  conditions 
of  the  human  body  and  of  climate.  The  compensatory  interchanges 
between  the  skin  and  the  mucous  membrane  of  the  intestinal  tract  are 
well  known,  but  perhaps  hardly  sufficiently  borne  in  mind.  Sudden  heat 
or  sudden  cold  will  produce  diarrhoea,  and  young  children,  amongst  whom 
the  mortality  is  greatest,  are  more  influenced  by  such  changes  and  are  less 
able  to  withstand  the  impact  of  a  severe  drain  on  their  resources  of  strength 
than  adults  and  middle-aged  individuals.  When  the  skin  is  acting  freely 
during  the  hot  summer  months,  when,  as  the  public  say,  "  the  pores  are 
open,"  any  sudden  chill  or  cessation  of  perspiration  may,  as  every 
medical  man  knows,  produce  a  determination  of  blood  to  the  biliary  organs 
(exciting  an  increased  flow  of  bile)  and  to  the  intestinal  tract,  probably  at 
the  time  irritated  by  decomposing  milky  food,  or  decomposing  and  half- 
digested  fruit,  such  as  plums,  etc.,  and  a  flux  results.  On  the  other  hand, 
a  sudden  check  to  the  action  of  the  skin  by  cold,  unless  followed  by  the 
glow  of  a  reaction,  may  induce  an  attack  of  diarrhoea,  and  this  flow  is  often 
welcomed  as  an  easy  way  of  getting  rid  of  a  catarrh.  I  have  never,  since 
the  publication  of  Dr.  C.  F.  Oldham's  book,  entitled  JVTiat  U  Malaria  t 
referred  to  on  p.  234,  been  allowed  by  facts,  that  have  every  now  and 
then  come  to  my  knowledge,  to  forget  it. 
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Dysenlety,  Diarrhcea,  and  Cholera — -for  all  Aga  and  both  Sexes. 
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all  the  deaths  in  New  York  from  diarrboeal  aBections,  69 
per  cent  occur  amongst  infants  under  one  year,  18  per 
cent  between  1  and  2  years,  and  '06  per  cent  from  10  to 
20  years.     How  strongly  does  this  enonnous  fatality 
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amongst  infants  point  to  the  want  of  good  milk,  which 
should  be  the  sole  food  of  infancy. 

Dysentery. — "Dysentery,"  writes  Dr.  Ransome,^  "seems  Dytentwy. 
to  be  increased  by  a  high  mean  temperature  and  diminished 
by  a  low  mean  temperature,  but  to  be  influenced  by  varia- 
tions of  temperature  to  a  less  extent  than  diarrhoea. 
High  readings  of  the  barometer  are  nearly  always  accom- 
panied by  a  diminished  prevalence  of  dysentery." 

Chdera. — The  history  of  past  epidemics  has  generally  choiMB. 
taught  us,  with  but  two  or  three  exceptions,  that  the 
mortality  from  this  disease  usually  increases  until 
September,  when  it  reaches  its  maximum,  after  which 
it  begins  to  declina  A  sudden  diminution  in  the  extent 
of  its  ravages  is  often  ushered  in  by  some  great  natural 
cleansing  process,  such  as  a  storm  of  wind,  or  heavy 
downfall  of  rain,  or  sudden  descent  of  temperature 
diminishing  decomposition  of  organic  matters. 

The  London  curves  for  these  diseases  show  the  close 
relationship  that  the  progress  of  mortality  from  them 
bears  to  temperature.*  The  speed  at  which  they  suddenly 
increase  during  the  hottest  weeks  of  the  year,  and  rapidly 
decline  on  the  fall  of  the  thermometer,  is  very  striking. 

The  dotted  line,  Cholera,  No.  1,  indicates  the  fatality 
from  Asiatic  Cholera.  The  line  not  dotted.  Cholera,  No. 
2,  represents  simple  or  English  cholera. 

The  maximum  and  minimum  of  diarrhoea  is  seen  to 
be  a  month  earlier  than  the  maximum  and  minimum  of 
dysentery. 

Mr.  Buchan  and  Dr.  A.  Mitchell  point  out  that  the 
four  curv'es  seem  to  group  themselves  in  pairs — diarrhoea 
and  English  cholera  on  the  one  side,  and  dysentery  and 

»  OpeU. 

'  It  is  stated  in  the  Annuaire  de  VObaervatoire  de  Mimtsouris  for  1886 
that,  daring  the  last  epidemic  of  cholera  in  Paris  in  1884,  the  increase  in 
the  number  of  deaths  was  not  accompanied  by  an  increase  of  the  tempera- 
tare  ;  but  that  the  micro-organisms  in  the  air  of  Paris  and  its  neighbourhood 
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Asiatic  cholera  which  pass  through  their  annual  phases 

a  month  later,  on  the  other. 
Bronchitis,         8.  Brcmchitis,  Pncu'tnonia,  arid  Asthina. — These  diseases 
S*!  are  greatly  influenced  by  mean  temperatura    They  increase 

in  prevalence  as  the  temperature  falls,  and  diminish  as  it 

rises.     The  London  curves  strikingly  exemplify  this  fact 
The  percentages  of  the  mean  weekly  death-rate  at 

different  ages  are — 

From  Bronchitis, 


1-5  I  5-20  I  20-40 . 


38 


61 


AGES. 
40-60  I  60-80  I  Above  80 


Total. 


6 


17      I     34      I  6 

From  Pneumonia. 
10     I     13     I      9      I         1 


100 


100 


Bronchitis  is  thus  seen  to  be  most  fatal  to  children 
under  5  years,  and  to  the  old;  whilst  pneumonia, 
although  specially  fatal  to  children  below  this  age,  is  of 
rare  occuiTence  amongst  the  aged. 

The  principal  maximum  of  pneumonia  in  November- 
December,  is  chiefly  determined  by  the  large  number  of 
deaths  amongst  children  under  five  years,  whilst  the 
secondary  maximum  occurs  in  March.  Dr.  William 
Squire  does  not  apparently  recognize  the  existence  of 
two   maxima,  but  contends   that   the   annual  maximum 

were  much  more  abundant  than  usual  during  the  days  when  the  deaths 
were  most  numerous. 


Dates. 
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of  pneumonia,  unlike  that  of  bronchitis,  ia  always  in 
spring. 

It  is  unwise  to  associate  closely  bronchitis  and  pneu- 
monia in  their  causative  relations  with  temperature,  or  by 
so  doing  we  become  oblivious  to  the  fact  to  which  Dr. 
Longstaff  has  directed  attention,'  that,  whereas  1104 
males  die  from  bronchitis  to  every  1000  females,  but 
as  many  as  1460  males  die  from  pneumonia  to  every 
1000  females,  the  cause  of  the  two  diseases  is  somewhat 
different  The  catarrhal  form  of  pneumonia  should  be 
distinguished  &om  its  specific  form.  Dr.  Seibert*  has 
estabhshed  a  close  relationsliip  between  the  prevalence  of 
catarrlial  pneumonia  and  those  meteorological  conditions 
which  favour  catarrh,  such  as  a  concurrence  of  any  two 
of  the  following  factors — a  low  and  falling  temperature, 
an  excessive  and  increasing  humidity  and  high  winds. 
The  existence  of  an  infectious  form  of  pneumonia,^  named 
also  "  pneumonic  fever,"  "  sewer  gas  and  pythogenic  pneu- 

I  "Phthisis,  Broncliitis,  and  PneumoDis;  Are  thryEpidemicDueaaeat" 
— Coctribntiau  to  Epidemiological  Societ?  of  London. 

»  BtTl  Klin.  iVBcheruekr.,  1886,  Na  17. 

*  Vide  'Tythogeuic  Pneumonia,"  by  Dis.  Gtimshair  and  Hoora,  in 
Bviblin  Journal  nf  Medical  ScUnee,  May  187C,  and  Dictionary  of  Ifygiene, 
p.  4&2. 
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Imonia,"  is  now  no  longer  a  matter  of  doubt.     Unlike 
ordinary  pneumonia,  it   is  an  infectious  disease  with  a 
ptiriod  of  incubation,  occurring  sometimes  in  an  epidemic 
form,  and  prevalent  in  the  warmer  montlis  of  the  year. 
phthuii  9,  Pluhiais  Pulmonalia. — This  disease  destroys,  on  an 

^"''"""""■average,  148  individuals  in  London  eveiy  week,  and  ita 
fatal  assaults  arc  directed  against  those  in  the  prime  of 
life,  differing  in  this  respect  entirely  from  hroncbitia.  In 
New  York  it  is  the  most  fatal  of  all  diseases,  amounting 
to  |tlt  of  the  total  mortality. 

Phthisis — for  all  Aga  and  both  S«xft. 

April     Mxr      June      3\i\f     Aug.      Sept.      Oct 
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iHpiitheri*,  10.  Diphtheria. — There  is  a  close  correspondence  be- 
tween the  diphtheria  curves  of  London  and  New  York,  and 
between  both  of  these  curves  and  the  scarlatina  curve  of 
London.  Tlia  influence  of  cold  and  the  season  of  the 
year  on  diphtheria  is  recognized  by  medical  practitioners. 
According  to  my  experience,  whicli  extends  back  to  1 856, 
the  damp,  cold  days  of  November,  and  the  dry,  cold  days 
of  the  early  months  of  the  year,  have  Vjcen  most  prolific 
in  cases.  Dr.  Thursfield's  "Table  of  Deaths,"'  from  1870 
to  1877  inclusive,  yields  the  following  averages: — 
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The  question  which  requires  elucidation  is,  as  to 
what  influence  (if  any)  is  exerted  by  the  amount  of 
moisture  in  the  air  on  the  development  of  the  diphtheritic 
micro-organism.  The  virus  of  this  disease  seems  to  be 
communicated  from  one  to  another,  if  not  by  actual  con- 
tact (as  by  kissing  and  otherwise),  through  the  medium 
of  foul  air,  foul  water,  or  foul  milk. 

11.  Hydrophobia, — The  hot  "dog  days"  of  summer  Hydro, 
are  generally  considered  to  be  those  during  which  this^^^**^ 
disease  is  most  prevalent,  and  this  ancient  belief  is 
justified  to  some  extent  by  facts,  although  we  must 
remember  that  it  shows  itself  to  be  independent  in  its 
spread  of  a  high  temperature,  as  the  following  curve  of 
the  mortality  in  London  during  30  years  proves: — 

Hydrophobia — -for  all  Ages  and  both  Sexes. 

Jan.     Feb.    March    April     May     Jane       July    Ang.      Sept.      Oct    Not.      Dec. 


Fio.  60. 


The  number  of  cases  in  December  is  there  seen  to  be 
as  numerous  as  those  in  August  More  persons  are 
doubtless  bitten  by  dogs  in  hot  weather,  because  dogs 
are  more  irritable  during  this  season.  We  want  an 
answer  to  the  query  as  to  the  percentage  of  cases  of 
hydrophobia  in  those  who  are  bitten  in  each  month  of 
the  year,  before  we  can  determine  with  certainty  the 
influence  of  meteorological  conditions  on  the  disease. 

12.  Erysipelas  and  Puerperal  Fever. — The  curves  ofsryaipeii 
mortality  for  30  years  in  London  from  these  two  diseases 
wonderfully  resemble  each  other,  and  are  highly  suggestive 
of  a  more  intimate  relationship  between  them  tlian  is 
generally  conceded. 
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Erysipelas — -for  all  Ages  and  both  Sexes. 
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Puerpei'ul  Fever  or  Metria — for  all  Ages, 

{BloxarrCa  Method.) 
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inianity.  13.  Insanity, — ^The  London  curves  for  diseases  of  the 

nervous  system  are  interesting.     That  of  insanity  may 
be  taken  as  a  sample  of  the  others. 


Insanity— for  all  Ages  and  both  Sexes. 

{Bloxam'a  Method.) 
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This  curve  shows  three  maxima,  the  largest  being  in 
December  and  January,  the  next  in  June,  and  the  least 
marked  in  March  and  April. 

The  New  York  curve  for  "All  nervous  diseases'' 
exhibits  a  considerable  maximum  in  July — the  hottest 
month  of  the  year — owing  no  doubt  to  fatal  cases  of 
sunstroke. 
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14.    JRheuincUism, — Eheumatic    fever    was    said    bvRheuiM. 
Sydenham  to  be  most  common  during  the  autumn.     The 
London  curve  does  not  confirm  his  view. 


Rheumatism — -for  all  Ages  and  loth  Sexes. 
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Sub-acute  rheumatic  affections  of  joints  would  seem 
to  be  more  uncomfortable  to  their  possessors  when  the 
barometer  is  low,  and  the  air  is  warm  and  moist,  and 
chronic  cold  rheumatic  affections  of  the  aged,  in  whom 
the  skin  is  inactive,  are  apparently  benefited  by  this 
"  muggy  "  condition  of  the  air.  Both  kinds  of  rheumatie 
joints  are  incommoded  by  a  sudden  diminution  of  pressure 
and  perhaps  by  a  low  atmospheric  pressure  {vide 
page  374). 

The  curve  of  pericarditis  is  very  similar  to  that  of  PeHcar- 
rheumatism,  as  every  medical  man  would  of  course  *'****' 
conjectura  Dr.  Longstaff  and  Messrs.  Buchan  and 
Mitchell  all  state  that  the  curve  of  pleurisy  resembles 
more  closely  that  of  rheumatism  than  that  of  the  re- 
spiratory diseases — a  circumstance  which  strengthens  my 
belief  in  the  existence  of  an  etiological  relation  between 
rheumatism  and  pleurisy. 

Before  concluding  this  sketch  of  the  influence  of 
meteorological  conditions  on  mortality,  it  would  be  in- 
structive to  consider  briefly : — (1)  The  influence  of 
weather  on  the  mortality  at  different  ages ;  and  (2)  The 
influence  of  weather  on  the  mortality  of  the  two  sexes. 

"The  broad  fact  which  the  following  diagrams  (fig.  5 5 Mortality 
and  fig.  56)  disclose  is/'  as  has  been  stated  by  Mr.  Buchan **^"'^"°* 


2  D 


ages. 
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and  Dr.  A.  Mitchell,  "  that  the  New  York  curve  receives 
its  leading  characteristics  from  a  great  fatality  there  of 
dieeaeea  which  have  their  maxima  as  causes  of  death  in 
the  hot  months  (diseases  of  the  abdominal  organs),  and 
that  the  London  curve  receives  ite  form  from  a  compara- 
tively lower  fatality  of  such  diseases,  and  a  comparatively 

Mortaliiy  at  differaU  Agfi,  for  bo&  Sexes  and  ail  Causes. 

LOHDOM. 
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higher  fatality  of  the  diseases  which  have  their  maxima 
as  causes  of  death  in  the  winter  and  spring  months 
(diseases  of  the  respiratory  organs  and  of  the  nervous 
centres)."  The  deaths  from  respiratory  diseases  during 
the  winter  and  spring  months  in  London  are  shown,  by 
the  maintained  excessive  height  of  the  respiratory  diseases 
curve  at  those  seasons,  to  be  enormous  in  young  children. 
The   major    part  of   this   winter   mortality    arises    £[om 
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diseasea  of  the  respiratory  organs.  This  excess  in  our 
insular  climate  over  that  of  the  much  drier  continental 
climate  of  New  York  must  be  ascribed  to  the  greater 
dampness  associated  with  the  cold,  and  to  the  greater 
vicissitudes  of  weather  which  we  ialanders  experience. 
In  December  and  January,  when  the  air  is  most  humid, 

AfortalUy  at  different  Ages,  for  both  Sexes  and  till  Catisea. 

New  York, 

lui.     Peb.     llircb     April     Umr      Jniw      July     A  OR.      Bept     Oct      KoT,      Deo. 


the  relative  humidity  of  New  York  is  79,  and  of  London 
87,  Tlie  annual  minimum  of  New  York  is  62,  and  of 
London  72.  The  mortality  curve  at  the  opposite  end 
of  life,  in  persons  upwards  of  80,  appears  to  be  a  very 
simple  one,  having  its  maximum  in  cold  and  ita  minimum 
in  warm  weather.  The  curve  indicative  of  summer 
mortality  irom  diarrhcea  is  seen  to  be  somewhat  aCTected 
in  adults  in  the  hotter  climate  of  New  York. 


Mortality  Df  The  period  of  the  year  when  females  have  a  higlier 
death-rate  than  males  is  when  diseases  of  the  respiratory 
organs  are  most  fatal,  and  the  period  when  females  have 
a  lower  deatli-rat«  than  males  is  when  diseases  of  the 
nervous  system  are  most  fatal. 


Deaths  of  each  Sex  from  all  Cauats — Males  being  r^aented  &y 
the  solid  line,  and  Females  by  the  dotted  line, 

Jan.      F<b.     Uanih     April     Hi;      Juna     Jnl;     Aug.       Sept.      Oct, 
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The  curve  of  tlic  mortality  of  each  sex  consists  of 
three  distinct  portions,  o*  a*  the  respiratory  disease  mor- 
tality, 6  i  the  nervous  disease  mortality,  and  c  the 
intestinal  disease  mortality.  The  respiratory  disease 
mortality  during  the  commencement  of  the  year,  a*,  is 
liigher  than  that  of  the  end  of  the  year,  even  after  an 
allowance  is  made  for  the  support  afforded  by  the  two 
irn^Ttitnit  of  the  nervous  disease  mortality.  Nearly  the 
whole  of  the  intestinal  affection  mortality  is  created  by 
the  death  of  infanta  under  one  year.  If  we  could 
diminish  the  mortality  to  any  considerable  extent  &om 
these  three  kinds  of  disease,  namely,  the  respiratory, 
the  nervous,  and  the  intestinal,  the  curve  of  mortality 
would  become  very  much  flattened  and  approach  in 
appearaac«  the  curve  of  old  age     Here  Uie  end  gene- 


(Tally  comes,  it  would  seem,  from  some  respiratory  affec- 
tion (fig.  58). 
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No  more  space  can  be  allotted  for  tlie  consideration 

fcof  the  relations  of  atmospheric  states  and  conditions  of 

I  the  air  to  disease,  as  it  is  necessary  to  describe  the  mode 

tof  observing  meteorological   variations  according  to   the 

IDost  recent  and  approved  metbod.s. 


PART    IV 

MODE    OF   OBSERVING   THE   METEOROLOGICAL    STATES   AND 
VARIATIONS   IN    THE    CONDITION   OF   THE    AIR 


In  commenciHg  a  series  of  meteorological  observations 
it  is  necessary  to  know  the  height  above  the  sea  of  the 
place  of  observation. 

This  is  readily   found  by  making  a  search   for   the 

nearest    bench    mark    of    the    Ordnance    Survey,    and 

—y   ascertaining  by  a  rough  estimation,  or  by 

^^1^^      the  help  of  a  surveyor  and  his  spirit  level, 

^  I    ▼     the    difference    between   the   level    of   that 

I  bench    mark    and    the   station    where    our 

Fio.  69.  instruments  are  exposed.  As  the  publi- 
cations of  the  Ordnance  Survey  are  not  readily  accessible, 
it  will  afford  me  much  pleasure  to  give  any  applicant  the 
height  of  any  bench  mark. 

The  hours  of  observation  that  are  best,  if  two  obser- 
vations are  taken  daily,  are  9  A.M.  and  9  p.m. 


i 


CHAPTEE   XXXIII 

1. THE   ATMOSPHERIC   PRESSURE 

There  are  three  principal  classes  of  barometers — the®»«>™«*«"- 
syphon,  the  aneroid,  and  the  cistern.  The  wheel  baro- 
meter, so  common  in  the  passages  and  halls  of  houses, 
is  an  example  of  the  first  class,  and  is  useless  for  all 
scientific  purposes.  The  aneroid  is  not  a  thoroughly 
reliable  instrument,  unless  checked  frequently  by  means 
of  a  good  mercurial  barometer.  It  varies  very  much  in 
excellence  according  to  the  skill  and  delicacy  of  work- 
manship bestowed  on  it  Fortin's  cistern  barometer  is 
the  instrument  for  the  scientific  man.  A  long  strip  of 
white  porcelain,  fixed  to  the  board  at  the  back  of  the 
scale,  facilitates  accuracy  of  reading.  There  are  three 
points  to  be  remembered  in  making  an  observation  with 
one  of  these  instruments,  and  they  should  be  attended  to 
in  the  order  in  which  they  are  mentioned — 

Firstly,  The  temperature  of  the  attached  thermo- 
meter should  be  noted  and  recorded. 

Secondly.  The  screw  at  the  base  of  the  cistern  should 
be  adjusted  until  the  point  of  the  ivory  cone 
visible  within  it  meets  the  reflection  of  the  same 
that  is  seen  on  the  surface  of  the  mercury.  A 
piece  of  looking-glass  placed  at  the  back  of  the 
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cistern  is   a  great  aid   to  the  observer  in   dull 
weather. 


.■-U 


a.  Intorior  of  dfttviL 

&  Tnbe  conMnlng  noareiiiT. 

d.  iToiy  point  Bud  to  top  of  dttm. 


I.  RcBmUoii  of  SUM,  HOD  OH  mrbca  of 

/.  Scnw  tor  alermtliig  or  lowering  t]u 
liTal  of  tli<  m*reiU7  in  tba  dOtni. 


Thirdly.  The  vernier  should  be  adjusted  so  that  its 
lower  horizontal  e<^  forms  a  tan- 
gent to  the  convex  curve  of  the 
mercurial  column,  and  not  an  arc  to 
that  curve. 

There    are    corrections    to    be    considered 
in  making  barometrical  observations,  namely, 
those    for    index    error,   capacity,   and  capil- 
larity, furnished  by  the  certificate  of  verifi- 
cation   from    the   Kew    Observatory,    which 
should   accompany   every  good   instrument ; 
the   correction    for  height   above  mean   sea 
Pio.111.        level ;  and  the  correction  for  temperature. 
Three  simple  arithmetical  calculations  have  then  to 
be  applied  to  every  reading — 

(a)  Correction  of  Kew  certificate. 

(b)  Seduction  to  mean  sea-level. 

(c)  Eeduction  to  32°  F. 


I 
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Tables  are  published  by  the  help  of  which  both  of  Application 
these  reductions  are  accomplished  easily  and  rapidly.* ^oMto^ 
For  example : —  readings. 

Observed  reading  .....       28*900 

Kew  correction  .  .       -  '016 


28*885 


Deduct  temp,  correction  for  50**  F.  (attached  therm.)  at 

28*9  or  about  29  inches    .  .  .        -  '056 


Beading  at  32**  F.         .  .  .       28*829 

Ck>rrection  for  height  (350  ft.),  the  air  being  50**  F.        .       +  '380 


Observed  reading  corrected  and  reduced  to  32 "*  F.  at 

mean  sea-level      .....       29*209 


Adie's  barometers  are  useful  instruments,  in  which 
allowances  are  made  for  the  capillarity  and  capacity 
errors  in  their  construction.  There  are  two  kinds — one 
adapted  for  a  house  or  observatory,  and  the  other  the 
marine  variety,  which  will  work  efficiently  when  exposed 
to  the  motion  of  the  ship. 

In  making  an  observation  with  an  Adie's  barometer, 
it  is  simply  necessary  to  read  the  height  by  the  help 
of  the  vernier,  and  apply  to  the  observed  reading  the 
necessary  corrections  for  height  and  temperatura 

The  exact  height  of  the  column  of  mercury  is  read  Mode  of 
thus :—  '^^«- 

In  Fig.  61  the  zero  of  the  vernier  is  on  a  level  with 
the  line  indicating  29^,  so  we  record  the  reading  as 
29-50. 

If  the  zero  of  the  vernier  and  the  scale  occupy  such 
relative  positions  as  are  sketched  in  Fig.  62,  we  read 
the  barometer  to  1000th  of  an  inch  in  this  way : 

^  Mr.  Glaisher's  and  Mr.  Lowe's  tahles  are  employed  and  may  he  found 
at  the  end  of  either  of  Mr.  Bachan's  elementary  hooks  on  meteorology,  or 
may  he  obtained  from  Messrs.  Negretti  and  Zambra,  or  Messrs.  Casella  and 
Co.,  the  meteorological  instrument  makers. 
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1.  We  see  that  the  reading  ia  somewhere  between  29 
and  30,  so  we  write  down  29. 

2,  We  perceive  that  the  zero  of  the 
vernier  is  on  a  level  with  a  part 
of  the  scale  somewhere  between 
1  and  2  tenths,  counting  up- 
wards, and  that  it  is  more  than 
IJ  or  '15,  BO  we  write  down 
2915. 

3.  We  then  glance  down  at  the  sub- 
divisions of  tenths  on  the  scale 
and  on  the  vernier,  in  order  to 
discover  which  subdivision  of 
the  scale  lies  in  one  and  the  same 
straight  line  with  a  aubdivision 
on  the  vernier.  In  the  accom- 
panying example  we  perceive 
that  this  takes  place  at  the  line 
on  the  vernier  just  above  figure 
3,  namely,  at  '034,  which,  when 
added  to  the  scale  reading  29'IS, 
equals  29*184,  which  we  call 
the  observed  reading. 

With  a  little  practice  barometer  read- 
ings to  the  1000th  of  an  inch  can  be 
taken  with  the  greatest  ease  and  rapidity. 
"  ^k  JTil fb^^ej^  It  is  occasionaUy  desirable  to  ascertain 
Md  A  B  i>  th»  lUding  whether  the  apace  above  the  mercurial 
•  or  vera  ,  column  is  devoid  of  air.  By  gently 
inclining  a  barometer,  so  as  to  allow  the  column  of 
mercury  to  strike  against  the  top  of  the  tube,  a  sharp 
metallic  click  should  be  heard.  If  such  a  sound  is  not 
audible,  air  is  present  where  a  vacuum  should  exist.  If 
the  air  cannot  be  expelled  by  inverting  the  barometer,  it 
should  be  taken  to  an  instrument  maker. 


*-- 
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CHAPTEE   XXXIV 

2. THE  TEMPERATUKE  OF  THE  AIB 

The  thermometers  required  are  the  following : —  xhemo 

1.  The  dry  bulb   thermometer  of  Mason's  hygrometer,"*®**"* 

described  on  page  424,  furnishes  the  temperature  of 
the  air  in  the  shade. 

2.  A  mercurial  maximum  self-registering  thermometer, 

for  indicating  the  highest  temperature  reached  by 
the  air  in  the  shade.  I  prefer  the  pattern  made  by 
Negretti  and  Zambra,  but  those  of  other  makers  are 
very  good.  The  maximum  temperature  of  the 
twenty-four  hours  generally  occurs  about  3  p.m. 

3.  A  self-registering  minimum  thermometer  for  recording 

the  lowest  temperature  of  the  air  in  the  shade. 
Many  laborious  attempts  have  been  made  to  manu- 
facture if  possible  mercurial  minimum  thermometers 
because : — (a)  in  spirit  minimum  thermometers  there 
is  a  tendency  to  the  evaporation  of  the  spirit,  and  a 
condensation  of  it  at  a  distance  from  the  column,  and 
to  the  breaking  up  of  the  column  into  distinct  por- 
tions ;  (b)  it  is  desirable  to  employ  the  same  fluid 
mercury  for  registering  minimum  temperatures  as  that 
for  recording  maximum  and  other  temperatures. 
Casella's    mercurial    self-registering    minimum    ther- 
mometers are  most  beautiful  instruments,  but  cannot  be 
recommended  for  general  use,  as  they  require  the  most 
delicate  manipulation,  and   they  cannot,  it  appears,  be 
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made  so  aa  to  stand  wear  and  tear,  I  have  had  one  in  use 
for  many  years,  and  it  lias  never  once  been  deranged  in  its 
action,  but  it  was  selected  from  amongst  many,  Negretti 
and  Zambra  have  sold  for  years  a  mercurial  mimaiuin 
thermometer  with  a  bulb  of  very  large  dimensions.  This 
firm  has,  I  believe,  improved  upon  it,  and  patented  another 
provided  with  a  needle.  The  extra-sensitive  self-register- 
ing spirit  minimum  thermometer  of  Casella,  with  a  forked 
bulb,  is  an  excellent  instrument  If  the  column  of  spirit 
should  happen  to  separate,  it  can  be  reunited  by  taking 
the  thermometer  in  the  hand  farthest  from  the  bulb,  and 
giving  it  one  or  two  sharp  swings.  The  thermometer 
should  then  be  hung  in  a  slanting  position,  so  as  to  allow 
the  rest  of  the  spirit  still  adhering  to  the  sides  of  the 
tube  to  drain  down  to  the  column,  If  this  method  of 
restoring  union  is  unsuccessful,  gentle  heat  should  be 
applie<l  very  carefully  to  the  end  of  the  tube  where  the 
detached  portion  of  the  spirit  is  lodged,  so  as  to  drive  it 
towards  the  column. 

The  mininmm  temperature  of  the  twenty-four  hours 
generally  occurs  some  time  before  the  sun  rises.  The 
viean  (emperaiure  is  calculated  by  taking  the  average  of  the 
maximum  and  minimum  readings,  which  is  so  near  the  true 
mean  as  to  be  practically  correct  It  is  almost  as  import^ 
ant,  from  a  public  health  point  of  view,  to  note  tlu  daily  range 
of  tempfratiire  as  to  observe  the  extremes  to  which  the  tem- 
perature occasionally  reaches.  The  mean  daily  range  of 
temperature  is  obtained  by  deducting  the  average  daily 
minimum  from  the  average  daily  maximum  temperatures. 

The  thermometers  which  have  been  adverted  to  being 
'  employed  to  indicate  the  temperature  of  the  air  in  the 
shade,  it  is  necessary,  if  we  would  obtain  correct  informa- 
tion, to  protect  them  from  the  sunlight,  wet,  etc..  whilst 
at  the  same  time  permitting  the  freest  access  of  air. 
Accordingly,  cases,  called  thermometer  stands,  of  which 
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there  is  a  great  variety,  are  employed,  in  wliich  the  instni- 
ments  are  aii3peiidei.l.  There  are  Lawaon's,*  Glaiaher'a,* 
Martin's,*  James',*  Morris',*  Stevenson's,*  Griffith's,*  Stow's,* 
Welsh's  Kew  standard,^  and  Pastorelli's^  stands. 

The  stand  below  depicted  resembles  Stow'a  more  than 
the  other  thermometer  stands,  but  is  superior. 


(a  a  a  a)  The  Uprights,  IJ   by  J  inch,  serve  for  the 
1  of  the  maximum  and  minimimi  tliermomet«rs. 


'  Described  ii 
'  DeBcribed  i: 

•  Described  i 

*  Described  i: 
'  Described  i 
'  Described  i 
^  Described  i 


ltd.  Hag., 
Met.  Mag., 
Met.  Mag. 
Mit.  Mag. 
Met.  Mag. 
Mel.  Mag. 
Met.  Mag. 


October  1863.  p.  127. 
November  1868,  p.  155. 
Deoember  1868,  p.  ]SE>. 
.,  Doeember  1SS8,  p.  170. 
January  1S69,  p.  187. 
February  1869,  pp.  1,  2,  8,  and  *. 
March  1868,  pp.  17.  18.  and  19. 
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{b)  Piece  of  thin  board  J  inch  thick,  against  which  Mason's 

hygrometer  Is  fixed.     It  stands  in  the  centre  of  the  interior 

at  an  equal  distance  from  the  front  and  back  of  the  stand. 

I  have  three  of  these  stands,  and  have  but  one  fault 

find   with    this  form,   which    is 

apparently    inseparable    from    every 

thermometer  stand  that  has  yet  been 

devised.      When  the  rain  is  blown 

against  the  front  or  back  of  tiie  stand 

""'™'  from  the  north  or  south,  the  thenuome- 

^°-*^-  tera  are  liable  to  receive  a  wetting. 

Thermometer  stands  should  always  be  fiied  in  an  open 

place,  far  away  from  buildings  and  trees,  so  as  to  face  due 

north,  and  so  that  the  bulbs  of  the  thermometers  shall  be 

at  a  distance  of  exactly  4  feet  above  the  ground. 

4.  Solar  Maxivium  Jladiation 
Thermomtter.  —  Comparative  ob- 
servations with  solar  radiation 
thermometers  have  been  in  the 
past  distinguished  for  their  dis- 
crepancy, due  in  part  to  imper- 
fect construction  of  the  instru- 
ment, and  partly  to  the  want  of 
uniformity  in  mounting  and  ob- 
serving it 

The   most   modem   and   best 

thermometer  of  this  class  has  itfi 

bulb   and   one   inch   of  its  stem 

of  a  dull  black.      Its  jacket   is 

,  provided  at  each  extremity  with 

a  platinum  wire  to  test  by  the 

aid    of   a    BuhmkorfT's    coil    the 

"i^  "■  degree  of  rarefaction   of  the  air. 

If  the  interior  of  the  jacket  be  perfectly  clean,  free  from 

moisture,  and  sufficiently  exhausted,  a  pale  white  phos- 
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phorescent  light,  with  faint  stratifications  and  an  appear- 
ance of  transverse  bands,  will  be  visibla  Mr.  Stow  has 
drawn  up  the  following  suggestions  for  observers,  which 
have  been  almost  universally  adopted : — 

1.  Adjust  the  instrument  4  feet  above  the  ground 

in  an  open  space,  with  its  bulb  directed  to- 
wards the  S.E.  It  is  necessary  that  the  globular 
part  of  the  external  glass  should  not  be  in 
contact  with,  or  very  near  to  any  substance, 
but  that  the  air  should  circulate  round  it  freely. 
Thus  placed,  its  readings  will  be  affected  only  by 
direct  sunshine,  and  by  the  temperature  of  the  air. 

2.  One  of  the  most  convenient  ways  of  fixing  the 

instrument  will  be  to  allow  its  stem  to  fit  into 
and  rest  upon  two  little  wooden  collars  fastened 
across  the  ends  of  a  narrow  slip  of  board,  which 
is  nailed  in  its  centre  upon  a  post,  steadied  by 
lateral  supports. 

3.  The  difference  between  the  maxima  in  sun  and  shade 

is  a  measure  of  the  amount  of  solar  radiation. 
It  has   been  found   that  solar  radiation  attains  its 
maximum  in  most  parts  of  the  country  during  May,  and 
its  minimum  during  December,  and  that  it  is  greater  on 
the  western  than  on  the  eastern  side  of  England.^ 


Fio.  67. 


5.   Terrestrial    Minimum    Thermometer, — The    spirit  Terrertrui 


self-registering  minimum  with  a  bifurcated  bulb,  exactly 

1  Vide  "Solar  Radiation,  1869-74,"  by  Rev.  F.  W.  Stow,  in  Quarterly 
Journal  of  Meteorological  Society,  October  1874. 


Minimum. 
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similar  to  the  minimum  thermometer  for  shade  tempera* 
tures,  with  a  substitution  of  a  jacket  for  protection  in 
place  of  a  porcelain  scale  and  hard  wood  back,  is  an 
excellent  instrument. 

This  thermometer  is  exposed  on  grass  which  is  kept 
closely  cut,  and  should  be  surrounded  by  some  arrange- 
ment for  protecting  it  from  dogs  and  other  animals.  A 
circular  wire-fence,  similar  to  that  depicted  in  Fig.  68,  is 
tlie  best  with  which  I  am  acquainted. 

The  obscurity  produced  by  a  condensation  of  moisture 
withiu  the  jacket,  and  the  destruction  of  the  material  em- 


ployed for  rendering  apparent  the  divisions  on  the  st«m 
from  the  same  cause,  have  sorely  troubled  observers  in 
the  past. 

As  received  from  the  instrument  maker  a  terrestrial 
minimum  thermometer  is  generally  attached  to  its  jacket 
by  a  stuffing  of  strips  of  indiarubber. 

Many  remedies  have  been  proposed.  A  packing  of 
chloride  of  calcium,  or  of  putty  and  sealing-wax,  or  a  bored 
cork  painted  over  on  its  exterior  with  two  or  three  layers  of 
asphalte,  or  an  air-tight  ground  joint.  Some  have  bored 
a  hole  at  the  closed  end  of  the  jacket,  and  others  have 
discarded  the  jacket  altogether. 

I  would  reconmiend  tliat  this  last-named  plan  be 
adopted,  or  that  a  bored  indiarubber  cork  be  employed. 
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painted  externally  with  several  coats  of  asphalte,  or  that 
the  thermometer  be  fitted  to  the  jacket  like  a  stopper  to 
a  bottla  In  either  case  the  markings  on  the  stem  should 
be  rendered  indelible,  in  the  manner  described  on  page 
420. 

Every  thermometer  should  be  numbered  and  graduated 
on  the  stem,  and  should  be  verified  by  comparison  with 
standard  instruments. 

A  special  department  at  the  Kew  Observatory  occupies 
itself  with  the  verification  of  meteorological  instruments, 
charging  a  small  fee  for  the  labour.  No  one  should  buy 
a  thermometer  or  barometer  unless  it  is  provided  with  a 
recent  certificate  of  the  verification  of  the  same. 

JProof  of  the  Necessity  for  the  VerifvccUion  of  2%«rmo-veriiication 
meters, — The  inaccuracies  in  the  readings  of  thermometers,  ^lete^**^ 
which  render  a  verification  of  all  a  necessity,  are  due 
partly  to  the  difference  in  the  diameter  of  the  bore 
throughout  their  entire  length,  which  defect  appears  to  be 
inseparable  from  their  manufacture,  and  partly  to  the 
tendency  which  thermometers  have  to  read  higher  from 
age. 

It  is  sometimes  difficult  indeed  to  find  two  thermo- 
meters, out  of  a  large  number,  that  read  exactly  alika  Here 
is  a  certificate  of  verification  from  the  Kew  Observatory, 
which  belongs  to  a  thermometer  in  my  possession : — 

At  32' 0-0 

„  42' 0-0 

„  62" +0-1 

„  62' -01 

„  72- +0-1 

N,B, — When  the  sign  of  the  correction  is  +  the 
quantity  is  to  be  added  to  the  observed  scale  reading,  and 
when  — to  be  subtracted  from  it 

They  may  in  truth  be  likened  to  human  faces,  for 
scarcely  two  are  to  be  found  very  closely  resembling  one 

2e 


^ 
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another.  A  mercurial  maximum  thermometer  was  some 
time  ago  purchased  by  one  of  my  friends  of  each  of  the 
most  eminent  meteorological  instrument  makers.  They 
were  compared  together,  and  all  found  to  differ  from  each 
other  in  their  readings. 

Mr.  Alexander  Buchan  states  ^  that  he  once  compared 
a  number  of  first-class  high-priced  thermometers,  every 
one  of  which  was  from  1*2°  to  1*7°  too  high. 

Some  thermometers  have  been  offered  to  the  public 
with  the  assurance  that  "  every  instrument  is  carefully 
verified  by  a  Kew  standard  thermometer";  wliich  simply 
means  a  well-made  thermometer  that  has  been  verified  at 
the  Kew  Observatory — one,  in  fact,  whose  errors  are 
known.  A  thermometer  which  had  been  thus  verified 
and  declared  free  from  error  was  sent  by  me  to  this  ob- 
servatory. The  certificate  returned  with  it  contained  the 
foUowing  corrections  :— 

At    90' -0-2 

„     95' -0-2 

„   100' -0-1 

„   106' -0-0 

Another  thermometer  sent  out  by  a  different  maker  is 
in  my  possession  which  was  "  guaranteed  accurate  in  its 
indications,  having  been  compared,  degree  by  degree,  with 
a  standard  thermometer  verified  at  Kew."  It  is  about 
•4  of  a  degree  in  one  part  of  the  scale,  and  '5  in  another 
part,  higher  than  is  correct. 

Here  is  the  certificate  of  a  third  thermometer,  which 
was  supposed  to  be  perfectly  accurate  before  returned 
from  the  Kew  Observatorj'' : — 

At    85' -0-3 

„      90'' -0-4 

,,     yo  .         .         .         .         .         ,  —  {j'o 

„    lOO** -0-4 

„    105" -0-4 

*  Handy  Book  of  Meteorology,     Blackwood.     1867. 
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It  is  not  by  any  means  an  easy  matter  to  verify 
thermometers  with  precision.  The  verification  can  only 
be  satisfactorily  conducted  by  means  of  instruments 
specially  adapted  for  the  purpose,  such  as  are  to  be  found 
in  the  great  observatories. 

It  should  be  done,  moreover,  with  the  greatest  care, 
by  men  who  are  accustomed  to  the  work. 

The  following  memoranda  for  purchasers,  which  were 
published  in  a  paper  ^  read  before  the  British  Medical 
Association  in  1869,  may  be  advantageously  repeated: — 

(a)  Mercurial  thermometers  which  are  two  or  three 

years  old  are  always  to  be  preferred. 

(b)  No  instrument  should  be  bought  without  a  certificate 

from  an  observatory  of  its  reeeTit  verification. 
Mercurial  thermometers  are  liable  to  read  higher  than 
is  correct  through  age ;  and  this  change  especially  occurs 
during  the  year  or  two  immediately  succeeding  their 
period  of  construction.  The  bulb,  having  been  formed  by 
the  action  of  heat,  undergoes  contraction  after  its  manu- 
facture, the  fibres  of  the  glass  taking  some  little  time  to 
assume  their  permanent  position.  Hence  it  has  been 
usual  amongst  some  makers  of  meteorological  instruments 
to  lay  down  their  thermometers,  like  their  port,  for  im- 
provement with  age,  before  engraving  the  scale  on  their 
stems.  "  By  quite  a  recent  discovery  in  the  manufacture 
of  these  instruments,*'  writes  one  who  sells  thermometers, 
"  the  glass  bulb  of  the  thermometer  is  reduced  to  its 
ultimate  degree  of  contraction  before  the  stem  is  divided, 
thus  obviating  the  necessity  of  keeping  the  tubes  filled 
for  the  space  of  one  or  two  years  before  dividing  them, 
and  rendering  it  possible  to  make  an  absolutely  accurate 
instrument  in  a  week."  With  the  object  of  ascertaining 
the  truth  of  this  statement,  I  made  a  careful  examination 

^  "Remarks  on  Clinical  Thermometers.*' — Medical  Times  and  Oazettef 
October  16,  1869. 
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of  one  of  these  thermometers,  and  discovered  that  it  was 
incorrect.  Its  readings  were  about  two-fifths  of  a  degree 
toohigL 

The  verification  of  a  two  or  three-year  old  mercurial 
thermometer  at  an  observatory  should  not  be  relied  on  £is 
a  guarantee  of  its  perpetual  accuracy.  The  authorities  of 
the  Kew  Observatory  consequently  append  to  their  certi- 
ficates the  following,  amidst  other  notes : — "  This  instru- 
ment ought,  at  some  future  date,  to  be  again  tested  at  the 
melting-point  of  ice,  and  if  its  reading  at  that  point  be 
found  different  from  that  now  given,  an  appropriate  cor- 
rection ought  to  be  applied  to  all  the  above  points." 
Markiiigsor  The  markings  on  the  stem  of  thermometers,  which 
'ZZ"  indicate  the  degrees  and  parts  of  degrees,  are  exceedingly 
■Mtcw,  j^p^  ijq  crumble  away  and  disappear  after  but  a  short 
exposure  to  the  air,  for  the  reason  that  instrument  makers 
do  not  know  of  a  durable  composition  with  which  to  form 
them.  The  markings  of  the  divisions  may  be  replaced  by 
the  observer  in  either  of  the  following  modes : — 

The  stem  of  the  thermometer,  having  been  thoroughly 
cleansed  by  scrubbing  it  with  an  old  tooth-brush  dipped 
in  a  mixture  of  strong  aqueous  caustic  soda  and  methy- 
lated spirit  in  equal  proportions,  is  washed  with  water  and 
dried.  Silicate  of  soda  is  mixed  with  water  sufficient  to 
produce  a  syrupy  solution.  A  little  of  this  fluid  is 
mingled  with  some  lampblack,  so  as  to  form  a  paste,  which 
is  brushed  over  the  divisions  as  a  coating.  Tlie  ther- 
mometer is  rolled  between  a  flat  piece  of  wood  and  a 
strip  of  cardboard,  so  as  to  remove  all  of  the  black  coating 
from  the  stem  except  that  which  fills  the  grooved  lines 
of  the  divisions.  By  means  of  another  brush  dipped  in 
the  clean  syrupy  solution  of  silicate  of  soda,  a  coating  of 
this  artificial  glass  is  rapidly  spread  over  the  whole  of  the 
stem  of  the  thermometer,  which  is  then  allowed  to  dry. 
Some  mix  with  the  syrupy  solution  of  sodic  silicate 
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some  common  precipitated  manganic  dioxide,  to  which  a 
little  lampblack  has  been  added. 

Others  smear  over  the  scale  of  divisions  on  the  stem 
some  compound  of  lead,  converted  into  a  paste  with  a 
solution  of  silicate  of  soda.  The  paste  which  does  not  fill 
the  lines  is  rapidly  removed  by  rubbing  the  stem  of  the 
instrument  between  two  smooth  surfaces.  The  divisions 
containing  the  paste  are  then  brushed  over  with  a  little 
ammonium  sulphide,  which  forms  with  the  lead  the  black 
sulphide  of  lead. 


CHAPTER   XXXV 

3. — THE    HYGROMETRIC    CONDITION    Of   THE    AIR 

jisiitan  ar  The  hygiometric   state    of   the   air   is   determined   by 

byni*°" — ^^'  *°  estimation,  by  the  help  of  the  rain-gauge,  of 

■*nE«,  ii]r-   the  amount  of  water  which  readies  the  earth  in  the  form 

ud  ipectro- ''f  tain,  hail,  snow,  and  fi:^;   2d,  a  consideration  of  the 

•oope-        indications  of  the  hygrometer,  an  instrument  for  deter- 

mioing  the  amount  of  aqueous  vapour  present  in  the  air, 

near  the  surface  of  the  earth ;  and  Sd,  a  rough  estimate 

of  the  degree  of  development  of  the  atmospheric  lines  of 

the  solar  spectrum  as  shown  by  a  spectroscope. 

The  amount  of  moisture  in  the  air  cannot  be  deter- 
mined by  either  of  these  instruments  separately,  but  is 
exhibited  by  the  combined  information  aRbrded  by  them. 
A  month's  rainfall  may  simply  imply  the  amount  of  rain 
which  fell  on  one  excessively  wet  day,  the  remaining  days 
of  the  month  beii^  dry  and  fine.  The  air  is  frequently 
very  moist,  even  when  no  rain  falls.  The  rainfall  of 
New  York  is  nearly  double  that  of  London,  yet  the 
relative  humidity  of  the  air  of  New  York  is  much  less 
than  that  of  Loudon.  Whilst  the  number  of  aqueous 
lines  in  the  solar  spectrum  between  D*  and  D*  at  New 
York,  corresponding  with  the  weight  in  grains  of  aqueous 
vapour  in  each  cubic  foot  of  air,  is  at  its  minimum  in 
January,  and  at  its  maximimi  in  August  or  September, 
Dr.  D.  Draper  shows  that  the  relative  humidity  of  New 
York  reaches  its  maximum  of  96  in  January,  instead  of 
M^^in  August  or  September. 
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The  d^ree  of  humidity  of  the  air  ia  affected  by  many 
circumatances — such  aa  direction  of  the  wind,  temperature, 
seaaoQ  of  the  year,  diatauce  from  masses  of  water,  and 
configuration  of  the  land  over  which  it  lies. 

A  Bain  Gauge,  quite  good   enough  for  all  practical  if 
purposes,  can  be  purchased  for  about  half  a  guinea,  the 
glass  measure,  which  is  divided  into  y^^ths  of  an  inch, 
being  included. 

It  should  be  fixed,  by  means  of  four  or  more  woodea 
stakes,  firmly  into  the  ground,  so  that  its  summit  is  12 
inches  above  the  surface.  The  farther  removed  the  sita 
is  from  buildings  and  trees  the 
better.  It  should  always  be 
aa  far  from  a  neighbouring 
object  as  that  object  is  high. 
Snow  should  be  melted  be- 
fore it  is  measured. 

Printed  directions  for  mak- 
ing observations  generally  ac- 
company these  instruments. 
Any  information  as  to  the 
estimation  of  the  rain  is 
;,  freely  given  by  Mr.  Symona, 
'  of    Camden    Square,    London, 

rainfall  registration  in  this  country.  Forms  for  its  regis- 
tration may  be  obtained  from  Mr.  Stanford,  Charing 
Cross,  London. 

Dr.  Trench,  the  late  Medical  Officer  of  Health  for 
Liverpool,  was  strongly  impressed  with  the  belief  that 
there  is  an  inverse  ratio  between  the  rainfall  and  the 
amount  of  mortality  from  infantile  summer  diarrhoea 
If  this  Jdisease  is  dispersed,  or  rendered  less  virulent  by 
an  excessive  rainfall,  it  is  often  superseded  by  catarrhal 
and  rheumatic   affectioue,   which,  although   less    mortal. 
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Hygro- 
meters. 


Masod's 
hygro- 
meter. 


are  often  exceedingly  intractable,  and  sometimes  lead  to 
serious  results. 

The  Hygrometer, — The  amount  of  aqueous  vapour 
present  in  the  air  is  determined  by  instruments  called 
hygrometers,  of  which  there  is  a  great  variety.  Eey- 
nault's  and  Mason's  hygrometers  are  generally  preferred ; 
but,  as  the  working  of  the  former  instrument  with  ether 
and  an  aspirator  is  troublesome,  the  latter  has  almost 
entirely  supplanted  it  in  everyday  practice.  It  consists 
of  two  verified  thermometers,  fixed  side  by  side ;  the 
bulb  of  one  being  kept  always  damp  by  a  covering 
of  muslin  connected  with  a  little  reservoir  of  distilled 
water  by  means  of  a  lamp  wick.  Great  mistakes  are 
commonly  made  in  the  adjustment  of  the  muslin,  lamp 
wick,  and  water  reservoir.  I  have  seen  a  hygrometer 
in  the  observatory  of  a  Philosophical  Society  with  the 
wet  bulb  arranged  in  the  mistaken  manner  here  depicted : 


Fio.  70. 


^ 


The  Improper  Mode.  The  Proper  Mode. 

Bulbs  of  Mason's  Hygrometers. 

In  the  first  sketch  the  wet  bulb  is  smothered  in  wet 
muslin,  to  which  is  attached  a  piece  of  lamp  wick  as 
large  as  one's  little  finger,  whilst  close  below  the  bulb 
is  an  open  vessel  full  of  water.  Every  provision  would 
seem  to  be  made  here  for  producing  an  artificial  local 
dampness  of  air  around  the  bulb,  and  for  rendering  it 
simply  impossible  that  the  thermometer  should  really 
furnish  us,  by  indicating  the  temperature  of  an  evapor- 
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ating  surface,  with  the  true  hjgrometric  state  of  the  air 
in  the  neighbourhood 

The  finest  muslin,  which  generally  contains  starch, 
should  be  boiled  in  distilled  water  to  extract  it.  Lamp 
wick  should  be  boiled  in  distilled  water  and  a  little 
carbonate  of  soda  to  remove  all  grease.  The  smallest 
thread  of  lamp  wick  that  will  keep  the  muslin  per- 
manently damp  should  be  employed,  and  the  little 
reservoir  of  water  should  be  fixed  away  from  the  bulb, 
so  as  not  to  create  a  local  artificial  climate. 

The  first  drawing  represents  the  ignorant  and  care- 
less use,  and  the  second  drawing  the  intelligent  employ- 
ment, of  the  hygrometer. 

The  hygrometer  is  fixed  against  a  thin  board  that  occu- 
pies the  centre  of  the  thermometer  stand.  Like  the  other 
shade  thermometers  it  should  face  the  north.  If  the  air  is 
saturated  with  moisture  there  is  little,  if  any,  difference 
between  the  readings  of  the  dry  and  wet  bulb  thermometers. 
The  readings  of  the  wet  bulb  are,  as  a  rule,  lower  than 
those  of  the  dry  bulb  thermometer.  The  generally  accepted 
statement  that  the  greater  the  difference  between  the  dry 
and  wet  bulbs  the  less  is  the  amount  of  watery  vapour 
present  in  the  air,  requires  some  qualification. 

An  increase  of  temperature,  by  expanding  the  air, 
and  thus  separating  the  particles  farther  from  each  other, 
increases,  whilst  a  fall  of  temperature,  by  drawing  them 
closer  together,  diminishes  the  capacity  of  the  air  for 
moisture.  Air  of  a  temperature  of  57*2  dry  bulb,  and 
51  wet  bulb,  with  a  relative  humidity  of  64,  may  contain 
exactly  the  same  amount  of  vapour  in  grains  per  cubic 
foot  (3*4)  as  air  of  a  temperature  of  70*5  dry  bulb,  and 
56*8  wet  bulb,  with  a  relative  humidity  of  42.  The 
semi-diurnal  rise  of  temperature  is  more  frequently  ac- 
companied by  an  increased  capacity  of  the  air  to  absorb 
moisture  than  an  actual  increase  in  its  amount 
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The  relative  homidity  of,  or  percentage  of,  moisture  in 
the  air  is  afforded  by  reference  to  a  table  to  facilitate 
calculation.' 


One  of  the  best,  if  not  the  best,  hygrometer  for 
popular  use,  as  it  requires  no  tables  and  calculationa, 
is  one  that  was  designed  by  Mr.  Lowe  of  Boston,  U.S., 
and  is  employed  in  France.     It  is  especially  adapted 

■  The  fullest  infonuntion  oa  to  tLe  use  of  Mason's  hygrometer,  and 
tbe  caiculation  o(  tho  dew  point,  etc.,  ia  to  b«  found  in  Jamca  OUlsber'a 
Hygromctrie  Tabla,  adapted  to  the  dry  aud  wet  btilb  thermomotere. 
Third  edition.     Taylor  and  Fmncis,  Fleet  Street,  London. 

The  tables  prepared  by  William  Bone,  which  ar«  obtainable  from 
Negretti  and  Zambra,  are  alio  uKfol. 
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for  the  sick  room,  as  it  can  be  easily  managed  by  an 
intelligent  nurse  in  accordance  with  the  instructions  of 
the  physician  (fig.  71). 

It  consists  of  two  thermometers  precisely  alike,  the 
bulb  of  one  being  dry  and  the  other  kept  always  moist. 
On  the  inner  side  of  the  dry  bulb  scale  is  a  third  scale, 
on  which  two  indices  move  up  and  down.  In  the  central 
portion  of  the  lower  part  of  the  hygrometer  is  a  screw 
head  with  a  pointer  attached  to  it  By  the  help  of  the 
vertical,  oblique,  and  horizontal  lines  the  relative  humidity, 
dew  point,  and  elastic  force  of  vapour  of  the  air  may  be 
seen  at  any  moment  at  a  glance.  The  instructions  as  to 
the  mode  of  working  the  instrument  are  thus  given  in 
the  Meteorological  Magazine  of  December  1877  : — 

"(1)  Bead  the  dry  bulb  thermometer,  and  raise  theiiOwe'« 
screw  head  in  order  to  set  the  upper  index  on  the  extra  JJ,^ 
scale  at  the  dry  bulb  temperature;  (2)  read  the  wet 
bulb,  and  turn  the  screw  head  until  the  lower  index  is  at 
the  wet  bulb  temperature.  The  extremity  of  the  long 
hand  will  then  point  to  (a)  the  relative  humidity;  (b)  the 
dew  point ;  and  (c)  the  elastic  force  of  vapour,  according 
as  one  reads  the  vertical,  oblique,  or  horizontal  lines." 
The  only  objection  to  this  instrument  is  that  very  common 
one  which  has  already  been  adverted  to  in  referring  to 
Mason's  hygrometer,  as  to  the  position  of  the  reservoir  of 
water,  etc.     This  defect  can,  of  course,  be  easily  removed. 

Tke  Spectroscope. — ^Whilst  hygrometers  indicate  therhcspectro. 
degree  of  moisture  of  the  air  around  them,  the  spectroscope*^^' 
furnishes  us  with  a  means  of  roughly  estimating  that 
contained  in  the  higher  regions  of  the  atmosphere.  The 
water  lines  in  the  solar  spectrum  are  very  numerous, 
especially  in  the  red  portion.  The  principal  aggregation 
of  them  forms  what  is  known  as  the  atmospheric  zone  or 
"  rain-band,"  on  the  red  side  of  D.  In  Angstrom's  atlas 
more  than  50  lines  may  be  easily  counted  in  this  zone. 
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There  is  a  minor  rain-band  between  b  and  F,  which  he 
describes  as  "  trfes  forte  pendant  les  mois  d'^t^/'  and  which 
has  been  named  the  "  Maxwell  Hall's  Jamaica  Eain-Band." 
Pro£  J.  P.  Cooke  of  Cambridge,  Massachusetts,  U.S.,  confin- 
ing his  attention  ^  to  the  study,  by  means  of  a  powerful 
spectroscope,  respecting  the  relation  between  the  number  of 
interstitial  lines  in  the  otherwise  empty  space  bisected  by 
the  solar  Nickel  line  between  D^  and  D^  (for  D  discloses 
itself  as  a  double  line  under  a  high  power),  and  the  weight 
of  aqueous  vapour  per  cubic  foot  of  air,  found  an  augmenta- 
tion of  their  nimiber  as  the  weight  of  water  gas  increased 
from  '8 1  to  6*5  7  grs.  per  cubic  foot  Prof  Piazzi  Smyth  has 
often  counted  1 1  or  more  of  these  water  lines  in  this  space.* 
Without  diving  deeply  into  this  subject  by  the  help  of 
powerful  instruments,  we  shall  find  that  much  information 
is  aflforded  by  a  practical  acquaintance  with  a  small  waist- 
coat-pocket spectroscope,  which  enables  the  observer  to  study 
the  changes  in  the  apparent  thickness  of  the  Fraunhofer 
line  D  in  the  solar  spectrum,  and  compare  its  size  and  dis- 
tinctness with  the  unchangeable  lines  E,  6,  and  F,  on  the 
less  refrangible,  or  green  and  violet  side  of  the  spectrum. 
What  has  been  described  by  Prof.  Piazzi  Smyth  as  "the  rain- 
band"  is  the  blurred  appearance  on  the  red  side  of  D,  which 
becomes  more  or  less  distinct  in  proportion  to  the  amount 
of  moisture  in  the  air  and  to  the  probability  of  rain  falling. 
The  line  D  is  seen  by  a  small  spectroscope  to  separate 
the  red  from  the  yellow,  and  F  appears  to  be  in  a  position 
where  the  green  merges  into  the  violet  parts  of  the  spectrum. 
The  degree  of  visibility  of  the  fine  lines  in  the  green  part 
of  the  spectrum  between  D  and  E  is  also  worth  noting,  as 
when  rain  is  imminent  they  become  less  distinct  On  the 
yellow  side  of  D  are  often  to  be  seen,  especially  when  the 
sun  is  on  the  horizon, "  low  sun-bands  "  which  should  be  dis- 

^  American  Journal  of  Science,  November  1865. 
'  The  Visual  Solar  Spectrum, 
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tm 


regarded  in  rain  prediction.  The  line  D,  with  the  attached 
"  rain-band/'  may  be  compared  as  to  its  thickness  and  dis- 
tinctness with  the  Fraunhofer  lines  E,  6/  and  F,  forming  as 


Red      Itbllcw        Greert  Vtdlet 

Fio.  72. 

they  do  three  grades,  or  standards  of  comparison,  a  thickness 
equal  to  F  showing  a  large  excess  of  moisture  in  the  air.* 

^  6  is  in  reality  a  double  line,  bnt  is  seen  with  difficulty  as  such  if  a  spec- 
troscope of  very  moderate  dispersion,  like  that  recommended,  be  employed. 

'  When  the  information  afforded  by  the  spectroscope  is  supplemented 
by  that  given  by  the  thermometer,  the  probability  or  otherwise  of  the 
condensation  of  the  moisture,  in  the  form  of  rain,  hail,  or  snow,  at  or 
around  the  place  of  observation  may  be  estimated  with  some  approach  to 
precision.  Dr.  H.  R.  Mill  has  offered  to  the  public  the  following  guide, 
which  may  be  useful  to  weather  prophets.  It  refers  to  appearances  pre- 
sented by  a  small  Hilger's  spectroscope,  and  the  rules  for  prediction  are 
based  on  observations  made  at  Edinburgh. 


Thickness  and  distinctness  of  line  D. 
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gr.  h,  le.  F.  (thin  lines  distinct) 
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»»      >» 

,,       ,,     (thin  lines  indistinct) 

»t       >»           »»              If 
=  F 


gr.  F. 


Temperature. 


Prediction. 


Below  40''  F. 
„       40''  F. 
Between  40'' &  45* 
„      45"  &  60" 
Above  60" 
Below  45" 
Above  45' 
Below  60" 
Above  60" 


No  rain. 
Possibly  rain. 
Rain. 

Probably  rain. 
Probably  no  rain. 
No  rain. 

Probably  no  rain. 
No  rain. 
Probably  rain. 
Probably  no  rain. 
Rain. 
Much  rain. 


le.  signifies  less  than.  gr.  signifies  greater  than. 
Those  who  have  not  worked  at  the  spectroscope  in  connection  with 
meteorology  will  find  information  on  this  subject  in  an  article  entitled 
''Rain-band  Spectroscopy,"  by  Professor  P.  Smyth,  in  the  Transactions 
Scottish  Meteor,  Soey.^  Nos.  61-64,  and  in  The  Jiain-band  (Hilger,  1883), 
by  H.  R.  Mill,  and  also  in  A  Pita  for  the  Bain-band,  and  the  Rain-band 
Vindicated,  by  J.  R.  Capron,  published  by  Stanford  of  Charing-Cross,  1886. 


CHAPTER   XXXVI 

4. THE   DIRECTION   AND    STRENGTH    OF   THE    WIND 

The  direction  of  the  wind  is  easily  ascertained  by  noting 
the  movements  of  the  lowest  stratum  of  clouds.  The 
upper  strata  of  clouds  are  sometimes  to  be  seen  travelling 
in  an  opposite  direction  to  that  in  which  the  lower  are 
moving. 

The  strength  of  the  wind  is  estimated  by  its  velocity 
Anemo-  or  pressuTC.  Instruments  named  anemometers  are  em- 
pi^uw"^  ployed  to  register  its  velocity,  and  pressure  plates  its 
plates.       force. 

The  belief  of  meteorologists  in  anemometers  has 
suffered  a  rude  shock  by  the  investigation  made  by  the 
Eev.  Fenwick  Stow,  on  a  simultaneous  comparison  of  the 
behaviour  of  different  anemometers.^  He  discovered  that 
the  results  were  discordant,  and  that  the  indications  of 
the  only  instrument  which  comes  within  the  reach  of  the 
purses  of  most  of  us,  namely,  Robinson's  cup  anemometer, 
are  very  fallacious. 

Pressure  plates  are  open  to  several  objections,  and  are 
generally  costly  contrivances,  arranged  with  vanes,  so  as 
to  keep  the  surface  of  the  plate  always  at  right  angles  to 
the  flow  of  the  wind. 

The  cheapest  and  simplest  which  I  have  seen  is  one 

*  "On  Large  and  Small  Anemometers."  —  Quarterly  Journal  of  the 
MeUorological  Society ^  April  1872. 
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that    has    recently   been   introduced    by    Mr.    Thomas 
Stevenson,  which  can  be  obtained  for  248.^ 

A  is  a  wood  box,  f  inch  thick,  attached  to  the  top  of 
a  stake  fixed  in  the  ground,  which  turns  with  the  wind 
on  a  vertical  axis. 


Fio.  73. 


&  is  a  small  disc,  fixed  on  a  light  brass  tube,  ^  inch  in 
diameter,  which  rests  on  two  brass  rollers. 

B  is  a  larger  disc,  fixed  on  a  light  brass  tube,  ^  inch 
in  diameter,  which  rests  on  two  brass  rollers. 

When  acted  on  by  the  wind  the  brass  spring  S  is 
lengthened,  the  maximum  elongation  being  recorded  by  a 
fine  thread  attached  to  the  rod,  which  is  pulled  through 
a  small  hole  in  a  brass  plate  (t)  fixed  to  the  side  of  the 
box.  The  rods  are  graduated  by  weights,  each  division 
corresponding  to  the  elongation  of  the  spring,  due  to  a 
weight  of  1  ounce. 

"To  ascertain  the  maximum  elongation  that  has 
taken  place  in  the  observer's  absence,  press  the  thread 
against  t,  then  push  in  the  disc  until  the  part  of  the 
thread  which  had  been  drawn  through  the  hole  in  ^  is 
again  drawn  'taut,*  and  read  oflf  the  result  from  the 
graduated  tube." 

^  SeoUish  Meteoroloffical  Journal,  July  1874-July  1875,  p.  266. 
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Pressare  in  lbs.  per  sq.  ft. 

Remtrks. 

July  3 
4 

5 

2^54 
7^50 

3-44 

Stormy  winds  with  sudden 
gusts. 

7 

1^05 

8 

•80 

31 

•62 

Aug.  1 
2 

1-54 
12^00 

"Weather  described  in  news- 

paper  as  a  heavy  gale. 

When  the  disc  is  6  inches,  the  factor  for  reducing  the  divisions 

(due  to  pressure  of  1  oz.),  to  the  stand- 
ard of  lbs.  to  the  sq.  ft.  is         .     '318 
Do.  3  do.  do.  .   1^273 

Do.  1^  do.  do.  .     5^09 

This  variety  of  pressure  gauge  has  been  constructed  for 
storm  stations  with  one  disc  of  3  inches  diameter,  and  the 
other  1^  inch,  but  admitting  of  a  6 -inch  one  being  put 
on  at  any  time  when  the  winds  are  light. 

One  great  objection  to  these,  as  to  abnost  all  other 

wind-pressure    plates,   is,    that   they   only   move    in    a 

horizontal  line.      Supposing  the  wind  to  descend  upon 

them,  or  ascend  towards  them,  in  sudden  gusts,  they  do 

not  feel  and  therefore  cannot  register  its  force. 

Table  for  I  havc  bccn  in  the  habit  of  employing  the  accom- 

m!!toofforceP^^y^8  table  (extracted  from  Buchan's  Meteorology)  for 

of  wind,      many  years,  and  think  it  can  hardly  be  improved  upon  as 

a  guide  to  the  formation  of  a  rough  estimate.     The  scale 

is  0  to  6,  0  representing  a  calm,  and  6  a  hurricane, — 

a  violence  of  wind  which  is  unknown  in  this  oountry. 


THE   DIRECTION   AND   STRENGTH   OF   THE   WIND     433 


So 


0  0 
0-1 

0-5 
1-0 
1-5 
2-0 
2-5 


0  U 
9   4) 


0  00 
0-01 

0-25 
1-00 
2-25 
4-00 
6-26 


> 


0  0 
1-4 

7-1 
14-1 
21-2 
28-3 
35-4 


Popular 
Designation. 


Calm. 
Lightest 
breath  of  air. 
Very  li^ht  air. 
Light  air. 
Light  breeze. 

Fresh 


} 


ti 


3-0 
3-6 
4-0 
4-5 

5-0 

6-5 
6  0 


i 
gsr 

S  ^< 
it 


9-00 
12-25 
16-00 
20-25 

25  00 

30-25 
36  00 


S 


So 


> 


42-4 
49-5 
66-6 
63-6 

70-7 

77-8 
84-8 


Popular 
Designation. 


Very  fresh. 

Blowing 
hard. 

lowing  a 

gale. 
Violent  gale. 
Hurricane. 


2  F 


CHAPTEE    XXXVII 

5. THE   ELECTKICAL   STATE   OF   THE   AIR 

This  subject  may  be  discussed  under  two  heads: — (1) 
As  to  the  mode  of  collecting  atmospheric  electricity  ;  (2) 
As  to  the  mode  of  determining  its  kind,  whether  positive 
or  negative,  and  its  tension. 
Mode  of  ( 1 )  Mode  of  collecting  atmospheric  electricity.    Various 

contrivances  have  been  employed — such  as  an  insulated 
metal  point ;  a  kite ;  a  pole,  with  an  insulated  pointed 
wire,  or  bundle  of  copper  wires,  or  conducting  ball  on  its 
summit,  connected  by  an  insulated  wire  with  an  electro- 
meter; a  rod  with  a  burning  fuse  or  match;  a  copper 
tube,  with  an  oil  lamp  always  burning  attached  to  its 
extremity;  an  insulated  can  of  water,  with  a  fine  dis- 
charging tube,  dropping  minute  quantities  of  water 
through  the  air;^  balloons  with  wire  coverings;^  a 
spirit  lamp  on  an  insulated  stand ;  a  gas  jet,  so 
constructed  that  it  cannot  be  extinguished  by  the 
wind ;  etc.  etc. 

The  insulated  can  of  water  is,  of  course,  useless  in 
frosty  weather,  and  troublesome  when  it  is  desired  to 
make  observations  at  different  places;  otherwise  the 
water  dropper  is  a  most  convenient  apparatus. 

^  A  description  of  this  may  be  found  in  Deschanel's  NcUural  Philosophy, 
by  Professor  Everett,  part  iii.  p.  604. 

*  Nouvcau  Proc6d6  j>our  Mudier  Vl^etriciU  Atmosph^riqtu,  by  M, 
Monnet.     Published  by  the  Societe  des  Sciences  Industrielles  de  Lyon. 
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Sir  Wm.  Thompson  employs  for  traveUing,  in  connection 
with  his  portable  electrometer,  blotting  paper  steeped  in  a 
solution  of  nitrate  of  lead,  dried,  and  rolled  into  matches, 
which  are  attached  to  a  brass  rod  projecting  from  the 
instrument. 

(2)  Mode  of  determining  its  kind,  whether  positive  Determina- 
or  negative,  and  its  tension.  kind  and 

The  electrical  condition  of  the  air  has  been  most*«"*o»^ 
frequently  determined  in  the  past  by  the  employment  of 
an  electrometer,  which  is  figured  in  almost  every  meteoro- 
logical work  and  catalogue  of  instruments.  It  therefore 
needs  no  description,  beyond  stating  that  its  essential 
parts  are  gold  leaves  and  a  brass  rod  2  feet  long,  with 
a  lighted  fusee  composed  of  nitrate  of  lead  to  collect  the 
electricity.  As  a  glass  rod,  when  rubbed,  produces 
positive,  and  a  stick  of  sealing-wax,  when  thus  treated, 
negative  electricity,  and  as  all  bodies  similarly  electrified 
repel  each  other,  whilst  those  oppositely  electrified  attract 
one  another,  the  custom  has  been  in  employing  this 
instrument  to  apply  the  excited  sticks  in  turn,  in 
order  to  ascertain  the  kind  of  electricity  with  which 
the  gold  leaves  diverga  It  will  indicate  the  pres- 
ence of  the  electric  fluid  on  almost  any  fine  night, 
and  will  show  by  the  aid  of  the  rod  of  glass  or 
wax  the  positive  or  negative  character  of  it,  but  the 
intensity  of  the  same  is  not  referable  to  any  accurate 
scale. 

It  is  now  almost  abandoned  for  investigations  as  to 
the  electrical  condition  of  the  atmosphere.  The  only 
instruments  with  which  I  am  acquainted  that  are  of  any 
service  in  these  delicate  investigations  as  to  the  nature 
and  tension  of  atmospheric  electricity  are  Sir  William 
Thompson's  portable  electrometer,^  Messrs.  Elliott  and 
Co.'s  modification  of  Thompson's  quadrant  electrometer, 

^  Obtainable  in  this  country  from  James  White  of  Glasgow. 
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Peltier'selectrometer/  Lamont'selectrometer.and  Palmieri's 
electrometer.  Thompson's  portable  electrometer  is  easily 
managed,  but  if  it  ia  once  out  of  order,  or  has  been 
neglected,  is  almost  hopelessly  ruined.  Its  price  is 
£10:108.     Elliott  and  Co. 'a  modification  of  Thompson's 


ntTfafrr^ninpinit  CiUntrr 


A.  The  Bcedle  wjth  minor,  a  Tha  LeTdni  Ju.  G.  Electrode  I 
with  body  Co  be  Mted.  C.  Electrode  In  GonnecliDii  with  the  ewth.  D.  Copper  TsMtl 
canUlDlDg  weter.  E  Bnu  pipe,  «IUi  tap,  tapered  to  dliebirgliig  orlflc*.  F.  Olui 
■tun.  Q  0.  Fumlee  molateDed  with  eolphulo  *eld.  H  B.  Bna  cue  Uoed  wtlk 
gutta-perchi.    11.  Section  ot  wall. 

quadrant  electrometer  is  not  at  all  portable,  but  is  cheaper, 
being  £5  :  Ss.  It  requires  a  collector  which,  if  an  insulated 
can  of  water,  costs  an  extra  three  guineas.  Some  excellent 
drawings  of  the  former  or  the  portable  instrument  are  to 
be  found  in  NoacCa  Stvdenttl  Ttxt-Book  of  Elatridty, 
pages  466  and  467,  and  in  Deeehane^s  Natural  Philosophy, 
by  Professor  Everett,  part  iii  page  593.  The  latter  has 
nowhere,  to  my  knowledge,  in  conjunction  with  the  in- 


THE   ELECTRICAL   STATE   OF   THE   AIB  437 

sulated  can  of  water  collector,  been  delineated.  Peltier's 
electrometer  has  been  employed  for  more  than  thirty  years 
at  Brussels  by  M.  Quetelet,  and  is  described  in  the 
Anniuiire  MA&yrologiqive  de  France,  1850,  page  181. 
Palmieri's  electrometer  is  hardly  known  in  this  country, 
but  is  valued  in  Italy,  Austria,  and  France.  M.  Branly's 
modification  of  Thompson's  electrometer  is  also  employed 
by  the  French. 

The  Medical  Officer  of  Health  who  contemplates  making 
a  special  study  of  this  subject — and  it  affords  in  relation 
to  health  and  disease  a  boundless  field  for  research,  which 
has  up  to  the  present  time  been  scarcely  cultivated — would 
do  well  to  acquire  a  practical  familiarity  with  the  principal 
electroscopes,  electrometers,  and  distinguishers  that  have 
been  at  various  times  in  use.  He  will  find  the  works  of 
Saussure  and  Schiibler,  of  Quetelet,^  Lament,^  Duprez, 
Thompson's  reprint  of  papers  on  electrostatics  and 
magnetism,  and  the  bulletins  of  the  Observatories  of  Kew 
and  Greenwich,  of  service.  They  contain  records  of  the 
annual,  seasonal,  monthly,  and  diurnal  changes  in  the 
electrical  condition  of  the  atmosphere  of  great  value.  A 
comparison  between  the  monthly  electrical  observations 
at  different  observatories  in  relation  to  the  development  of 
atmospheric  ozone  is  to  be  found  in  Ozone  and  Antozane, 
page  67,  etc.  M.  Mascart's  Traits  de  Vmedridti  is  a 
book  which  will  be  also  found  useful  by  the  student 

The  quality  of  the  electricity  present  in  the  air  is 
ascertained  by  observing  the  attraction  or  repulsion  of 
the  needle.  If  the  jar  is  charged  positively,  the  needle 
will  be  repelled  when  a  positive  charge  is  in  the  air,  and 

^  *'  Observations  des  Ph^nom^nes  P^riodiqnes,'*  extracted  from  Mimoirea 
de  VAcadimie  Eoyal  de  Belgique^  vol.  xzix. 

'  "Entnommen  aus  dem  Jahrcsberichte  der  Miinclmer  Stemwartc, 
p.  72,  und  aus  dem  vii.  Bande  der  Annalen  der  K.  Sternwarte  zu 
Bogenhaasen  bei  Miinchen." 


^ 
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attracted  by  a  negative  charge.     It  is  not  easy  to  charge 
the  jar  exactly  to  the  same  potential 

To  obtain  accurate  quantitative  results  from  exami- 
nations of  the  electrical  condition  of  the  air  requires  some 
practice  and  skill 

The  insulated  cans  are  constructed  so  as  to  run  for 
twenty-four  hours.  It  should  be  remembered  that  the 
proximity  of  houses,  trees,  etc.,  will  influence  the  readings 
of  the  electrometer  very  much  indeed. 

Medical  officers  of  health  might  very  fairly  be  excused 
from  attempting  to  deal  with  a  subject  which  is  confessedly 
a  very  difi&cult  one,  seeing  that  the  officials  at  the  Kew 
Observatory  are  continually  in  trouble  with  their  at- 
mospheric electrical  apparatus,  were  it  not  that  health 
officers  are  morally,  if  not  legally,  bound  to  neglect  the 
study  of  no  influence  which  is  likely  to  afifect  the  public 
health. 

Some  one  has  said  very  truly  that  a  man  must  be  a 
brave  one  indeed  who  ventured  in  the  present  day  to 
attribute  any  morbid  or  incomprehensible  action  to 
electrical  influence,  as  the  whole  subject  of  electricity  has 
suffered  so  much  from  the  hands  of  the  teachers  of  popular 
science.  Just  as  the  old-fashioned  medical  man  ascribes 
all  obscure  affections  to  that  much-abused  viscus,  the  liver, 
so  every  phenomenon  which  could  not  be  readily  explained 
has  in  the  past  been  attributed  to  electricity,  and  its  first 
eousin,  magnetism.  The  observations  made  at  the  Kew 
Observatory  tend  to  show  that  the  atmosphere  always 
contains  free  electricity,  which  is  positive  in  far  the  great 
majority  of  cases  at  a  certain  height  above  the  ground 
(at  5  feet  on  flat  ground).  Out  of  10,500  observations 
made  during  the  years  1845-1847,  only  364  showed 
the  presence  of  negative  electricity.  In  damp  or  rainy 
weather  it  is  occasionally  negative.  The  lowest  stratum 
of  air  close  to  the  earth's  surface  generally  furnishes 
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negative  electricity.  Quetelet,  who  carried  out  a  series 
of  observations  at  the  Observatory  of  Brussels  from  1844 
to  1848,  only  observed  the  electricity  to  be  negative 
twenty-three  times,  and  these  exceptional  indications 
either  preceded  or  followed  rain  and  storms.  Beccaria 
recorded  a  n^ative  state  of  the  atmosphere  only  six  times 
during  a  period  of  fifteen  years.  It  has  always  been 
accepted  as  an  article  of  belief  that  positive  electricity, 
like  ozone,  is  never  to  be  found  in  a  dwelling-house. 
We  now  know  that  both  can  be  detected  in  rooms, 
although  the  latter  is  soon  used  up,  unless  the  windows 
are  open,  or  some  efficient  system  of  ventilation  exists. 
Sir  William  Thompson,  by  means  of  his  delicate  instru- 
ments, has  shown  that  either  positive  or  negative  electri- 
city may  be  carried  even  through  narrow  passages  from 
one  room  to  another  by  air. 

M.  Palmieri,  of  the  Vesuvian  Observatory,  has  re- 
cently made  some  interesting  experiments  showing  that 
when  steam  is  condensed  by  cold,  negative  electricity  is 
developed;  but  that  positive  electricity  is  manifested 
when  evaporation  takes  place. 

Registration  of  Meteorological  Observations. 

There  is  a  great  variety  of  registers  for  recording  Regittrmti<m 
meteorological  phenomena,  but  they  do  not  teach  the  eje^^^^ 
much,  unless  arranged  in  the  form  of  curves.  Perhaps 
the  most  useful  is  that  represented  at  the  end  of  Ozone 
and  Antozone,  or  the  meteorological  diagram  of  observations 
made  at  the  Kew  Observatory,  which  appears  in  the 
Times  once  a  week. 
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manufactured  at  chemical  works: — are  all  facts  which 
are  now  pretty  well  known  to  the  public,  who  have  the 
remedy  in  their  own  hands,  in  the  shape  of  "  The  Sale  of 
Food  and  Drugs  Act"  of  1875,  and  as  amended  in 
1879. 

As  none  of  these  articles  are  necessaries  of  life,  the 
detection  of  their  firaudulent  manipulation  does  not  fall 
within  the  scope  of  the  duties  of  the  Medical  OflBcer  of 
Health  as  laid  down  by  law,  and  will  not  therefore  be 
dealt  with  in  this  work. 

It  is  as  difficult  to  propound  any  exact  definitions  of 
wholesome  and  unwholesome  food,  as  to  draw  a  boundary 
line  between  the  animal  and  vegetable  kingdoms,  for  there 
is  an  almost  insensible  gradation  of  one  into  the  other. 
Game,  venison,  and  mutton  which  have  been  hung  for  a 
short  time  are  more  digestible  than  if  eaten  fresh.  Cheese 
which  is  of  a  certain  age  is  more  palatable  than  when  it 
is  very  new.  Chinamen  are  said  to  swallow  stale  in 
preference  to  fresh  eggs.  The  Esquimaux  eat  putrid 
blubber.  Oysters  acquire  a  flavour  when  stale,  which 
renders  them  more  appetizing  to  the  gourmand  than 
when  fresL  But  as  a  general  rule,  to  which  there  are 
some  few  exceptions,  it  may  be  said  that  freshness  is 
allied  to  wholesomeness,  and  staleness  to  unwholesome- 
ness  in  the  matter  of  food. 

Allied  to  the  great  question  as  to  the  purity  of  food 
lies  the  extensive  one : — (1)  as  to  the  proportion  which 
the  amount  of  flesh-forming,  heat-giving,  and  saline 
ingredients  bear  to  the  health  of  individuals  of  different 
ages  and  circumstances  of  life;  (2)  as  to  the  amount 
necessary  to  maintain  healthy  life  in  our  prisons,  lunatic 
asylums,  pauper  schools,  workhouses,  and  reformatoriea 

caramel,  talc,  plambago,  vermicelli,  semolina  powder,  bean  dust,  carrots, 
bread  crasts,  acorns,  sawdust,  red  ochre,  brick  dust,  ashes,  mahogany 
shayings,  vegetable  earth,  and  sand. 
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It  appears  that  in  some  of  the  Cambridge  Sanitary 
Science  Examinations  questions  on  these  subjects  have 
been  introduced  As  the  Medical  Officer  of  Health  is 
inconsistently  (vide  1st  Duty,  page  4)  excluded  from  the 
medical  supervision  of  Public  Institutions,  even  from  the 
Hospital  for  Infectious  Diseases,  this  branch  of  the  food 
question  must  be  omitted  from  this  handbook. 


CHAPTER   XXXIX 

INSPECTION   AND   EXAMINATION    OF   ANY   ANIMAL 
INTENDED    FOR   THE   FOOD    OF   MAN 

# 

study  of  the  The  possession  by  the  Medical  Officer  of  Health  of  some 
ard^au.^  knowledge  of  the  diseases  of  animals  is  of  great  value  to 
him,  not  only  in  guiding  him  in  the  formation  of  an 
opinion  wliich  may  be  required  of  him  as  to  the  whole- 
someness  of  their  flesh  for  food,  but  as  opening  out  to 
him  a  field  which  has  hitherto  been  barely  worked, 
to  the  relation  between  certain  diseases  of  man  and  tho 
of  his  humble  associates.  Tlie  writings  of  Gamg 
Fleming,  and  Williams  will  be  found  to  be  of  great 
service  to  those  who  are  engaged  in  the  study  of 
veterinary  medicina  It  is  wise  to  take  every  oppor- 
tunity that  offers  of  making  oneself  conversant  with  the 
diseases  of  animals,  and  of  encouraging  the  performance 
of  post-mortems  in  all  doubtful  cases.  During  my 
studies,  cases  of  cattle  plague,  pleuro-pneumonia,  typhoid 
fever  in  pigs,  foot-and-mouth  disease,  splenic  apoplexy 
and  other  forms  of  anthrax,  glanders,  fever  of  a  puerperal 
description  following  parturition,  ringworm,  hydrophobia, 
distemper,  etc.  etc.,  have  come  under  my  notice.  It  is 
only  for  the  Medical  OflBcer  of  Health  to  look  out  for 
samples  of  these  maladies,  and  many  chances  will  present 
themselves  in  rural  districts  of  making  a  practical  ac- 
quaintance with  them. 

The  diseases  of  live  stock  in  their  relation  to  public 
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supplies  of  meat  may  be  summarized  in  the  following 
manner:^ — 

1.  CoTvtagixms  Feoers, 

2.  Anthracic  and  Anthracoid  Diseases. 

3.  Parasitic  Diseases, 

1.  Contagious  Fevers. 

(a)  Epidemic  pleuro- pneumonia,  or  lung  fever, 

principally  found  in  homed  cattla 
(6)  Aphthous  fever,  or  foot-and-mouth  disease 

(murrain),  which  affects  homed  cattle,  sheep, 

and  swine, 
(c)  Smallpox  of  sheep  (Variola  ovina). 
{d)  Cattle    plague    (Einderpest,    Typhus    Con 

tagiosus). 

2.  Anthracic    and    Anthracoid    Diseases  =  milz 
BRAND  of  German  pathologists. 

They  prevail  as  epidemic  diseases  localized  in  par- 
ticular sections  of  the  country,  «uid  are  known  as — 

(a)  Splenic  fever,  or  apoplexy  of  homed  cattle 

and  sheep. 
(6)  The  braxy  of  sheep = splenic  apoplexy. 

(c)  The  black  quarter,  or  black  leg,  of  homed 

cattle  and  sheep. 

(d)  The  gloss  anthrax,  or  tongue  carbuncle,  of 

almost  exclusively  homed  cattle. 

(e)  The  forms  of  anthrax  which  affect  the  mouth, 

pharynx,  and  neck  in  swine. 
(/)  The  apoplexy  of  swine  and  their  so-called 

blue-sickness,  or  hog-cholera. 
(g)  The  parturition  fever  of  cows,  etc. 

1  Vidt  Public  Health  Report  of  Medical  Officer  of  Privy  Council.    No. 
6.     1862. 
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3.  The  Parasitic  Diseases,  such  as — 

"  Measles "  of  the  pig ;  the  various,  chiefly 
visceral,  diseases  of  stock  which  depend  on 
larvse  of  the  taenia  marginata  and  taenia 
echinococcus ;  the  "rot"  of  sheep;  the 
lung  disease  in  calves  and  lambs ;  and  the 
easily  overlooked,  but  highly  important, 
disease  of  swine,  which  consists  of  an  in- 
festation of  their  muscular  system  by  the 
minute  immature  forms  of  the  "  trichina." 


CHAPTER   XL 

INSPECTION  AND  EXAMINATION  OF  CARCASES  OF  ANIMALS, 
MEAT  AND  FLESH  EXPOSED  FOR  SALE,  OR  DEPOSITED 
FOR  THE  PURPOSE  OF  SALE,  OR  OF  PREPARATION  FOR 
SALE,  AND  INTENDED  FOR  THE  FOOD  OF  MAN 

This  section  of  the  duties  of  the  Medical  Officer  of  Health 
as  to  food  would  seem  to  rank  first  in  importance,  and  to 
comprehend  a  consideration  of  the  suitability  not  only  of 
the  beef,  mutton,  lamb,  veal,  and  pork  that  may  be  pre- 
pared for  the  food  of  the  whole  community,  but  the 
wholesomeness  of  those  kinds  of  animal  food  which  are 
employed  by  certain  special  classes  of  the  people,  such  as 
game,  poultry,  and  fish. 

Mr.  John  Gamgee  expresses  his  belief  that  as  much 
as  one-fifth  part  of  the  common  meat  of  the  country — 
beef,  veal,  mutton,  lamb,  and  pork — comes  from  animals 
which  are  considerably  diseased. 

Mr.  Simon,  in  the  report  already  alluded  to,  gives  the 
following  digest  of  Mr.  J.  Gramgee's  investigations,  made 
at  the  request  of  the  Grovernment : — 

"Horned  cattle  affected  with  pleuro-pneumonia  are 
much  ofbener  than  not  slaughtered  on  account  of  the 
disease,  and  when  slaughtered  are  commonly  (except  their 
lungs)  eaten,  and  this  even  though  the  lung  disease  has 
made  such  progress  as  notably  to  taint  the  carcase ;  that 
animals  affected  with  foot-and-mouth  disease  are  not  often 

2  a 
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slaughtered  on  account  of  it,  but,  if  slaughtered,  are 
uniformly  eaten ;  that  animals  affected  with  anthracic 
and  anthracoid  diseases,  especially  swine  and  horned 
cattle,  are  (except  their  gangrenous  parts)  very  extensively 
eaten ;  that  the  presence  of  parasites  in  the  flesh  of  an 
animal  never  influences  the  owner  against  selling  it  for 
food ;  that  carcases  too  obviously  ill-conditioned  for  ex- 
posure in  the  butcher's  shop  are  abundantly  sent  to  the 
sausage-makers,  or  sometimes  pickled  and  dried ;  that 
specially  diseased  organs  will  often,  perhaps  commonly,  be 
thrown  aside,  but  that  some  sausage-makers  will  utilize 
even  the  most  diseased  organs  which  can  be  furnished 
them ;  that  the  principal  alternative,  on  a  large  scale,  to 
the  above  -  described  human  consumption  of  diseased 
carcases  is  that,  in  connection  with  some  slaughtering 
establishments,  swine  (destined  themselves  presently  to 
become  human  food)  are  habitually  fed  on  the  offal  and 
scavenage  of  the  shambles,  and  devour,  often  raw  and 
with  other  abominable  filth,  such  diseased  organs  as  are 
below  the  sausage-maker's  standard  of  usefulness." 

Characters  of  Good  and  Bad  Meat, 

The  appearance  and  odour  of  good  fresh  meat  is  known 
to  most  people.  The  Medical  Officer  of  Health,  however, 
should  possess  a  critical  knowledge  which  may  enable  him 
to  guide  a  sanitary  authority  in  cases  of  doubt,  where, 
from  disease  or  otherwise,  the  ordinary  characters  of  good 
meat  are  partially  absent,  or  attended  by  some  irregularity. 
The  muscle  of  young  animals  is  pale  and  moist,  and  that 
of  old  ones  is  dark-coloured.  A  deep  purple  tint  is 
suggestive  that  the  animal  has  not  been  slaughtered,  or 
has  been  slaughtered  in  a  dying  state,  or  has  suffered 
from  some  fever. 

The  characters  of  good  and  bad  meat  are  generally 
thus  laid  down. 
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Good — Firm  and  elastic  to  touch;  marbled  appear- Ooon. 
ance;  should  scarcely  moisten  the  finger;  no  odour, 
beyond  that  peculiar  to  fresh  meat,  which  every  one 
knows;  upon  standing,  a  small  quantity  of  a  reddish 
juice  oozes  from  it,  and  it  becomes  dry  upon  the  surface ; 
marrow  of  bones  is  of  a  light  red  colour. 

Bad, — ^Wet;  sodden;  flabby;  purulent  fluid  in  inter- a^L 
muscular  cellular  tissue;   M  resembling  jelly,   or  wet 
parchment,  or  exhibiting  haemorrhagic  spots ;    sickly  or 
putrefactive  odour ;  on  standing  it  becomes  wet ;  marrow 
of  bones  of  a  brownish  colour,  sometimes  with  black  spots. 

It  should  be  remembered  that  meat  may  not  reach 
the  standard  of  good  meat  and  yet  be  perfectly  wholesome, 
so  difScult  is  it  to  lay  down  rules  to  which  there  shall  be 
no  exceptions ;  for  example,  a  perfectly  fresh  leg  of  mutton 
is  tough  and  by  no  means  pleasant  eating.  If  kept  until 
it  begins  to  lose  some  of  the  characters  above  enumerated 
as  indicating  good  meat,  which  may  be  a  long  time  if  the 
weather  be  cold,  and  especially  if  the  air  be  dry,  it  is 
tender  and  digestible.  If  an  opinion  cannot  readily  be 
formed,  the  lungs  and  their  coverings,  the  liver,  brain,  and 
other  viscera  of  the  suspected  animal  should  be  carefully 
examined  Signs  of  inflammation  are  to  be  found  in  the 
lungs  and  pleura ;  hydatids  may  be  present  in  the  brain 
and  liver.  The  condition  of  the  mouth,  stomach,  and 
intestines  should  be  examined,  if  there  is  a  probability  of 
rinderpest,  and  that  of  the  feet,  teats,  and  mouth  when 
there  is  a  suspicion  of  aphthous  fever. 

There  never  can  be  any  doubt  as  to  the  propriety  of 
condemning  meat  that  has  become  putrid,  for  it  produces 
violent  gastro-iutestinal  disturbance,  until  the  offending 
matter  has  been  removed  either  by  vomiting  or  purging. 
Numerous  cases  are  to  be  found  in  medical  records  of 
fatal  results  following  the  ingestion  of  animal  substances 
in  a  state  of  advanced  putrefaction.     Certain  kinds  of 
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meat  which  will  not  "  keep  "  well  readily  undergo  some 
change  which  results  in  the  formation  of  a  poison  that 
will  produce  violent  gastro-intestinal  disturbance.  Veal 
in  the  form  of  a  pie,  if  placed  aside  in  a  warm  cupboard, 
will  often  when  consumed  produce  such  unpleasant  effects. 
If,  on  cutting  a  cold  veal  pie,  the  jelly  is  found  to  be  in  a 
fluid  state  it  is  wise  to  avoid  it 

Certain  damaged  meat,  such  as  mouldy  veal,  musty 
bacon,  decaying  mutton,  sausages,  bacon,^  pork  pies,  brawn,* 
potted  meats ^  in  a  state  of  incipient  putrefaction,  cheese, 
eta,  have  acted  like  irritant  poisons,  producing  great 
nervous  depression  and  collapse.  It  has  been  supposed 
that  these  defects  are  owing  to  the  formation  of  a  rancid 
fatty  acid,  or  a  poisonous  organic  alkaloid,  or  to  the 
development  of  a  fungus,  termed  Sarcina  botulhia. 

The  smell,  appearance  to  the  naked  eye  and  under  the 
microscope,  will  readily  reveal  the  condition  of  meat  in 
this  state. 

The  detection  of  decomposition  in  sausages  is  found  to 
be  more  difficult     It  has  been  recommended  to  mix  the 
sausage  with  water,  to  boil  and  add  freshly-prepared  lime- 
water,  when  an  ofiFensive  odour  will  be  evolved  if  the 
sausages  are   unwholesome.     The  existence  of  an  acid 
reaction  to   litmus  paper,  an  unpleasant  odour  and  a 
nauseous  taste,  are  signs  of  their  unfitness  for  human 
food. 
Acid,  aika-        Ecaction  wUh  Litmus  Paper, — Good  meat  is  acid,  and 
ncutrmi?     therefore  turns  blue  litmus  paper  to  a  red  colour.     Bad 
meat  is  alkaline  or  neutral,  and  accordingly  changes  red 
litmus  paper  to  a  blue  colour,  or  neither  the  blue  nor  red 
litmus  paper  are  altered  by  it. 
!>««"?«  of  Degree  of  Hesistance  of  various  parts  when  pressed. — 

1  Medical  Times,  March  7,  1845. 
'  British  Medical  Journal,  May  10  and  17,  1873. 
^ '  Medical  Times  and  Oaaette,  August  5,  1854. 
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Plunge  a  long  clean  knife  into  the  flesh.  In  good  meat 
the  resistance  is  uniform ;  in  bad  meat  some  parts  are 
softer  than  others. 

Smdl  of  Meat. — The  knife  after  removal  should  besmeii. 
smelt  If  the  meat  is  chopped  up  into  small  portions 
and  some  hot  water  thrown  on  it,  its  odour  can  be  readily 
determined.  An  unpleasant  odour  indicates  disease,  or 
incipient  putrefactive  changes.  Meat  which  has  a  smell 
of  physic  is  generally  condemned. 

Loss  of  Weight  in  drying  at  212''  F, — Good  meat,  if  Amount  of 
dried  for  some  hours  on  a  water  bath,  will  not  lose  more 
than  70  to  74  per  cent  of  its  weight 

Bad  meat  will  often  lose  80  per  cent  {Vide  Pre- 
cautions to  be  adopted  in  estimating  loss  of  moisture,  on 
page  496). 

If  there  is  any  reason  to  think  that  an  animal,  the 
meat  of  which  is  svh  judice,  has  been  drugged,  although 
the  appearance  and  smell  of  the  meat  are  unobjectionable, 
it  is  sometimes  necessary  to  cook  and  taste  it,  for  the  fat 
of  a  drugged  animal,  after  cooking,  has  often  a  peculiar 
bitter  taste.  Such  drugged  meat  sometimes  creates  illness. 
As  to  the  meat  of  an  animal  respecting  which  there  is 
any  suspicion  of  poisoning  by  arsenic,  antimony,  or 
strychnine,  a  rough  and  ready  test  is  the  physiological 
one  of  gi\4ng  a  portion  of  the  meat  to  a  cat  or  dog,  or  to 
the  butcher  who  is  selling  it,  and  to  note  if  symptoms  of 
poisoning  are  produced,  and  if  so,  the  exact  nature  of  the 
symptoms,  for  each  of  those  poisons  produces  characteristic 
effects,  which  are  fully  laid  down  in  all  books  on  toxi- 
cology. Such  cases  of  poisoning  of  meat  are  rare.  Mr. 
Gamgee  reports  one^  in  which  an  animal  had  been  ex- 
cessively drugged  with  tartar  emetic  (about  Jij-)  Of  321 
persons  who  ate  of  the  flesh,  107  sufiTered  from  violent 

»   Fifth  Report  of  Medical  Officer  of  Privy  Council,  1862. 
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gastro-intestinal  disturbance,  one  case  proving  fatal 
Antimony  was  chemically  found,  both  in  the  flesh  of  the 
OX  and  in  the  interior  of  the  individual  who  died.  Doses 
of  the  flesh,  which  were  given  experimentally  to  animals, 
produced  signs  of  poisoning. 

Tlie  following  analyses  of  Letheby  and  Banke  may 
prove  interesting : — 


• 

Beef. 

Yeal. 

Mutton. 

Fat 
Pbrk. 

Roast  Meat. 

No  dripping 

lost. 

Lean. 

Fat 

Lean. 

Fkt. 

Nitrogenous 
matter    . 
Fat     . 

Saline  matter 
Water 

19-3 
3-6 
5  1 

72  0 

14-8 

29-8 

4-4 

610 

16-8 

16-8 

4-7 

68-0 

18-3 
4-9 

4-8 
72-0 

12-4 

3M 

3-5 

53-0 

9-8 
48*9 

2-3 
89-0 

27-6 
15-45 
2  05 
54*00 

Hie  PrevcUerU  Diseases  of  Stock  in  relation  to  the  supply  of 

Meat  for  Human  Food, 

Theoretically,  the  meat  of  the  healthiest  animals  that 
have  been  slaughtered  is  alone  fit  for  the  food  of  man. 

Practically,  meat  that  has  been  obtained  from  sickly 
and  even  diseased  animals  has  been  eaten  with  impunity, 
and  no  proof  has  been  afforded  that  such  meat  has 
always  been  injurious  to  health,  although  abundant 
evidence  is  on  record  which  shows  the  occasional  evil 
results  of  its  consumption. 

To  understand  this  fact,  which  has  been  deemed 
incomprehensible,  it  is  necessary  to  make  a  distinction 
between  the  diseases  from  which  our  stock  suffers,  and 
between  the  meat  furnished  by  animals  at  different  stages 
of  these  diseases. 

!•  Contagious  Fevers. 

pienpo-  The    Fpidemic    Pleuro-Pneumonia    of    Cattle    is    an 

Pneumonia.  inf^^JQug    disease,  the   poison   of  which   is    eliminated 


>■>>  -viui  ^\    *  m- 
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through  the  lungs.  The  appearance  of  the  lungs  and 
pleura  is  similar  to  that  presented  in  a  post-mortem  of 
pleuro-pneimionia  in  the  human  subject,  with  which  every 
medical  man  is  acquainted.  The  divergence  of  opinion 
that  has  prevailed  in  tlie  medical  profession  as  to  what  is 
and  what  is  not  wholesome  meat,  has  expressed  itself 
chiefly  in  connection  with  the  flesh  of  pleuro-pneumonic 
cattla  Some  would  condemn  meat  that  exhibited 
evidence  of  perverted  nutrition  far  short  indeed  of  actual 
disease,  whilst  others  would  allow  unsound  meat  to  be 
eaten  unless  it  exhibited  such  signs  of  disease  as  to  excite 
disgust  in  the  consumer.  These  are  the  two  extremes  of 
opinion,  and  both  parties  have  much  to  urge  in  support 
of  their  opposite  views.  These  unfortunate  differences 
have  led  to  great  variations  in  practice,  meat  in  precisely 
the  same  condition  being  confiscated  in  one  part  of 
London,  for  example,  which  is  permitted  to  be  eaten  in 
another  part  They  have  led  also  cattle-dealers,  farriers, 
and  other  interested  individuals,  to  rebel  against  the 
opinion  of  scientific  medical  officers  of  health,  of  which 
we  had  an  instance  some  years  ago  in  Dublin. 

In  September  1877  the  Public  Health  Conamittee 
of  the  Corporation  of  this  city  addressed  a  circular 
letter,  at  the  suggestion  of  the  Medical  Officer  of 
Health,  Dr.  Cameron,  to  a  great  number  of  medical 
men  in  the  United  Kingdom,  including  medical  officers 
of  health,  and  to  veterinarians,  containing  the  following 
queries : — 

1.  Do  you  consider  the  flesh  of  oxen  killed  whilst 

suffering  from  contagious  pleuro-pneumonia  fit 
for  food  for  man  ? 

2.  If  you  consider  that  such  flesh  may  be  used  under 

certain  circumstances,  please  state  whether  or  not 
it  is  fit  for  food  in  the  second  stage  of  the  disease, 
in  which  the  lungs  are  usually  much  increased  in 
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size,  partially  hepatized,  and  sometimes  more  or 
less  infiltrated  with  pus  ? 

290  replied  that  under  no  circumstances  should 
pleuro-pneumonic  beef  be  used  as  food  by  man ;  45 
stated  that  it  might  be  used  in  the  early  stage,  but,  with 
two  exceptions,  they  believed  it  to  be  unwholesome  in 
the  advanced  stages  of  the  disease.^ 

It  should  be  recorded  that  Loiset  afiBrms*  that  during 
nineteen  years  18,000  oxen  affected  with  pleuro-pneu- 
monia  were  killed  and  used  as  food  by  the  150,000 
inhabitants  of  Lille,  or  nearly  1000  carcases  every  year, 
without  any  apparent  injury  to  them. 

Other  authorities  have  made  similar  observations  as  to 
its  innocuous  character.' 

My  own  opinion  is  that,  until  it  can  be  shown  that 
the  meat  of  animals  in  the  congestive  and  inflammatory 
stages  of  the  disease  is  deleterious  to  health,  a  Medical 
OflBcer  of  Health  has  no  right  to  have  it  destroyed.  I 
could  not,  however,  sanction  the  employment  of  the  meat 
of  an  animal  that  had  reached  the  suppurative  and 
advanced  stages  of  the  disease. 
Foot^nd-  Foot' arid 'Mouth    Disease, — Although     this     specific 

D^^^  eruptive  fever,  which  runs  a  definite  course  and  is 
accompanied  by  eruptions  in  the  mouth,  on  the  teats, 
and  on  the  feet,  is  rarely  fatal,  it  has  created  greater 
ravages,  and  has  caused  a  more  heavy  loss  than  cattle 
plague.  Mr.  Vacher,  who  has  made  a  special  study  of  the 
diseases  of  animals,  says  of  it:*  "The  eruption  consists 
of  blisters  which  leave,  if  they  break,  bare  red  spots  like 
small  ulcers.  After  they  dry  up,  crusts  form.  Round 
the  feet  the  contents  of  the  blisters  burrow  between  the  soft 

^  "Report  on  the  Use  of  Flesh  of  Animals  affected  with  Contagious 
Pleuro- Pneumonia  as  Food  for  Man/'  by  Dr.  C.  A.  Cameron. 
^  Reynal's  TraiU  de  la  Police  Sanitaire. 
'  "Report  to  Boani  of  Trade,"  by  Dr.  Greenhow,  1857. 
^  Sanitary  Jieoord,  October  15,  1885. 
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parts  and  hoof  which  is  sometimes  shed.  Occasionally 
(especially  in  sheep)  no  regular  blisters  occur  on  the  feet, 
but  the  skin  becomes  red  and  swollen,  and  exudes  a 
thick,  gummy  fluid.  The  head,  feet  and  udder  should  be 
seized.  When  the  eruption  has  extended  into  the  in- 
testines, as  is  not  infrequent  with  calves  suckled  from  a 
diseased  udder,  or  when  there  is  much  inflammation  and 
abscesses,  the  carcase  should  be  condemned."  The  loss  of 
milk,  the  abortion  of  cows  in  calf,  the  loss  of  time  and 
produce,  interferes  greatly  with  the  meat -producing 
powers  of  the  country. 

One  of  the  witnesses  before  the  Select  Committee  of  the 
House  of  Commons  in  1 8  7  3  stated  that  in  1 8  7  2  the  country 
lost  £12,000,000  from  foot-and-mouth  disease  alone. 

There  is  no  evidence  on  record  to  show  that  the  flesh 
of  cattle  and  sheep  afiected  with  this  disease  has  injured 
health,  although  it  is  generally  pale,  flabby,  and  unduly 
moist.  It  is  an  undoubted  fact,  however,  that  the  milk 
of  these  animals  has  produced  "sore"  or  "festered"  mouths, 
especially  amongst  children  {vide  page  539). 

Smallpox  of  Sheep, — Mr.  Vacher  states  that  thesmaupoxof 
eruption  at  first  resembles  flea-bites  which  become  solid  **^* 
pimples,  containing  a  clear  fluid  which  changes  into  pus, 
and  that  the  wool  comes  off  readily.  The  flesh  of 
animals  thus  affected  has  an  unpleasant  smell,  and  does 
not  possess  some  other  of  the  characters  of  good  meat, 
being  soft,  pale,  and  dropsicaL  It  produces,  if  eaten, 
sickness,  diarrhoea,  and  febrile  symptoms. 

Cattle  Plague  {Rinderpest), — The  flesh  does  notcattia 
exhibit  any  unhealthy  appearances  in  this  disease,  unless  Rinderi>e»L 
it  is  in  an  advanced  stage,  when  it  is  dark  and  crackles 
from  the  presence  of  air.  In  addition  to  indications  of 
catarrh  in  the  air  passages,  there  are  signs  of  inflamma- 
tion and  ulceration  in  the  intestinal  canal.  The  patches  of 
ulceration  reminded  me,  in  some  post-mortems  made  imder 
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my  superintendence,  of  the  ulcers  in  enteric  fever.  Mr. 
Vacher  refers  to  the  existence  of  an  eruption  on  the  back, 
loins,  and  inside  of  the  thighs,  and  in  the  cow  on  the 
udder.  When  this  disease  ravaged  Italy  in  1711  the 
Government  of  Venice  consulted  the  Faculty  of  Padua  as 
to  whether  such  flesh  was  unwholesome.  The  decision 
arrived  at  was  that  it  was  unattended  with  danger.  In 
1714,  when  the  disease  prevailed,  no  evil  consequences 
were  observed.  In  1775,  when  the  plague  raged  in  the 
southern  provinces  of  France,  the  flesh  of  diseased  animals 
was  consumed  by  three-fourths  of  the  inhabitants,  and  no 
instance  of  inconvenience  was  recorded  (Fleming).  This 
author  also  informs  us  that  the  same  freedom  from  any 
injurious  efiects  was  noticed  at  Hong-Kong,  in  China,  in 
1860.  During  the  invasion  by  rinderpest  of  this  country, 
in  1865-67,  there  can  be  no  question  but  that  a  vast 
quantity  of  animals  suffering  from  this  disease  were 
consumed  as  food,  and  we,  as  medical  men,  are  unable  to 
prove  that  any  great  injury  resulted  to  the  public.  The 
meat  thus  employed  was  doubtless  that  of  animals  in  the 
early  stage  of  the  diseasa  If  such  meat  is  consumed  the 
greatest  precautions  should  be  taken  as  to  thorough 
cooking.  It  is  a  matter  of  doubt  whether  the  flesh  of  an 
animal  in  the  advanced  stages  can  be  eaten  with  safety. 

2.  Anthradc  and  Anthracoii  Diseases,  etc 

Splenic  Splenic  Fever  or  Apoplexy, — The  memoranda  of  Mr. 

Ap(fpiexy.  Vacher  respecting  this  disease,  which  sometimes  assumes 
the  form  of  apoplexy,  are : — "  Meat  dark,  often  dropsical; 
whole  carcase  is  bile  stained;  liver  generally  enlarged  and 
softened ;  lungs  generally  inflamed ;  increase  of  weight  of 
spleen,  with  rounded  edges,  in  an  ox  from  3  lbs.  to  7  lbs. 
or  1 0  lbs.,  and  in  sheep  from  2  or  3  oz.  to  5  or  6  oz." 
Great  difierences  of  opinion  have  prevailed  as  to  whether 
animals  thus   diseased  should  be  used  as  human  food. 
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Large  quantities  of  this  meat  have  been  eaten,  and  with 
apparently  no  injurious  effects ;  but  so  many  disastrous 
occurrences  have  followed  its  employment  as  to  warrant 
the  Medical  Officer  of  Health  in  condemning  such  meat. 
The  poison  of  this  diseased  meat  resembles  some  others 
in  acting  with  greater  virulency  when  inserted  sub- 
cutaneously  than  when  taken  into  the  stomach.  A 
butcher  cuts  his  hand  in  dressing  an  animal  that  has 
suffered  from  this  disease,  and  rapidly  dies  of  septicaemia. 
A  carrier  was  packing  some  of  this  diseased  meat 
for  the  London  market,  and  a  splinter  of  bone  entered 
his  hand.  Phlegmonous  erysipelas,  which  ended  speedily 
in  blood-poisoning,  terminated  his  life  in  a  few  hours. 
A  man  was  engaged  during  a  dark  night  in  resur- 
rectionizing  a  diseased  animal  that  had  been  buried.  He 
hoisted  some  of  the  meat  in  a  sack  over  his  back, 
which  was  covered  by  his  shirt  alone.  In  some  way  or 
other  the  juices  of  the  meat  passed  through  the  sack  and 
shirt,  and  came  into  contact  with  the  skin  of  the  back, 
on  which  there  was  probably  some  abrasion.  Erysipelatous 
inflanunation  of  the  skin,  attended  with  intense  depression 
of  the  vital  powers,  rapidly  set  in,  and  the  man  expired. 

The  dust  from  the  wool  and  hair  of  animals  that  have 
died  of  this  disease  is  often  inhaled  by  the  sorters,  packers, 
and  cleaners  of  the  same,  and  becomes  the  medium  for  the 
conveyance  of  the  poison.  " Woolsorters*  disease"  has 
been  proved  to  be  due  to  a  specific  organism,  named  the 
bacillus  anthracis,  which  is  abundant  in  the  blood  and 
tissues  of  the  diseased. 

M.  Pasteur  has  so  attenuated  by  cultivation  the  virus 
of  splenic  fever  as  to  have  been  able  to  produce  a  benign 
and  mitigated  kind,  protective  against  the  deadly  form. 
He  believes  that  these  bacilli  are  conveyed  by  earthworms 
from  a  buried  carcase  to  the  surface,  thus  propagating  it 
to  animals  who  are  grazing  above. 


460  INSPECTION   AND   EXAMINATION    OF   MEAT 

I  cannot  think  that  meat  containing  such  a  deadly 

poison  should  ever  be  sold  to  the  publia 

Anthrax,  ArUhrax.  Black  Qiuirter,  Oloss  Anthrax, — ^The  literature 

Quarter,  and  of  the  past  tecms  with  cxamplcs  of  the  poisonous  nature 

QioM         q{  ^jjg  flggjj  Qf  animals  that  have  suffered  from  anthracic 

Anthraz. 

diseases,  although  many  instances  can  be  adduced,  showing 
the  escape  of  people  who  have  been  imprudent  enough  to 
risk  their  health  and  lives  in  consuming  it^  The  malig- 
nant pustule  of  the  human  subject  is  produced  by  these 
anthracic  diseases  of  stock,  which  are  included  by  the 
French  under  the  head  of  "  Charbon,"  thus  named  because 
the  regions  of  the  body  where  the  disease  is  localized  are 
coloured  black.  In  this  country  the  development  of 
carbuncles,  boils,  and  other  forms  of  blood-poisoning  has 
been  attributed  to  the  use  of  meat  from  animals  affected 
with  anthracic  diseases.  All  such  meat  should  be  con- 
demned. The  use  of  the  milk  of  animals  suffering  from 
anthracic  diseases  should  be  interdicted. 
TheBraxy  7%€  Bvoocy  of  Shccp,  which  kills  50  per  cent  of  the 
young  sheep  of  Scotland,^  is  readily  recognized  by  the 
shepherds  by  a  short  staggering  gait,  bloodshot  eyes,  rapid 
breathing,  fever,  scanty  secretions.  The  braxy  mutton  is 
preferred  to  salt  mutton  by  the  hardy  Highland  shepherds, 
but  it  is  not,  as  a  rule,  cooked  and  eaten  until  it  has 
been  steeped  in  brine  for  two  months,  and  has  been  sus- 
pended for  some  time  from  the  kitchen  roof  Dr.  Letheby 
writes  :*  "  Every  now  and  then,  however,  when  perhaps 
the  diseased  parts  have  not  been  entirely  removed,  or 
when  the  salting  has  not  been  sufficiently  prolonged,  or 
the  cooking  has  not  been  thoroughly  effected,  the  most 
serious  consequences  result  from  it,  insomuch  that  many 

*  Vide  Fleming's  Manual  of  Veterinary  Sanitary  Science,  vol.  U.  p. 
195. 

*  Vide  the  Prize  Eaa&y  on  Braxy,  by  Mr.  Cowan  of  Glasgow,  in  TranS' 
actions  of  the  Highland  and  Agricultural  Society f  1863. 

'  Vide  Dr.  Letbeby's  Lectures  on  Food, 


of  Sheep. 
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medical  practitioners,  who  are  acquainted  with  the  habits 
of  the  Scotch  shepherds  in  this  respect,  and  have  seen  the 
mischief  occasioned  by  the  meat,  declare  that  braxy  mutton 
is  a  highly  dangerous  food  for  man." 

Parturient  Apoplevy  {Milk  Fever,  Dropping  after  Calving^^'^oTient 
or  Lambing). — The  condition  of  the  meat  should  govern  Mm!*  Pevc^ 
the  Medical  Officer  of  Health  in  the  formation  of  an  opinion 
as  to  whether  the  flesh  of  such  animals  is  or  is  not  fit  for 
human  food.  Mr.  Gamgee  writes:^  "Notwithstanding 
the  sporadic  nature  of  parturient  apoplexy  in  cattle,  it  is 
marked  by  the  development  of  a  poison  capable  of  inducing 
a  similar  disease  in  other  animals,  of  afiecting  the  himian 
frame,  and  hence  of  rendering  the  flesh  of  animals  aflTected 
by  it  unfit  for  human  food."  Professor  Williams  writes  :* 
"  If  this  assertion  were  correct  the  number  of  the  himian 
race  would,  ere  this,  have  been  much  reduced,  for  it  is  a 
well-known  fact  that  the  flesh  of  cows,  slaughtered  whilst 
suffering  from  parturient  apoplexy,  is  a  common  article  of 
diet,  and  that  no  bad  consequences  result  from  it,  provided 
the  animal  has  been  slaughtered  early,  before  the  system 
has  been  empoisoned  by  the  excessive  doses  of  medicines 
which  are  so  generally  prescribed  in  this  malady,  and 
antecedent  to  a  general  vitiation  of  the  animal  solids  and 
fluids  by  the  accumulation  of  efiTete  materials."  Convictions 
in  such  cases  have  been  obtained.  (  Vide,  for  example,  one 
reported  in  Sanitary  Record,  March  2,  1877,  page  144.) 
In  cases  of  accidents  during  parturition,  there  can  be  no 
valid  reason  for  objecting  to  a  carcase  which  presents  the 
characters  of  good  meat. 

Tubercidar  Diseases. — Large  quantities  of  meat  thatTubercuUi 
finds  its  way  into  our  markets  has  come  from  animals 
more  or  less  affected  with  pulmonary  or  mesenteric  phthisis. 
This  consumptive  disease  is  named  "pearl  disease,"  and 


DiseMct. 


^  Our  Domestic  Animals  in  Health  and  Disease. 

'  Tlie  Principles  and  Practice  of  Veterinary  Medicine. 
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by  cattle-dealers  "  grapes."  The  pearls  are  either  tuber- 
cular caseous  deposits  or  enlarged  glands,  sometimes  con- 
taining pus  or  cheesy  and  at  other  times  gritty  matters. 
In  the  early  stages  of  the  disease  the  meat  does  not  present 
any  of  the  characteristics  of  bad  meat,  and  cannot  be 
rejected,  for  no  proof  exists  that  such  food  has  injured 
health.  If  it  is  eaten,  care  should  be  taken  that  it  is  well 
cooked.  In  the  advanced  stages,  when  the  lungs  are 
riddled  with  cavities  and  the  glands  are  in  a  purulent 
state,  it  should  be  destroyed 
Hog  cho-  Typhoid  Fever ,  Hog  Cholera^  Scarlet  Fever,  Pig  Typhus, 

Typhus,  and '^^^^  FcveT,  Swinc  Plaguc. — Diarrhoea  and  dyspnaea. 
Typhoid  y^jt^  coughiug,  are  the  symptoms  of  an  extremely  infectious 
disease  in  the  pig,  which  may  or  may  not  be  accompanied  by 
a  patchy  or  general  redness  of  the  skin  ("  red  soldier  "),  by 
livid  blotches  ("  blue  disease  "),  or  an  eruption  like  variola 
("smallpox").  I  had  an  opportunity  of  studying  this 
disease  in  a  part  of  Yorkshire  some  years  ago  when  there 
was  a  great  mortality  from  it. 

The  Privy  Council  of  December  17,  1878  provides  that 
"the  Typhoid  Fever  of  swine  (otherwise  called  Soldier 
Disease  or  Eed  Disease)  shall  be  deemed  to  be  a  disease 
under  the  Contagious  Diseases  Animals  Act  of  1878  for 
the  purposes  of  slaughter  and  compensation,  and  also  under 
the  Animals  Order  of  1878,  for  the  purposes  of  movement, 
destruction  of  carcases,  disinfection,  etc."  Mr.  Klein, 
F.RS.,  has  shown  ^  that  this  disease  is  not  of  the  nature 
of  typhoid  fever,  and  may  more  correctly  be  named  in- 
fectious pneumo-enteritis.  Mr.  Vacher  has  pointed  out 
that  "  soldier  disease  "  and  "  red  disease  "  are  not  synonyms 
for  the  so-called  typhoid,  but  are  merely  popular  names 
given  to  any  afiection  of  swine  accompanied  by  general  or 
patchy  redness  of  the  skin,  such  as  is  seen  in  anthrax 

*  Vide  Seventh  Annual  Report  of  Local  Government  Board,  1877-78, 
containing  Supplement  of  Medical  Officer  for  1877. 
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fever,  rnheolsi  (raugeole  of  the  French),  erysipelas,  erythema, 
and  other  skin  afifections,  as  well  as  asphyxia,  heat  apoplexy, 
and  scalding  from  salt  water  in  sea  voyages. 

Mr.  Vacher's  memoranda  respecting  swine  plague  are : 
"  The  redness  of  the  skin  extends  through  the  fat,  some- 
times the  patches  are  blue,  or  there  is  an  eruption  like 
smallpox  ;  red  spots  and  ulcers  in  intestines.  There  may 
be  intestinal  ulcers,  and  no  lung  or  skin  affection,  or  vice 
versd  ;  butchers  sometimes  rub  salt  jdong  edges  of  reddened 
fat.  Edge  so  treated  can  readily  be  removed  with  a  knife. 
Sucking  pigs  die  in  great  numbers  when  sows  are  affected 
with  '  hog  cholera.*"  Convictions  are  obtained  for  the  de- 
struction of  animals  that  have  suffered  from  these  blood 
diseases.^  The  carcases  exhibit  appearances  so  different 
from  those  of  good  meat  as  readily  to  fall  under  con- 
demnation. It  is  stated  that  whole  families  have  been 
made  seriously  ill  by  eating  the  flesh  of  "  soldier  pigs." 

AccidentSy  Fractures,  Wounds. — The  flesh  in  these  cases  Acddenu. 
may  generally  be  utilized  as  inferior  meat,  except  in  the 
neighbourhood  of  the  injury.     If  gangrene  has  set  in,  its 
use  should  be  prohibited. 

The  flesh  of  overdriven  animals  has  been  stated  by 
Gamgee  to  have  produced  eczema  of  the  skin,  and  other 
unpleasant  effects. 

Arguments  against  the  Employment  of  Diseased  Meat. 

The  arguments  that  are  employed  by  those  who  would  AiKiimenu 
perpetrate  such  raids  on  our  meat  markets  as  to  condemn  ^yme^^Jf 
not  only  all  diseased  meat,   but  even   that  of  animals?******** 
whose  nutrition  is  temporarily  perverted,  are : — 

*  Sanitary  Record,  February  5, 1876,  p.  96  (typlioid  fever). 

January  6,  1877,  p.  12  (scarlatina). 
August  31,  1877,  p.  145  (scarlatina). 
October  26,  1877,  p.  270  (spotted  fever). 
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1.  That  cases  of  apparent  poisoning  sometimes  arise  in  a  quite 

indefinable  manner ;  and  that,  if  such  cases  prove  fatal,  no 
known  poison  can  be  detected  bj  the  toxicologist 
It  is  true  that  cases  of  blood  poiscming  occasionally  occur, 
which  have  equally  been  ascribed  to  the  air  from  drains  and 
cesspools,  or  to  filthy  water. 

2.  That  there  has  been  a  great  increase  of  carbuncular  diseases 

ever  since  1842,  the  year  in  which  the  infectious  bloo<l 
disease  of  cattle,  known  as  pleuro- pneumonia,  was  first 
recognized  in  this  country. 
An  increase  in  this  class  of  disease  occurred  during  the  years 
from  1842  to  1854  ;  but  since  this  latter  year  there  has 
been  a  decline. 

3.  That  Dr.  Livingstone  had  remarked  that  those  African  tribes 

that  fed  on  cattle  which  died  of  pleuro-pneumonia  were 
often  affected  with  malignant  carbuncles. 
If  Dr.  Livingstone  was  correct  as  to  the  nature  of  the  disease 
from  which  the  cattle  suffered,  which  appears  very  doubtful, 
it  would  seem  that  the  meat  was  eaten  in  the  most  advanced 
stages  of  the  disease.  If,  as  is  highly  probable,  the  cattle 
died  of  some  form  of  anthracic  disease,  the  result  that 
followed  is  only  that  which  would  be  expected. 

4.  That  the  RegistrarrGcneral  of  Scotland  had  noticed  that,  since 

lung  disease  in  animals  was  introduced  into  Scotland,  there 
had  been  a  gradual  increase  in  the  proportion  of  deaths 
from  carbuncles. 

5.  That  cooking   does   not   necessarily  destroy  the  poisonous 

properties  of  diseased  meat  is  rendered  probable  by  the  ex- 
periment of  Dr.  Da  vies,  who  successfully  vaccinated  with 
lymph  which  had  been  buried  in  the  middle  of  a  leg  of 
mutton  whilst  roasting. 


Arguments 
Sw  employ- 
ment of 
Diiieaied 
Meat 


ArgumerUs  in  favour  of  the  EmploymerU  of  Diseased  Meat 

The  arguments  used  by  the  opposite  section  in  the 
profession,  who  would  not  confiscate  meat  unless  it  was 

ahuost  repulsive,  are : — 

1.  That  our  animal  food  is  exposed  to  so  high  a  temperature  as 

to  kill  animal  poisons,  and  coagulate  and  render  inert  any 
albuminous  morbid  contagium. 

2.  As  the  venom  of  the  cobra  and  the  rattlesnake  is  rendered 

innocuous  after  exposure  to  the  disinfectant  chemistry  of 
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digestion,  so  tlie  poisons  of  such  diseases  as  smallpox,  etc, 
probably  undergo  similar  destruction. 
"  These  two  protective  influences  do  not,"  as  Mr.  Simon  has 
pointed  out,^  "  cover  the  whole  field  of  danger : — 
"  (a)  Meat  is  often  only  half  cooked  ;  and, 
"  (6)  Complete  coagulation  of  albumen  may  leave  some 
morbid  poisons  in  operation." 
3.  That  the  diseased  flesh  of  glandered  horses,  of  animals  that 
have  died  of  contagious  disease,  rinderpest,anthracoid  diseases, 
and  even  rabies,  have  been  eaten,  after  being  weU  cooked,  with 
impunity. 

W«  are,  one  and  all,  aware  that  terrible  outbreaks  of 
disease  have  occurred  from  the  use  of  meat  other  than 
that  which  we  are  unanimous  in  condemning.  Here  are 
two  out  of  many  instances : — 

Prof.  Gamgee  has  given  evidence  with   reference  to  severe  and 
a   convict    establishment,   containing];    1500   inmates,   in®'^"'*^   . 

'  o  *         outbreaks  of 

which  diseased  meat  was  permitted  to  be  used,  out  ofdisoaae. 
which  number  40  or  50  cases  of  boils  and  carbuncles 
occurred  per  month. 

The  late  Dr.  Letheby's  sausage  case,  of  November 
1860,  was  remarkable.  "  A  fore  quarter  of  cow  beef  was 
purchased  in  Newgate  market  by  a  sausage  manufacturer 
who  lived  at  Kingsland,  and  who  immediately  converted 
it  into  sausage  meat  Sixty-six  persons  were  known  to 
have  eaten  that  meat,  of  which  sixty-four  were  attacked 
with  sickness,  diarrhoea,  and  great  prostration  of  the  vital 
powers,  and  one  of  them  died.  Dr.  Letheby  found  that 
the  meat  was  diseased,  and  that  it,  and  it  alone,  had  been 
the  cause  of  the  mischief." 

It  is  extremely  difficult  to  trace  cases  of  illness  to 
the  use  of  diseased  meat,  for  such  does  not  generally  pro- 
duce such  striking  and  alarming  effects  as  have  been 
referred  to  in  the  foregoing  examples,  but  is  slow  and 
insidious  in  its  action,  unless  in  a  state  of  putrefaction, 

1  Fifth  Annual  Report,  1862. 
2  H 
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when  it  often  induces  symptoms  of  gastro-intestinal  dis- 
turbance. 

The  Medical  Officer  of  Health  of  Dublin,  where  dis- 
eased meat  has,  until  recently,  been  disposed  of  to  the 
public  in  an  unblushing  manner,  states  that  he  has  re- 
ceived complaints  from  at  least  100  persons  with  respect 
to  the  quality  of  the  meat — nearly  always  beef — which 
they  alleged  had  created  nausea  and  severe  diarrhoea.^ 

He  most  thoroughly  endorses  my  own  views  when  he 
writes,  "  As  a  rule,  bad  water  and  vitiated  air  do  not  kill 
like  arsenic  or  strychnine,  neither  does  the  flesh  of  dis- 
eased animals."  People  are  often  to  be  found  who  habitu- 
ally drink  water  which  is  highly  contaminated  with  sewage ; 
whilst  others  are  almost  always  immersed  in  a  \itiated 
atmosphere,  and  exhibit  no  sudden  and  easily  perceived 
injury  thereby.  The  deterioration  of  health  is  gradual  and 
often  subtle.  Now,  altliough  this  is  undeniably  true,  yet  the 
views  of  the  public  on  this  question  should  have  their  weight; 
for,  without  a  consideration  of  the  subject  in  its  breadth, 
it  is  possible  to  be  led  into  unpractical  conclusions. 

Pecuniary         xhc  loss  to  this  couutry  from  the  contagious  diseases 
10B8C8. 

of  animals  is  over  one  million  a  year,  which  is  felt  by  all 

classes  of  the  community  in  the  increased  prices  of  meat, 
milk,  butter,  etc.  Whilst  every  etfort  is  being  made  by 
the  Legislature,  with  a  due  regard  to  the  injury  inflicted 
on  trade  by  too  many  or  by  too  severe  restrictions,  to 
prevent  the  spread  of  these  diseases,  the  confiscation  of 
animal  food  should  not  be  attempted,  unless  we  possess 
evidence  that  such  meat  is  likely  to  be  in  any  way  pre- 
judicial to  health,  for  meat  is  already  so  expensive  as  to 
be  almost  beyond  the  reach  of  the  agricultural  labourer. 
Then,  on  the  other  hand,  it  cannot  be  right,  as  Dr. 
Cameron   says,  for  the  flesh  of  diseased  animals  to  be 

^  Vuie  Report  on  Pleuro-pneumonic  Flesh  as  Food,  and  Dublin  Journal 
of  Medical  ScUncCt  1871. 
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palmed  off  on  the  public  as  that  of  healthy  animals,  even 
if  such  meat  is  not  considered  injurious  to  health,  for  the 
flesh  exposed  for  sale  in  the  shops  is  presumably  derived 
from  healthy  animals. 

The  practice  in  the  city  of  London  is  to  condemn  the 
flesh  of  animals  that  have  been  suffering  from  all  febrile 
and  wasting  diseases ;  and  of  any  animal  that  has  been 
killed  immediately  before,  during,  or  after  parturition,  for 
the  reason  that  an  animal  would  not  be  slaughtered  at 
that  time  unless  death  appeared  to  be  imminent. 

Much  meat  finds  its  way  into  the  market  which  is 
simply  inferior  meat,  or  that  of  ill-fed,  half-nourished 
animals;  or  of  cattle  that  have  died  as  the  result  of 
accident,  such  as  rupture  of  the  stomach  from  eating  too 
much  clover,  etc. 

Sheep  often  die  of  exhaustion  or  mechanical  impedi- 
ments in  parturition.  These  animals  are  much  disposed 
to  over-eat  themselves.  They  distend  themselves  to  such 
an  extent  that  they  at  length  fkU  down  in  a  stupefied  con- 
dition or  in  a  fit — ^they  "  drop,"  as  the  agricultural  people 
express  it.  The  farmer  generally  cuts  the  animal's  throaL 
in  haste,  before  it  dies,  and  rapidly  sends  it  to  the  butcher. 
The  meat,  in  such  cases,  must  be  judged  of  by  its  char- 
acters when  dressed  by  the  butcher  for  food.  The  flesh 
of  animals  that  have  died,  and  of  those  that  have  been 
over-driven  or  fatigued,  will  not  keep  long,  and  their  flesh 
is  very  prone  to  rapidly  present  an  unwholesome  appear- 
ance. All  such  inferior  meat  is  sold  at  a  low  price,  with- 
out apparent  injury  to  health,  if  it  does  not  exhibit  the 
characters  of  bad  meat 

It  is  a  matter  open  to  great  doubt,  as  to  whether  it 
is  justifiable  for  a  Medical  Officer  of  Health  to  attempt  to 
interdict  the  use  of  any  meat  of  inferior  quality  that  does 
not  exhibit  the  characters  of  bad  meat,  respecting  which 
there  exists  on  record  no  evidence  showing  that  the  flesh 
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of  animals  aimilarly  affected  has  proved  unwholesome  to 
raan. 

3.  ParasUic  I}iseases. 

"  Measles  "  of  the  Pig,  Ox,  avd  Sheep. — Prof.  Gaingee 
states  that  3  per  cent,  and  probably  5  per  cent,  of 
the  pigs  of  Ireland  are  affected  with  this  disease. 
The  flesh  of  these  animals  is  infested  with  a  parasite 
named  Cystitercus  cdluloau^,  which  is  generally  visible  to 


Fio.  75.— M«Mly 
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the  naked  eye.  They  are  sometimes  so  numerous  that 
when  such  flesh  is  cut  a  crackling  sound  is  emitted.  If 
one  of  these  semi-transparent  little  bladders  is  pricked,  and 
the  contents  are  squeezed  out  on  to  the  slide  of  a  micro- 
scope, the  head  or  sucker  and  ring  of  booklets  are  readily 
seen  with  a  low  power. 

The  measles  of  cattle  is  produced  by  the  Ci/siicrrcus 
bovis,  which  becomes  the  Teenia  medio-canellaia  of  man. 

Mutton  is  liable  to  the  presence  of  the  Cy^icercus  ovis, 
of  which,  in  its  mature  form  as  a  tapeworm,  we  have  but 
little  knowledge. 

When  meat  thus  infested  is  swallowed,  the  outer  coat 
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of  the  vesicle  is  dissolved  by  the  digestive  juices,  liberating 
an  animal  which  is  seen  to  possess  a  bladder-like  tail  and 
a  crown  of  booklets,  with  which  it  attaches  itself  to  the 
coats  of  the  intestines.  Here  it  develops  into  the  Tcenia 
solium  or  common  tapeworm,  each  joint  of  which  contains 
large  numbers  of  ova  which  are  often  eaten  by  animals. 

The  origin  of  the  echinococcus  or  hydatid  disease  is 
thus  described  by  Drs.  Woodman  and  Tidy  (Forensic 
Medicine) : — "  A  piece  of  diseased  ofiFal  is  eaten  by  a  dog 
which  passes  by  the  bowels,  either  in  the  field  or  in  the 
stream,  segments  of  the  developed  worm  (Taenia  echino- 
coccus). Cattle  and  sheep  swallow  these  segments.  At 
last  the  animal  that  has  swallowed  them  becomes  the  food 
of  man,  and  then  the  larval  tapeworm  becomes  a  bladder- 
like hydatid.  In  the  ox  it  goes  to  the  peritoneal  cavity ; 
in  the  sheep  to  the  brain,  producing  '  staggers  ' ;  and  in  the 
man  to  the  liver." 

The  "sturdy,"  "tumsick,"  or  "gid"  of  sheep  is  in- 
duced by  the  presence  of  a  hydatid  in  the  brain,  named 
Cosnurus  cerebraiis,  the  mature  form  of  which  is  named 
Tcenia  coenuris.  The  Strongylus  filaria  is  a  parasite  that 
is  found  in  the  limgs  of  the  calf  and  lamb,  where  it  pro- 
duces what  has  been  termed  phthisis  pulmonalis,  vermin- 
alis,  or  parasitic  bronchitis. 

In  diagnosing  the  presence  of  cysticerci  in  meat,  it  is 
necessary  to  recognize  the  booklets. 

The  treatises  of  Cobbold,  Leuckart,  and  Kuchenmeister, 
may  be  advantageously  consulted  by  those  interested  in 
the  study  of  the  transformations  of  these  parasites. 

The  trichina  spiralis  (Opi^,  a  hair)  is  observed  most  Trichina 
frequently  in  the  flesh  of  the  pig.     It  has  been  declared^  *^^'*"*" 
to  have  been  found  in  mutton  and  frequently  in  beef,  and 
that  the  reason  that  this  parasite  has  always  been  asso- 
ciated with  pork  is,  that  in  the  flesh  of  the  pig  its  cysts 

*  Public  Health,  February  23,  1877,  p.  131. 
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are  most  easily  seen.  It  has  been  noticed  in  rabbits,  horses, 
and  many  other  animals.  Whereas  hogs  have  been  sup- 
posed to  get  their  trichinae  from  eating  rats  which  have  been 
found  largely  infested  with  them,  it  has  been  conjectured  by 
some  that  rats  and  mice  derive  them  from  trichinosed  pork. 
They  are  so  numerous  that  a  piece  of  muscle  the  size  of  a 
pin's  head  has  been  estimated  by  Vogel  to  contain  12,000 
trichinae.  They  are  most  abundant  at  the  extremities  of 
muscles  at  their  insertion  into  bones  and  tendons. 

The  symptoms  of  trichinosis,  being  enumerated  in 
many  books  which  are  easily  accessible  to  medical  men, 
require  no  description.  The  best  accounts  of  it  are  from 
the  pens  of  German  physicians.  A  good  summary  of 
their  views  is  to  be  found  in  the  Eeport  on  Trichinae  and 
Trichinosis,  by  Dr.  W.  C.  W.  Glazier  (U.S.  Marine  Hospital 
Ser\'ice).  The  symptoms  may  be  arranged  during  the 
])rogress  of  the  disease  in  three  stages,  as  has  been  pointed 
out  by  Dr.  Eichardson  : — (1)  A  stage  of  intestinal  irrita- 
tion, corresponding  with  the  full  development  of  the 
trichinae,  which  has  sometimes  been  mistaken  for  cholera ; 
(2)  a  stage  of  moderate  fever  attended  with  pains  in  the 
muscles,  like  those  of  rheumatism,  corresponding  with  the 
time  when  the  embryos  find  their  entrance  into  the 
muscles  and  are  becoming  encysted ;  (3)  a  prolonged  and 
clironic  stage  of  impaired  muscular  movement  with  emacia- 
tion, corresponding  with  the  period  when  the  larvae  are 
entirely  encysted  in  the  muscle  and  are  fixed  in  position. 
If  the  case  proceeds  to  a  fatal  termination,  death  either 
results  from  coma  or  from  severe  pneumonia.  It  is  often 
very  difficult  to  diagnose  the  second  stage  ft^m  that  which 
presents  itself  to  the  medical  man  when  summoned  to  a 
case  of  enteric  fever.^    The  indications  of  the  thermometer 

^  If  the  outbreak  on  board  the  Refonnatory  School  ship  Cornwall 
in  1879  was  in  truth  trichinosis,  it  would  seem  that  the  existence  of  rose- 
coloured  spots  and  haemorrhage  from  the  bowels  are  symptoms  not  diag- 
nostic of  enteric  fever. 
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may  render  some  help  when  coupled  with  the  oedema, 
especially  of  the  face,  and  profuse  perapirations  usually 
characteristic  of  trichinosis.  Trichinfe  have  been  found  in 
all  countries,  if  search  has  been  made  for  them.    American 
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pork  has  earned  a  suspicious  character  by  reason  of  the 
occurrence  of  outbreaks  of  trichinosis  in  the  United  States, 
and  the  discovery  of  trichinse  in  imported  hama.  Thia 
disease  is  rarely  seen  in  this  country.^  Epidemics  have 
'  Two  or  throe  oatbrsalu  hkve  been  reported  : — one  at  Thaxted,  in 
nhich  mare  lh«D  forty  peraoni  Buffered  from  the  con»iiinption  of  Mnura 
made  from  salt  pork,  probnbl;  foreign,  which  contained  epeciaens  of  the 
trichinn  epiralis  ;  and  another  in  a  family  in  Cumherland,  Irom  e*t'~~ 
trichiiUB  infected  pork.— £n(.  Med.  Journal,  April  26,  1871. 
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outbreaka.  been  reported  from  Eussia,  Sweden,  Denmark,  Switzerland, 
and  even  India,  but  the  headquarters  of  the  disease  is 
situated  amongst  our  neighbours,  the  Germans,  who  have 
such  an  unconquerable  predilection  for  uncooked  or  im- 
perfectly cooked  sausages.  The  first  recorded  was  observed 
in  Dresden  and  in  Plauen^  in  1860.  Soon  afterwards  out- 
breaks occurred  at  Stolberg,  Eugen,  Hettstadt,*  Custen  and 
Wurmsdorf,  Hedersleben,  Calbe,  Burg  near  Madgeburg,  in 


Fio.  78.— Encapialated  Trichina  Spiralis  x  250. 

Anhalt,  Leipsic,  Jena,  Eisleben,  Quedlinburg,  Dessau,  Stass- 
furt,  and  Weimar.  At  Hettstadt  103  persons  were  affected, 
and  83  died.*  The  chief  trichinae  district  has  been  in 
the  past  in  the  vicinity  of  Madgeburg.  In  Dr.  Glazier's 
report  references  are  made  to  no  less  than  150  epidemics 
of  trichinosis  (from  1860  to  1877  inclusive),  3800  cases 
with  281  deaths  being  arranged  in  a  list,  and  700  cases 
with  50  deaths  not  being  therein  included.  There  is  a 
great   difference  in   the   susceptibility  of  individuals  to 

*  Annales  (TffyffUne,  October  1868. 

*  Brit.  Med,  Journal,  January  16,  1864. 

'  Vide  Report  by  Dr.  Thudicbum  on  the  **  Parasitic  Diseases  of  Quad- 
nil)eds  used  for  Food,"  in  Seventh  Report  of  Medical  Officer  of  Privy 
Council,  1864. 
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trichinosia  infection,  some  being  quite  unaffected  by  the 
conBumption  of  thchiuosed  flesh. 

Modes  of  Detection. — Sausage  maiinfacturers  in  Ger-«"i<"o* 
many  are  said  to  have  the  eyes  of  all  pigs  after  slaughter 
examined    microscopically    by   a   medical   man,   as  the 


kicld,  compUUl]' dtnloped,  twtwltlioutBtnCBof  capiule.    (Lenckut.) 

muscles  of  the  eye  are  the  first  afTected.  A  portion  of  the 
flesh  removed  &om  underneath  the  tongue  is  often  exam- 
ined ;  but  the  diaphragm,  psoas,  biceps,  and  masseter 
muscles  have  been  found  to  contain  trichinae  in  greater 
abundance  tlian  the  other  muscles  of  the  body.  Meat 
suspected  to  contain  trichinfe  may  be  examined  thus : — 
A  thin  section  having  been  made  with  a  Valentine's 
knife,  or  by  the  aid  of  one  of  the  several  microtomes  now 
obtainable,  is  immersed  for  a  few  minutes  in  a  mixture 
of  liq.  potassse  1  part  and  water  8  parts,  until  the  muscle 
becomes  clear.  If  they  are  present  white  specks  appear, 
in  which  the  worm  is  seen,  by  the  aid  of  the  microscope, 
coiled  up.  A  drop  or  two  of  weak  hydrochloric  acid  will 
often  render  the  parasite  more  visible  A  little  ether 
may  be  added  with  the  same  object  in  fat  meat  When 
the  capsules  are  calcified,  they  can  be  plainly  seen  with 
the  naked  eye. 
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A  ready  way  of  detecting  these  animals  in  flesh,  is 
that  of  soaking  it  in  a  strong  solution  of  logwood,  whicli 
dyes  the  meat  but  does  not  colour  the  trichinre. 

Care  must  be  taken  to  avoid  confounding  these  para- 
sites with  Eainey's  corpuscles  or  capsules  (Psoroapenuia) 
wliich  have  on  their  surface  minute  hair-like  markings.^ 
These  bodies  were  obser\'ed  in  the  liesli  of  cattle  that  died 
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of  rinderpest,  when  the  disease  entered  the  country  and 
destroyed  our  herds  in  1865,  by  some  who  were  not 
accustomed  to  examine  meat  microscopically,  and  who 
discovered  in  tlieir  presence,  so  they  thought,  Uie  cause 
of  the  disease,  Tlie  muscle  trichina  spimlia  is  easily 
distinguished  from  the  FUaria  sanguinis  hominia  (found 
in  the  blood  and  urine  of  cases  of  chyluria)  and  bom 
1  Fhil.  Tranaaaioni,  1S57. 
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the  embryo  of  the  Ih-acunculua  (Guinea-worm),  by  having 
B.  sharp  bead  and  a  blunt  tail,  whereas  the  heads  of  the 
latter  are  round  and  the  tails  are  sharp. 

An  instrument,  termed  a  harpoon,  was  devised  and 
employed  some  years  ago  in  Germany,  when  such  large 
uumbers  of  people  suffered  from  the  disease,  for  diagnosing 
the  presence  of  the  parasites  in  the  human  muscles,  and 
for  noting  their  increase  or  diminution.  It  resembled  a 
trocar  with  a  minute  forceps  at  the  pointed  extremity, 
which  was  plunged  into  the  living  muscle.  The  small 
pincers  having  been  opened  by  the  aid  of  some  mechanism 
in  the  handle,  a  bit  of  the  muscular  tissue  was  seized  and 
withdrawn.  This  minute  portion  of  muscle  was  examined 
microscopically,  and,  if  present,  the  number  of  tricliinfe  in 
the  quantity  were  counted- 

7%e  Fluke  (Distoma  hepaticum=f/w  rot)  is  a  para-riie  Fiuk*. 
site '  that  is  found  in  the  livers  of  men  and  animals, 
especially  the  sheep.  The  carcase  has  a  flabby,  emaciated 
api)earance,  and  the  meat  is  of  a  greenish -yellow  colour 
from  bile  staining.  Mr.  Vacher's  memoranda  respecting 
this  disease  are  as  follows : — "  Due  to  presence  in  bile 
ducts  of  little  animals  provided  with  suckers,  in  shape 
like  soles,  and  measuring  from  1  to  1^  inch  long,  and 
about  ^  inch  wide.  Sometimes  so  numerous  as  to  block 
up  bila  ducts.  Symptoms,  jaundice  and  dropsy,"  Many 
regard  sheep's  liver,  thus  infested,  as  a  dainty  dish.  The 
eating  of  garden  snails,  whelks,  mussels,  shell  fish,  etc.,  ia 
considered  as  another  mode  by  which  men  become  affected 
with  this  disease,  which  occasions  hiematuria  and  dysen- 
tery. The  rot  is  the  name  given  to  this  disease  as  it 
occurs  amongst  sheep,  thousands  of  which  it  kills  annually. 

Old  farmers  consider  that  the  parasite  flourishes  on 
imsound   marshy   land   especially   in   autumn,  and   that 

'  A  good  description  of  the  transrormations  nndergoDe  bj  tliis  paraaite 
is  to  be  found  in  Aitken'a  Pradiee  qf  Medtcint. 
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they  are  able  to  indicate  the  parts  of  large  fields  which 
give  "  liver  rot "  to  their  sheep. 
conciuaionB.  Condimons, — Salting  does  not  kill  cysticerei,  although 
a  high  temperature  and  smoking  are  said  to  do  so.  In 
India  such  meat  is  allowed  to  be  eaten  if  well  cooked. 
Cooking,  salting,  and  smoking  simply  lessen  the  danger, 
even  if  efficiently. performed,  and  do  not  remove  it 

Much  meat  that  is  eaten  is  very  unwisely  consumed 
in  a  raw  state,  and  more  frequently  in  a  haK- cooked 
condition. 

Salting,  like  cooking,  is  generally  performed  in  an 
irregular  ever- changing  manner,  the  brine  sometimes 
being  used  so  many  times  as  to  have  become  actively 
poisonoua 

All  meat  which  contains  cysticerei,  trichinae,  flukes, 
and  all  other  animal  parasites  which  are  apt  to  infest 
man,  should  be  condemned  as  unfit  for  human  food. 

In  the  reign  of  Henry  IIL  butchers  who  sold  measly 
pork  were  placed  in  the  pillory. 

Immature,  Veal  and  Lamb, 

Immature  In  somc  placcs  there  is  a  chronic  state  of  irritability 

lJJJ^**  maintained  between  the  Health  Authority  and  the  butchers, 
as  to  whether  "  slink  "  meat  is  fit  for  food,  and  my  opinion 
has  been  sought  to  settle  the  vexed  question.  In  Halifax 
a  bye-law  has  been  passed  condemning  calves  under  21 
days  old,  or  under  48  lbs.  in  weight.  In  dairy  counties, 
where  farmers  are  desirous  of  getting  rid  of  calves  as 
quickly  as  possible,  they  are  killed  when  only  14  days 
old.  Cows  very  readily  slip  their  calves,  and  the  flesh 
of  such  animals  is  always  inferior,  being  innutritions  and 
indigestibla  These  immature  calves  and  lambs  are  some- 
times healthy,  and  at  others  weakly  and  even  unhealthy. 
The  last-named  furnish   meat  which  is  pale  and  soft. 


"^   I* 
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The  flesh  of  these  prematurely -cast  calves  and  lambs 
cannot  be  deemed  unwholesome  unless  diseased  or  born 
of  diseased  cows  or  ewes,  but  constitutes  meat  of  inferior 
quality,  and  as  such  should  be  sold.  The  Germans  con- 
sider that  healthy  calves  less  than  8  to  10  days  old 
furnish  meat  of  diminished  value. 


Poisonous  Pork^  Ham,  Sausages,  etc. 

Frequently  cases  occur  in  which  pork,  in  some  form  Poisonooa 
or  other,  has  acted  on  those  who  have  eaten  it  as  an  ^^     *"*' 
irritant  poison.      The  remarkable  outbreaks  of  choleraic  8a«M«««- 
diarrhoea  at  Welbeck  in   1880,  and   at   Nottingham  in 
1881,  must  be  fresh  in  the  recollection  of  medical  officers 
of  health.      In  the  former  more  than  72  persons,  and 
in  the  latter   15  persons  suffered.     There  was  an  incu- 
bation period  varying  from  12  to  48  hours.     The  symp- 
toms were  the  same  in  all — shivering,  headache,  thirst, 
giddiness,  faintness,  vomiting,  cold  sweats,  diarrhoea,  great 
prostration,    etc.       Violent    enteritis    and  ^•• 

pneumonia  were   produced   in    both   out-      cb»-^^ 
breaks.      The  same  kind  of  bacillus  was  c^ 

found  in  the  blood  of  the  fatal  cases  in  ^ 

each  outbreak.     They  are  rounded  at  their  .  ,  ^  .  '  „'  . 

•^         ,  Isolated  bacilli  from 

extremities,  some  containing  spores.  artery  of  wdney, 

Experiments  by  feeding  and  inoculat-    J^'^^'pT^'^x'^Ji 

ing  animals  with  the  pork  and  with  the    ^^^  (Kiein.) 

cultivated  bacilli  produced  fatal  results   by  pneumonia 

and  peritonitia 

The  conclusion  arrived  at  was,  that  either  the  bacillus 

itself,  or  some  virus  or  ptomaine  essentially  associated 

with  it,  was  the  active  agent  in  the  production  of  these 

alarming  epidemics. 


CHAPTER   XLI 

INSPECTION   AND   EXAMINATION   OF  J»OULTRY,   GAME,   ETC. 

As  violent  gastro-intestinal  disturbances  are  often  excited 
by  the  consumption  of  game  in  a  very  "  high  "  condition, 
a  Medical  Officer  of  Health  would  be  warranted  in  pro- 
nouncing any  birds  or  hares  exhibiting  a  state  of  putridity 
as  injurious  to  health.  Pheasants  fed  on  the  laurel  have 
created  illness  when  eaten.  Poultry  is  not  improved  by 
"  hanging,"  like  game,  and  when  it  begins  to  emit  a  dis- 
agreeable  odour  is  so  stale,  as  to  be  approaching  a  state 
in  which  it  should  be  condemned. 

Birds,  Uke  mammals,  are  subject  to  a  sort  of  variola 
which  is  contagious.  Fowls,  turkeys,  and  geese  are 
sometimes  affected  by  it  The  presence  of  pustules  on 
the  body  of  the  bird  renders  it  for  the  time  unsaleable. 

Cholera  and  anthrax  in  poultry  are  diseases  that  are 
not  known  to  render  it  injurious  to  the  health  of  man 
when  eaten,  although  there  is  a  strong  suspicion  that 
obscure  forms  of  illness  may  have  been  induced  by  the 
consumption  of  poultry  thus  affected.  Turkeys,  geese, 
ducks,  and  pigeons  are  all  subject  to  cholera.  Mr.  Vacher 
writes  respecting  it :  "  Flesh  redder  than  natural  Heart 
speckled  with  red  or  dark  spots,  often  inside  and  out. 
Intestine  inflamed,  with  red  spots  or  livid  patches." 

Pheasants,  pigeons,  turkeys,  and  fowls  are  known  to 
be   attacked   with   so-called   diphtheria.      The   Wiener 
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Allgemeine  Medicinische  Zeitung  informs  us  that  Prof. 
Gerhart  of  Wurzburg  has  carried  out  a  number  of  ex- 
periments which  have  led  him  to  the  conclusion  that  this 
disease  may  be  communicated  to  man  by  these  birds. 
An  outbreak  of  diphtheria  occurred  in  1882-83  amongst 
the  poultry  at  Nesselhausen,  in  Baden.  Two-thirds  of  all 
the  labouring  persons  employed  about  the  fowl -raising 
establishment  there  became  ill  with  ordinary  diphtheria, 
and  one  man  conveyed  the  infection  to  his  three  children. 
No  other  cases  of  diphtheria  occurred  during  all  this 
time  in  the  town  itself  or  in  its  neighbourhood.  A  similar 
outbreak  has  been  observed  amongst  the  inhabitants  and 
poultry  of  Marseilles,  which  has  been  described  by  Dr. 
Kicati  in  the  Revue  d*Hygihie  et  de  Police  SanUaire,  No.  3, 
March  1879.  MM.  Delthill  and  Bouchard  at  the  recent 
Nancy  Congress  expressed  their  belief  from  observation 
in  the  existence  of  a  connection  between  diphtheria  in 
children  and  a  disease  amongst  fowls  and  pigeons  known 
as  the  "  pip  "  or  "  croup." 

It  is  often  necessary  to  have  rabbits  confiscated,  as 
they  are  frequently  offered  for  sale  in  a  putrid  state. 


CHAPTER   XLII 

INSPECTION   AND   EXAMINATION   OF   FISH 

Although  the  quantity  that  is  annually  condemned 
throughout  this  countrj'  is  very  great,  an  immense  amount 
of  unwholesome  fish  is  consumed  by  the  poor,  and  creates 
diarrhcea,  nettle  rash,  and  other  affections.  Mackerel 
cannot  be  eaten  iu  too  fresh  a  state ;  whilst  whiting  is 
improved  by  hanging  for  a  short  time,  when  the  weather 
is  not  hot,  if  dusted  with  salt. 

When  fish  has  changed  colour,  and  has  an  oEfen3i^■e 
or  ammoniacal  odour,  it  should  be  seized  as  unfit  for 
human  food, 

A  bright  red  colour  of  the  gills  cannot  be  relied  on  as 
B  sign  of  freshness,  for  they  are  often  tinted  by  the  sales- 
man. The  diminution  in  the  brilliancy  of  the  colours  of 
a  fish,  and  the  extent  of  drooping  of  its  tail  when  it  is 
held  in  the  hand,  are  the  best  signs  of  staleness. 

Some  fish  in  the  tropics  are  always  poisonous,  whilst 
others  are  poisonous  to  some,  but  not  to  all  persons,  and 
others  are  at  times  only  injurious.  Pilchards,  mussels,* 
eels,*  crabs,'  lobsters,  oysters,  mackerel,*  turtle,  and  sar- 
dines,* have  at  times  produced  veiy  unpleasant,  or  dan- 

'  Medical  Timet  and  QtatlU,  November  1,  1862,  April  30,  18(14,  and 
Guy's  Hospital  Reporte,  October  18G0,  and  Lancet,  Uarch  7,  184S,  and 
Hay  G,  1866. 

•  Laneet,  June  21,  1873.  "  Laneit,  October  27,  1866. 

*  Lajuxt,  July  SO,  1864,  '  Medical  Timet  and  OoittU,  DeMinber  13,  1862. 
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gerous,  and  even  fatal  results.  Most  commonly  dyspepsia,  symptomg 
swelling  of  the  tongue  and  fauces,  itching  of  the  eyes  J!oiaonou». 
and  eyelids,  an  eruption  resembling  nettle  rash,  with 
great  irritation,  are  the  symptoms  complained  of.  Less 
frequently  numbness  of  limbs,  feeble  action  of  heart  and 
coma,  and,  in  rare  cases,  death  has  resulted.  The  nature 
of  the  animal  poison  contained  in  these  fish  is  unknown. 
It  is,  in  some  cases,  thought  to  be  due  to  some  particular 
food  in  which  the  fish  has  indulged,  and  in  others  to  be 
developed  only  during  the  breeding  time.  There  is  some 
suspicion  that  shrimps,  cockles,  and  oysters,  when  affected 
with  some  parasitic  fungus,  may  acquire  properties  poison- 
ous to  man,  and  create  choleraic  symptoms  amongst  those 
who  eat  them.^  Stale,  decomposing  fish  are  often  plunged 
into  brine,  which  is  supposed  to  stop  the  putrefactive 
process.  Such  salted  fish  has  often  produced  illness. 
An  outbreak  occurred  in  1878  in  St.  Petersburg,  attack- 
ing more  than  100  persons,  which  resulted  from  the 
consumption  of  salt  codfish.  This  fish  was  found,  on 
subsequent  examination,  to  present  a  yellow  hue,  the 
flesh  being  friable  and  a  little  mouldy.  The  muscular 
fibres  were  shown  by  the  microscope  to  be  in  a  state  of 
decay.  The  poisonous  symptoms  produced  by  some  salted 
and  smoked  fish  have  been  ascribed  to  a  ptomaine  secreted 
by  a  microbe. 

Mr.  Vacher  considers  that  salmon  affected  severely 
with  the  fungus  disease  known  as  "  the  salmon  disease  " 
should  be  seized  if  exposed  for  sale. 

^  Report  on  East  Kent  for  1884,  by  Dr.  RobinsoD. 
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CHAPTER   XLIII 


MEAT   OF   FOISOITED   ANIMALS 


I  Anijuis  are  often  injured  or  destroyed  by  animal  oi 
'  vegetable  poisons.  The  meat  of  animals  may  be  renderec 
unwholesome  or  poisonous  by  the  food  eaten,  or  by  poisons 
administered  intentionally  or  taken  accidentally.  Cattli 
and  horaes,  poultry  and  game  are  sometimes  destroyed 
by  arsenic  Dr.  Aahby  records  tlie  case  of  the  poisoitino 
of  beasts  by  water  accidentally  impregnated  by  arseniouf 
acid,  which  had  entered  the  earth  at  a  spot  tifty  yardf 
away  from  the  well 

Cattle  and  horses  are  injured  or  destroyed  by  eating 
yew  leaves,  bryony,  meadow  saffron,  etc  The  stomachs 
and  alimentary  canals  of  animals  tlius  destroyed  will  be 
fomid  the  seat  of  more  or  less  inflammation.  Fragments 
of  the  vegetable  substance  may  also  be  disco\'ered, 
Farmers  often  seek  the  advice  of  tlie  health  officer  on 
these  cases,  according  to  my  experience. 

The  flesh  of  game  is  apt  to  be  rendered  unwholesome 
by  the  food  eaten.  The  flesh  of  liares  fed  on  the  rhodo- 
dendron, chrj'santhemum,  and  after  coursing'  (when  thej 
Iiave  a  resinous  taste  and  odour,  and  lia\'e  been  considered 
to  be  in  a  state  of  uriemia),  has  been  found  to  exerl 
poisonous  effects. 

'  Lan<(t,  September  21,  ISfl2,  and  Sritak  Mtdkai  Journal,  IfoTembi!: 
80,  ia?8,  p.  817. 
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Pheasants  fed  on  the  laurel  have  created  illness  when 
eaten.  A  case  is  recorded  where  the  flesh  of  a  turkey 
proved  poisonous/  and  no  poison  could  be  found  on 
analysis. 

Fish  are  sometimes  destroyed  by  cocculus  indicus,  but 
more  frequently  by  lime,  both  being  thrown  into  ponds 
and  streams  where  they  abound. 

*  Mediajl  Times  and  Gazette,  March  18,  1871. 


CHAPTER   XLIV 

DESTRUCTION    OF    CONDEMNED    FLESH. 

The  question  often  arises  as  to  how  flesh,  which  is  con- 
sidered to  be  unfit  for  human  food,  should  be  disposed  o£ 

If  it  is  handed  over  to  the  knacker  to  be  sold  as  food 
for  cats,  there  is  a  risk  lest  the  meat  should  ultimately 
find  its  way  to  the  butchers'  stalls  of  the  low  parts  of  our 
cities  and  towns,  and  be  sold  to  the  poor.  If  the  meat 
is  not  unsuitable  for  dogs,  it  may,  with  greater  safety, 
although  with  some  risk  in  the  case  of  some  diseases, 
be  sold  as  food  for  packs  of  hounds. 

If  meat  is  buried,  there  is  a  danger  lest  it  may  partly 
be  brought  to  light  by  dogs. 

If  it  is  buried  too  deep  to  allow  of  such  interference, 
the  meat  is  still  liable  to  get  into  the  market  by  the  aid 
of  a  resurrectionist. 
^^««>™c-  Cases  of  the  resurrection  of  diseased  pigs  are  recorded 

diseaaed  in  the  Sanitary  Record  of  February  16,  1877,  page  105, 
and  February  5,  1876,  page  96.  llemembering  that 
every  part  of  an  animal,  even  to  its  bones  and  hoofs, 
whether  diseased  or  not,  possesses  a  distinct  money  value, 
the  disinterment  during  dark  nights  of  such  bodies  is  not 
to  be  wondered  at. 

Perhaps  the  best  mode  of  preventing  the  sale  of 
condemned  meat  as  human  food  is  to  impregnate  it  with 
some  substance  that  will  render  it  unsaleable. 

In  the  city  of  London,  where  vast  quantities,  as  much 


meat. 
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sometimes  as  35  tons  (=100  oxen),  of  putrid  and 
diseased  meat,  dressed  for  sale,  are  seized  in  one  day,  the 
meat  is  plunged  into  a  bath  of  the  following  composition, 
preparatory  to  its  conveyance  in  carts  to  Deptford,  where, 
by  the  help  of  machinery,  it  is  separated  into  meat,  fibre, 
fat,  and  bone,  and  subsequently  utilized  in  trade : — 

Dr,  Sedgwick  Saunders^  Chemical  Bath. 
Chloride  of  calcium         ....  2  cwts. 


Chloride  of  sodium 
Sulphate  of  iron  (green  copperas) 
Carbazotic  or  picric  acid 
Water  .... 


^  cwt. 

1  cwt. 

2  lbs. 
300  gals. 


The  chlorides  deodorize  putrid  and  stinking  meat, 
whilst  the  picric  acid  and  sulphate  of  iron  discolour  it,  and 
render  it  so  disgusting  to  the  taste,  as  to  remove  all  fear 
of  its  appropriation  for  human  food.^  If  the  meat  is 
covered  with  the  fluid,  it  can  thus  be  kept  free  from  smell 
for  several  weeks. 

In  country  districts,  where  seizures  of  meat  are  few 
and  far  between,  condemned  meat  may  be  most  ,*  con- 
veniently rendered  unsaleable  by  making  deep  incisions 
into  the  flesh,  and  pouring  therein  impure  carbolic  acid, 
which  possesses  a  disgusting  odour.  Creosote  and  oil 
of  turpentine  have  also  been  used. 

Instruments  have  been  invented  for  introducing  such 
fluids  readily  into  various  parts  of  a  carcase,  Defays 
made  a  tube  with  a  lancet  point,  provided  with  a  flask 
containing  the  fluid ;  and  Kopp  recommended  a  spatula 
with  sharp  edges,  grooved  on  the  surface,  which  is  dipped 
into  the  fluid  each  time  that  it  is  plunged  into  the  flesh. 


^      Report  upon  yarious  Methods  of  dealing  with  Meat  seized  as  unfit 
for  human  food  in  the  City  of  London,"  by  Dr.  Sedgwick  Saunders. 


CHAPTER   XLV 

INSPECTION   AND   EXAMINATION    OF   FRUIT   AND   VEGETABLES 

Vegetables,  like  animals,  seem  to  possess  wonderful 
powers  of  discrimination  between  the  poisonous  and  non- 
poisonous  in  their  food.  It  is  wise  to  avoid  water-cress 
which  has  been  grown  in  effluent  water  below  the  standard 
of  purity,  and  also  strawberries,  early  cauliflowers,  etc., 
which  have  been  recently  "top-dressed"  with  manure, 
if  we  have  an  opportunity  of  choice.  Asparagus — a 
vegetable  that  rapidly  confers  when  eaten  a  character- 
istic odour  on  the  urine — has  been  found,  when  raised 
in  certain  localities,  to  produce  colic  and  diarrhoea- 
symptoms  which  have  been  attributed  to  the  presence 
of  minute  amounts  of  sulphide  of  carbon  in  the  soil. 

Half-decomposed  fruit  and  vegetables  are  deleterious 
to  health,  exciting  diarrhoea.  Unripe  fruit,  especially 
plums,  are  exceedingly  hurtful  to  young  cliildren.  In 
times  of  cholera  or  epidemic  diarrhoea,  the  exposure  of 
such  for  sale  would  justify  seizure. 

Every  now  and  then  the  opinion  of  the  Medical 
OflBcer  of  Health  is  sought  by  the  Nuisance  Inspectors,  as 
to  whether  quantities  of  fruit  and  vegetables  are  or  are 
not  injurious  to  health.  Simply  damaged  and  stale  fruit 
and  vegetables  cannot,  of  course,  be  so  regarded ;  but  all 
decomposing  and  offensive  vegetable  matter  should  be 
condemned. 
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Tlie  poor  are  the  chief  consumers  of  this  unwholesome 
food.  With  vast  numbers  fresh  fruit  and  vegetables  are 
impossible  luxuries.  I  cannot  but  tliink  that  an  immense 
profit  is  to  be  made  by  any  enterprising  company  that 
would  undertake  to  supply  the  wants  of  the  poor  of  a 
great  city  with  fresh  vegetables,  at  prices  within  their 
reach ;  for  the  present  arrangement,  whereby  the  poor  are 
supplied  with  stale  vegetables,  is  attended  with  such  an 
enormous  waste  of  these  important  necessaries  of  healtliy 
human  life. 


CHAPTEE  XLVI 


TINNED    PROVISIONS 


Preserved  Australian  meats,  and  American  tinned  fish, 
fruits,  and  vegetables,  etc.,  are  apt  to  become  impregnated 
with  small  quantities  of  lead  from  the  solder  and  tin 
which  frequently  contains  as  impurities  arsenic  and 
antimony.  The  vegetable  and  other  acids  associated  with 
these  provisions  have  a  corrosive  effect,  which  is  increased 
by  the  galvanic  action  set  up  between  the  metals.  Copper, 
which  is  used  to  impart  a  brilliant  green  colour  to  peas 
and  French  beans,  is  often  to  be  detected.  It  is  reported 
that  the  importation  of  these  foods  from  abroad  has  led 
to  the  production  of  inferior  imitations  manufactured  out 
of  damaged  food  in  the  East  End  of  London.  A  great 
deal  of  imperfectly-preserved  food  of  this  kind  has  been 
employed  in  the  neighbourhood  of  the  metropolis  for  the 
feeding  of  pigs,  where  collections  of  this  decomposing 
material  have  proved  a  nuisance. 
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Corn  is  generally  understood  to  comprehend  the  grains  of 
wheat,  barley,  and  oats,  to  the  exclusion  of  those  of  rye, 
maize,  etc. 

The  differences  between  the  appearance  of  different 
kinds  and  samples  of  wheat  and  barley,  as  indications  of 
varying  degrees  of  quality,  can  be  better  learnt  from  any 
farmer  than  from  a  description;  whilst  almost  every 
medical  man  necessarily  acquires  practical  experience  in 
diagnosing  good  oats. 

Grains  of  com  are  sometimes  damaged  and  rendered 
of  little  value  by  a  "  growing  out"  When  such  com  is 
ground  the  flour  is  known  in  trade  as  "weak."  Such 
flour  cannot  strictly  be  said  to  be  injurious  to  health, 
except  as  taking  the  place  of  an  equal  quantity  of  more 
nutritious  material. 

Grains  of  corn  should  be  free  from  smell,  sprouting, 
discoloration,  and  any  evidence  of  insects  or  fungi. 

The  insects  sometimes  found  in  com,  and  in  meal  of 
diflerent  kinds,  are  the  weevil  and  the  Acanis  farinoCy  the 
former  visible  to  the  naked  eye,  and  the  latter  it^    The  weeyu. 

by  the  aid  of  a  pocket  lens  or  microscope.     If   ^^  vjp 
grains  are  seen  to  be  pierced  with  minute  holes,       fio.  sa. 
and  are  found  to  have  been  deprived  of  their  ^rf/^j  wwJn. 
contents,  the  weevil  is  the  culprit. 
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Rust  {Piuxinia  gramints). — ^This  fungtis  infests  tfa 
chaff,  stem,  and  leaf.  In  its  young  state  it  was  formerl 
know  under  the  name  of  Uredo  rubigo  and  linearis. 


SOO.  (AfMr  BunlLI 
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CHAPTER   XLVIII 

INSPECTION   AND    EXAMINATION    OF   FLOUR 

In  the  inspection  of  flour  we  should  note  the  colour,  Physical 
smell,  taste,  and  feel,  for  we  may  then  receive  a  valu-®^**^**"" 
able  hint  as  to  its  wholesomeness  or  quality.     Weevils 
(Calandra  granaria,  vide  fig.  82)  are  often  found  by  this 
rough  scrutiny. 

The  examination  of  flour  that  devolves  on  the  Medical  chcmioa 
OfiBcer  of  Health  is  of  two  kinds :  chemical,  to  determine  JJ^pJ^*^^ 
its  quality  and  tlie  presence  of  injurious  admixtures ;  and 
microscopic,  to  discover  adulterants  and  animal  parasites, 
which  are  often  found  in  damaged  flour. 

The  adulteration  of  wheaten  flour  with  that  of  cereals 
of  less  nutritive  value,  or  with  vegetables  that  are  deficient 
in  nitrogenous  principles,  may  be  considered  by  some  as 
one  of  fraud,  which  does  not  concern  a  guardian  of  the 
public  health. 

Tlie  weakening  of  the  strength  of  the  "  staff  of  life," 
on  which  the  poor  man  has  principally  to  lean  for  the 
support  of  himself  and  family,  is  an  undoubted  injury  of 
very  serious  import.  Tlie  substitution  of  fat-forming  for 
flesh-producing  principles  into  the  staple  article  of  diet 
cannot  but  be  regarded  as  a  wrong  that  is  calculated  to 
diminish  the  working  powers  of  labourers  of  all  classes. 

The  regulations  for  the  government  of  King  Henry 
VIIL's  household  ordain  that  "  his  highness'  baker  shall 
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not  put  alum  in  the  bread,  or  mix  rye,  oaten,  or  bean 
flour  witli  the  same,  and,  if  detected,  be  sliall  be  put  in 
tbe  stocks."  The  use  of  alum  in  bread-making  was 
punishable  in  tlie  reign  of  George  IV.  by  a  fine  of  £20 
or  twelve  months  imprisonment. 

The  nutritive  value  of  the  different  farinaceous  articles 
of  food,  especially  of  those  with  which  flour  is  apt  to  be 
adulterated,  is  well  seen  in  Dr.  Letheby's  Table  of 
Analyses,  an  abridgment  of  which  may  be  usefully  inserted 
for  reference. 

NUTBITIVE  VALUES  IN  ONE  HUNDRED  PASTS. 


" 

Total  1 

r«nt. 

1 

^ 

i 

s 

1 

i 

1 

£ 

9 
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i 
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15 

10-S 
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17 
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2  0 

e-3 
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5-4 
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8-0 
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U 

11  ■] 
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O'i 

8-1 
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ll-l 

85-33 

nico     .     . 

13 

6  3 

79-1 

0-4 

07 

0-S 

e-3 

»l-2t. 

PeM     .     . 

15 

23-0 

65-4 

2'0 

2-t 

2-6 

23-0 

62  66 

Arrowroot 

18 

82-0 

82-00 

PoUtocs   . 

75 

2'l 

IS -8 

3-2 

6-2 

0-7 

2'l 

22-50 

Carrots     , 

83 

1-3 

8-4 

8-1 

0-2 

1-0 

1-3 

n-fio 

Parsiiiia  . 

82 

1-1 

9-8 

5-8 

0-5 

1-0 

16-6.1 

Tar,,!,;.    . 

81 

1-2 

5'1 

2-1 

0-fl 

1-2 

7-20 

If  wheaten  flour  is  made  by  grinding  together  the 
whole  of  the  grain,  it  contains  more  flesh-forming  material 
than  any  other  of  tlie  cereals,  sometimes  reaching  to  22 
per  cent.  The  finer  the  flour  the  less  of  nitrogenous 
matters,  of  fat  and  of  mineral  matters,  and  the  more  of 
starch.  The  most  nutritious  portions  of  the  grain  are 
the  outer  or  coarser  whicli,  containing  a  larger  proportion 
of  cellular  fibre  and  woody  matter,  ni-e  less  easily  digested 
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by  persons  of  weakly  constitution.  Bread  and  puddings 
made  of  whole  meal  flour  are  highly  nourishing,  if  they 
can  be  easily  digested,  and  do  not  exert  a  too  great 
laxative  influence  on  the  intestines  through  the  mechanical 
irritation  of  the  small  portions  of  husk  or  bran. 

The  most  distinguished  dentists  of  the  day  tell  us  caries  of 
that  one  great  cause  of  the  caries  of  teeth  is  the  substi- 
tution of  the  fine  and  delicately  prepared  for  the  coarser 
and  rougher  foods  that  belonged  to  a  former  and  less 
civilized  state  of  society.  Whole  meal  bread,  potatoes 
undeprived  of  their  skins,  etc.,  eta,  are  suggested  as  pre- 
ferable. Wliether  or  not  such  coarse  foods  act  beneficially 
on  the  teeth  in  a  mechanical  manner  by  scouring  them, 
and  so  preventing  accumulations  of  food  and  tartar,  does 
not  transpire. 

Chemical  £jcamination. 

The  unsoundness  of  flour  is  shown  by  the  amount  of 
water,  ash,  sugar,  dextrine,  gum,  and  gluten,  etc. 

Wanklyn's  analysis  of  fine  wheaten  flour  is  as 
follows : — 


Water         .... 

16-5 

Ash             .... 

0-74 

Fat              ...             . 

1-2 

Sugar,  Gum,  and  Dextrine  . 

3-3 

Albuminous  matters  (Ghiten,  etc)     . 

120 

Starch         .... 

66-3 

1000 

Water, — Place    a   little  flour  in  a  small  platinum  Amount  of 
dish  (such  as  is  employed  for  obtaining  milk  residues)™*^***"*** 
of  known  weight,  and  weigh  it.     Place  the  dish  thus 
charged  over  a  hot  water  bath  for  one  hour  and  a  half 
to   drive  off  moisture.     Weigh    and    then   replace   the 
dish  on  the  bath,  and  aft^r  the  interval  of  half  an  hour 
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again  weigh.     The  object  of  weighing  twice  is  to   be 
Bure  that  all  water  is  expelled.     For  example ; — 


After  Erpimtre  on  Hot  JFoter  Bath. 


Ut  Wrigliing. 
Flour  and  dish       .                         fi-680 
UUh           .               .                         7-978 
1'702 

2.1  WfighlpE 
9-fiSO 
■■978 
1-672 

To  obtain  percentage — 

ciBht  of  fl^r  Uk™.       '^''i^'- "'  l^"'  -f*^  «P"l>l°n 

1-981              :             1-072             :      : 
100 
l-!)81jl67-20O(84-4 

100 

100 -84-4  =  16-6  percent. 

-^ 

Good  flour  contains  on  an  average  from  about  10  to  J 
16  per  cent  of  moistura     The  more  water  that  is  present  | 
the  greater  the  liability  to  cliange,  and  the  less  nutriment  J 
in  a  given  weight.     Prof,  Parkes  counselled  that  flour  con- 
taining over  18  per  cent  of  water  should  be  rejected, 

AsJl. — Burn  the  dried  contents  of  the  dish  by  applying  1 
the  llame  of  a  Bunsen's  burner.     The  coke  formed  requires 
to  be  stirred  with  a  piece  of  tliick  platinum  wire.      It  is 
at  length  reduced  to  an  asli,  which  should  be  weighed. 
For  example : — 


J 


INSPECnON   AND   EXAMINATION   OF   FLOUR  497 

Weight  of  floar  taken.  Weight  of  ash. 

1-981  :  -057  :     :  100 

100 


l-981)5'700(2-87 
Ash  2 '87  per  cent. 

The  average  weight  of  ash  is  '7  to  '8  per  cent. 
Dr.  James  Bell  asserts  that  it  varies  from  '35  to  '86 
per  cent.     If  a  sample  of  wheaten  flour  yields  more  than 

1  per  cent  there  is  something  wrong  about  it,  and  the 
presence  of  a  mineral  is  suspected.  The  inorganic  sub- 
stances with  which  flour  is  most  commonly  adulterated 
are  carbonate  of  lime  or  magnesia,  sulphate  of  lime, 
silicate  of  magnesia,  bone  dust,  etc.     If  the  ash  exceeds 

2  per  cent,  add  hydrochloric  acid.  If  distinct  effer- 
vescence is  produced,  chalk  has  been  probably  added. 

To  detect  mineral  substances  shake  a  known  quantity 
of  flour  with  chloroform  in  a  burette.  The  flour  floats 
and  inorganic  bodies  subside,  which  may  be  drawn  off  by 
the  tap,  dried  by  a  gentle  heat,  and  weighed.  The  ash  of 
flour  consisting  of  ground  leguminous  seeds  is  heavier 
than  that  of  wheat-flour,  and  is  strongly  alkaline. 

The  ash  of  flour  is  composed  mainly  of  the  three 
phosphates  of  potash,  magnesia,  and  lime. 

The  ash  of  pure  oatmeal  does  not  exceed  2 '3  6  per 
cent. 

Alum  is  sometimes  purposely  mixed  with  flour  before  Aium. 
it  is  made  into  bread.  It  may  be  detected  by  the  log- 
wood test  (vide  page  517),  but  if  the  characteristic  colour 
reaction  is  not  obtained  with  this  test,  Mr.  W.  C.  Young 
advises^  that  the  flour  should  be  made  into  a  paste  with 
boiling  water  before  applying  the  ammoniacal  logwood 
tincture,  when,  if  alum  is  present,  a  bluish-gray  colour 
is  developed  permanent  for  a  week.     An  approximative 

*  Analyst^  January  1879. 
2  K 
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estimate  of  the  quantity  of  aluin  may  be  determined,  by 
makin;^  comparative  experiments  as  to  the  deptli  of  the 
bluish  colour  with  pure  Hour,  made  into  an  emulaion,  to 
which  different  known  quantities  of  a  standard  solution 
of  alum  in  water  (1  gramme  to  the  litre)  have  been  added. 
'■  Sugar,  Dextn-ne,  and  Gum. — Weigh  out  100  grammes 
of  flour,  and,  having  placed  it  in  a  large  porcelain 
evaporating  dish,  introduce  some  water,  and  mix  the 
water  and  flour  thoroughly  together  with  the  fingers,  so 
as  to  ensure  the  complete  admixture  of  every  particle  of 
the  flour  witli  the  water.  This  semifluid  mixture  is 
poured  into  a  half-litre  flask,  and  water  is  added  until 
the  mark  is  reached  denoting  that  quantity.  The 
contents  of  the  flask  are  filtered.  After  rejecting  the 
first  jjortions  of  the  filtrate,  50  c-  c.  of  the  filtrate  are 
collected  and  evaporated  to  dryness  in  a  platinum  dish 
of  known  weight  on  a  water  bath. 

Weight  of  dish  ami  auVsI 


As  a  tenth  (50  c  a)  of  the  500  c,  c  (lialf-Iitre)  which 
contained  the  100  grammes  of  flour  was  taken,  it  ie 
necessary  to  multiply  by  10  to  obtain  the  percentage: 
■665  X  10  =  G'65  percent 

A  cold  aqueous  extract  should  not  exceed  4'V  per  cent. 

The  Albuminous  principles  are  divided  into  those 
which  are  soluble  and  those  which  are  insoluble  in  cold 
water.  The  fonner,  wliieh  include  vegetable  albumen, 
are  calculated  in  the  last-described  estimate  of  the  cold 
water  extract.  The  latter  are  known  under  the  name 
of  gluten,  a  mixture,  according  to  lUtthausen,  of  gliadin, 
gluten-casein,  pluten-fibrin,  and  mucedin. 

Place    100   grammes   or    100    grains    in    a   Berlin 


poiaons. 
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evaporating  dish,  and  mix  it  thoroughly  with  a  little 
wat^r,  so  as  to  make  a  dough.  Add  water  to  it,  mean- 
time kneading  it  well  with  the  fingers.  Pour  ofiF  the 
water  and  add  fresh.  This  addition  and  removal  of 
water  is  carried  on  until  the  water  ceases  to  be  milky 
in  appearance,  when,  all  starch  having  been  thus  re- 
moved, only  a  tenacious  mass  of  gluten  remains,  which 
is  to  be  dried  on  the  water  bath  and  weighed. 

Good  flour  contains  from  8  to  12  per  cent  of  gluten. 
Prof  Parkes  says  that  flour  should  be  rejected  in  which  it 
falls  below  8  per  cent. 

Accidental  and  intentional  admixtures  of  arsenic  withMetauic 
flour  sometimes,  but  rarely,  occur.    I  have  only  encountered 
one  case  although  I  have  been  in  the  profession  nearly 
thirty  years. 

A  remarkable  case  of  an  outbreak  of  lead  poisoning, 
in  which  between  fifteen  and  twenty  persons  were 
simultaneously  afifected,  has  recently  been  published  by 
Dr.  Alford.^  It  was  traced  to  the  admixture  of  lead 
with  the  flour  in  the  process  of  grinding  the  corn.  The 
millstone  being  of  a  very  loose  nature,  large  spaces 
existed  in  it,  which  had  been  filled  up  by  pouring  into 
them  quantities  of  molten  lead.  There  were  ten  pounds 
of  lead  upon  the  surface  of  the  millstone,  and  the  cavi- 
ties were  all  filled  with  the  same  metal  The  tests 
described  in  the  foregoing  pages  are  sufficient  to  identify 
either  of  these  poisons  as  they  occur  in  flour. 


Microscopic  HcamincUion. 

The  flour  of  diseased  com  is  often  seen  to  contain  the 
spores  of  fungi  (vide  page  490). 


The  most  common  animal  found  in  flour  that  has  been 

1  Sanitary  Record,  May  25,  1877,  p.  821. 
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kept  in  a  damp  place,  or  been  otherwise  damaged,  is  the 
Acarus  JarincE  which  multiplies  with  great  rapidity. 


Barley-meal,  beans,  potato,  maize,  oat,  rye,  and  rice 
are    the    most    common    adulteranta    of 
wheat  flour,  which  may  all  be  detected 
I  by  the  microscope, 

1.  Barley. — The  starch  granules  of 
barley  so  closely  resemble  those  of  wheat 
that  they  cannot  readily  be  distinguished 
i^*"  from  one  another.  Barley  starch  consists 
rather  of  small  and  large  grains,  with 
very  few  of  an  intermediate  size;  whereas  this  peculiarity 
does  not  exist  in  the  case  of  wheat  starch. 

When   mingled    together,   as   in   the   adulteration   of 
wheat   with   barley,   it    is    thus   almost  impossible   to 
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diatinguisb  tlie  two  starches.     As  the  finest  flour  con- 


-TuUofWhut,x«».    (AftetBuua) 


TraiuwrK  Staim  of  Tata  of  fnuBl  Grtln d.  Olli  of  lubiUiicc  at 

ilonh  RTUulu.    Tba  tetta  coulst*  of  S  c«ti,  S  longltudlul  nd  1  In 
Zenf  UndtiuJ  OkO— Ovlcr  i^ysr.— Muglni  of  Mill,  diitinctl;  beadad. 
Tmnmrm  Cmt— Mmgin*  of  ctVi,  biaded,  bot  to  » leu  eitcDt 
lAiHtUiuUiul  CtlUafSvrJIictofarala'^e.  coDiliti  at  only  1  ityei. 


tains  poitioas  of  the  investing  membranes  of  the  grain, 
the  presence  of  barley  meal  la  diagnosed  by  an  t 


LmaUudiiuil  Caal—Outtr  Infn-.— HargiDt  o[  cell*  not  1i«*ded,  bat  lUghtlr  wmTsd. 
TVb  vHTM  Cool.— UarglDi  of  nils  not  btaded  or  mr«d. 
I«ii0illidiiuiJ  CtOi  litStrfui  o/OrnUac.  coulat*  of  1  UjnL 

tioD  of  portions  of  the  testa,  which  should  be  sought  for. 
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The  cells  of  the  substance  of  the  grain  of  barley  are 
seen  when  emptied  of  starch  to  be  of  more  delicate 
structure  than  those  of  wheat,  and  to  present  a  fibroufl 
appearance. 
■nstarch.  2.  Sean,  and  Pea. — The  addition  of  bean  and  pea 
meal  can  easily  be  detected  by  a  microscopic  examination. 


Fio.  Pi.— Bm  SUrcb.    (AHer  Pukci.) 

If  a  little  boiling  water  be  thrown  on  flour  thus 


Fin.  »3.— Potato  SUrch  Dot  paUrHtd,  x  !8S.    (Alter  EvkM.) 

adulterated,  the  characteristic  smell  of  beans  and  peas  is 
evolved. 
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Donne's  test  consiate  in  pouring  successively  a  little 
nitric  acid  and  ammoniB  on  the  flour.  If  it  is  not 
adulterated  with  beans,  no  marked  reaction  is  apparent ; 
but  if  bean  meal  is  present  a  deep  red  colour  is  observed. 
Lassaigne  suggests  the  addition  of  a  solution  of  an  iron 
salt,  which  gives  to  pure  flour  a  pale  straw  colour,  but  to 
a  mixture  of  beans  and  flour  shades  ranging  from  orange 
to  dark  green. 

3.  Potatoes. — If  potato  starch  is  found  in  flour,  thePotato 
admixture  is   as  much  a  fraud  as  the  dilution  of  milk 
with  water.     The  pyriform 
appearance    and    eccentric 
hilum  are  characteristics  of 
this  starch.     It  is  well  to 
add   a    drop  of  weak    liq. 
potassie,    when    exam 
flour  under  the  microscope,  I 
for  this  re-i^ent  swells  up  1 
potato  starch  granules  en- 
ormously,   and    has     very 
little    effect    on    those    of 
wheat  starch.     Chevallier's  _ 

,       ,     .  ,  ,      Via.  e4.^FotBlo  SUrch  poUrlied,  X  !l». 

method  18  a  good  one,  and 

is  thus  described  by  Mr.  Wynter  Blyth:' "  Equal  weights  of 
flour  and  sand  are  to  be  triturated  with  water  until  a  homo- 
genous paste  is  formed,  which  is  then  diluted  end  filtered  ; 
to  the  filtrate  is  added  a  freshly-prepared  solution  of 
iodine,  made  by  digesting  for  about  10  minutes  3 
grammes  of  iodine  in  60  c  c.  of  water,  and  then  decanting. 
If  the  flour  is  pure,  this  addition  will  give  a  pink  colour, 
gradually  disappearing ;  whilst  if  potato  starch  should  be 
present,  the  colour  is  of  a  dark  purple,  only  disappearing 
gradually.  By  comparing  the  reaction  with  flour  known  to 
be  pure,  this  difference  of  behaviour  is  readily  appreciate" 
^  Foodg—Compotilim  md  Anafytii.  J^^M 
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4.  Afaize. — The  atarch  granules  on  the  outer  part  of 


Fio.  ».— lUUs  Slaich.    (Afttr  Pirice*.) 

the  grain  are  of  hexagonal,  and  in  the  centre  of  a  spherical 

or  oval  form. 

Out  stdich.         5.  Oats. — The  granules  of  oat  starch,  unlike  those  of 

the   other   starches,   do   not  exhibit    the 

black    characteristic    crosses    under    the 

\  influence  of  polarized  light     As  oats  is 

J  a  very  highly  nitrc^enous  material,  the 

admixture  of  a  little  oatmeal,  with  other 

farinaceous  foods,  cannot  be  objected  to 

.t8Un*.x  0°  sanitary  grounds. 

«M.(Att«rc«iiMon,)        OoiTtital  contaius  more  fatty  matters 

than  wheaten  flour.     Where,  as  in  Scotland,  oatmeal,  to  a 

very  large  extent,  takes  the  place  of  wheaten  flour,  the 

toning    down    or    weakening  of   oatmeal   with   the  less 

nutritive  barley  meal,  is  a  practice  which  is  much  to  be 

objected   to.^     The   microscope  shows   the    presence  of 

'  Coovictiou  for  adnlterating  oatmeal  vrith  tlvin  25  per  cent  to  SS  per 
cent  of  barlo?  meal.— Sanitary  JUeord,  Juaaaij  SO,  1877,  p.  42. 
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starch  granules,  which  may  be  either  wheat  or  barley. 
As  wheat  is  not  employed  as  an  adulterant,  the  granules 
will  almost  certainly  be  those  of  barley.'  It  is  asserted 
that  retail  dealers  iniic  barley  meal  with  the  somewhat 
buff-coloured  oatmeal,  to  impart  a  white  and  cleaner  hue. 
The  presence  of  about  1  per  cent  of  barley  in  oatmeal 
may  be  charitably  looked  upon  as  accidental,  but  as 
much  as  5  per  cent  must  be  regarded  as  a  fraud. 

As  a  mode  of  estimating  the  percentage  of  barley  in 
oatmeal  that  is  adulterated  with  it.  Dr.  Muter  suggests 
the  measurement  of  the  starch  granules  by  the  aid  of  a 
^  inch  objective,  and  a  "  B  "  micrometer  eyepiece.  Oat 
granules  measure  '00037  inch.  Barley  granules  measure 
•00073  inch,  and  a  few  of  them  four  times  this  size, 
namely -00292  inch.  He  writes:*  "The  beat  criterion 
to  go  on  for  the  estimation  of  the  percentage  is  the 
number  of  granules  measuring  '00292  inch,  which  are 
found  in  barley  to  bear  a  very  constant  relation  to  the 
00073  inch  granules."' 

6.  Bye. — The    peculiar    rayed    hilum  of   rye    starch  ajra  si 
serves  to  distinguish  it  from  any  other. 


7.  Bice. — Bice  meal  is  sometimes  adulterated  withBh»si 
lime,  which  can  easily  be  detected  with  hydrochloric  acid. 
A  large  quantity  was  seized  in  Liverpool  in  1879  which 

'  English  btrlej  ii  of  conne  dearer,  but  foniga  birley  1*  cheaper, 
than  oats. 

*  Analytt,  January  31,  1S77,  p.  190. 
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contained  from  40  to  50  per  cent  of  powdered  tnarbl& 
Inferior  rice  is  sometimes  fraudulently  mixed  with 
wheaten  flour  to  render  bread  whit«r  and  heavier,  for  rice 
retains  much  moistura 

Zoliam  temvlerUurti,  or  Damd  (Tnus.— The  seeds  of 
this  frrass  are  apt  to  become  accidentally  or  fraudulently 
mixed  and  ground  with  the  grains  of  wheat  As  the  seed 
contains  a  poison  of  the  acro-narcotic  class,  it  is  necessary 
to  be  able  to  diagnose  the  dangerous  admixture.  Giddi- 
ness, tremor,  convulsions,  and  vomiting  are  the  symptoms 
commonly  produced  by  eating  bread  containing  the  flour 
of  darnel  grass.  Many  accidents  from  consuming  flour 
thus  poisoned  are  recorded.'  In  the  well-known  case  of 
poisoning  at  the  Cologne  prison,  in  which  sixty  persons 
were  affected,  one  and  a  half  drachms  of  darnel  were 
found  in  every  six  ounces  of  the  flour.  The  starch 
granules  of  the  darnel  closely  resemble  those  of  oate,  but 
the  difference  in  the  appearance  of  the  testa  of  the  two 
grains  is  very  striking. 


Pure  flour,  when  mixed  with  alcohol,  forms  a  straw- 
coloured  solution,  which  possesses  an  agreeable  taste. 
Flour  which  contains  darnel  is  said  to  give  a  greenish 
solution,  with    a  disagreeable    repulsive    taste,  and  on 

'  Londoa  Mediml  and  Pkyiiologital  Journal,  xiriiL  182 ;  Bucbner'i 
Toxikologit,  17i ;  Anruiitti  tUr  Phttrmaeit,  xtL  81S. 
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evaporation  a  resinous  yellow-green  extract  is  left 
(Parkes). 

If  some  difficulty  is  experienced  in  forming  an  opinion, 
the  physiological  test  of  administering  a  small  quantity  to 
a  dog,  and  noticing  the  effect,  is  admissible.  Some  rare 
cases  of  poisoning  have  occurred  from  the  mixture  with 
flour  of  vetches  named  Zathyrus  satiims,  and  dcera,  and 
of  the  pollen  of  the  male  catkin  of  the  hazeL 

If,  whilst  inspecting  a  specimen  of  flour  with  the 
microscope,  particles  possessing  a  resemblance  to  fragments 
of  bone  are  noticed,  the  appearance  of  which,  when  magni- 
fied, is  well  known  to  every  medical  man,  a  drop  of  a 
solution  of  nitrate  of  silver  should  be  added,  and  the  flour 
again  examined  by  the  microscope.  If  these  minute 
objects  really  consist  of  bone  dust,  they  will  become 
yellow  under  the  influence  of  this  reagent. 


J 


f 


CHAPTEE   XLIX 


INSPECTION   AND   EXAMINATION   OF   BREAD 


An  inspection  of  bread  will  often  afiford  many  suggest* 
ive  hints  as  to  its  condition.  It  is  quite  unnecessary 
to  describe  the  appearance,  taste,  and  smell  of  good  bread, 
for  every  one  is  familiar  with  it  How  few,  however, 
have  any  notion  as  to  the  unwholesome  manner  in  which 
the  greater  part  of  the  bread  that  is  eaten  is  manufactured. 
Pure  bread  is  rarely  procurable  in  our  towns  and  cities, 
under  the  present  system  that  prevails  of  "  flesh  dough- 
kneading."  The  cellars  employed  as  bakehouses  in 
London  and  other  cities  are  generally  filthy  places,  with 
drain  smells,  infested  with  beetles,  mice,  and  rats,  which 
make  playful  incursions  into  the  kneading-trough  and 
Mode  of  flour-sack.  The  work  of  kneading  is  so  laborious  as  to 
hi*  om^r  ^^^^^  profuse  perspiration,  which  drops  into  the  dough, 
bread.  The  flour  riscs  in  clouds,  and  the  workers  begin  to  cough 
and  sneeze.  When  the  process  is  almost  finished,  the 
dough  adhering  to  their  arms  is  scraped  oflf,  and  the  flour 
that  has  settled  on  their  hair  is  brushed  off  with  a  coarse 
brush  into  the  kneading-trough.  Thus  cast-ofiF  epithelium 
from  the  skin,  hairs,  head  scurf,  nasal  and  pulmonary 
excretions  of  men,  the  majority  of  whom  are  dirty  and 
unhealthy,  are  mingled  with  the  dough  that  forms  our 
daily  bread.  Fifteen  years  ago  these  revolting  disclosures 
were  made  dprapos  of  the  grievances  of  journeymen  bakers. 
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and  are  to  be  found  in  Government  Blue  Books.^  Not- 
withstanding the  publicity  given  to  these  facts,  the  manu- 
facture of  nearly  all  bread  is  carried  on  at  the  present 
time  in  the  same  disgusting  way.*  Forgetfulness  would 
appear  to  be  bliss  no  less  than  ignorance.  As  guardians 
of  the  public  health,  it  behoves  medical  oflBcers,  not 
only  in  the  interest  of  the  journeymen  bakers  them- 
selves, whose  lives  are  so  terribly  shortened  by  their  un- 
wholesome avocation,  but  in  that  of  the  public  at  large 
who  are  supplied  with  foul  bread,  to  bring  about  the 
employment  of  machine-made  bread.  Bread  can — now 
that  many  mechanical  dough -kneading  and  mixing 
machines  of  different  kinds  exist,  and  the  dough  can  be 
baked  by  gas,  hot  air,  or  steam,  with  a  complete  absence 
of  smoke,  dust,  or  sulphur  fumes — be  manufactured  so  that 
the  human  hand  never  touches  it,  and  so  that  the  bakers 
shall  not  receive  any  injury  to  their  health. 

Microscopic  Examination, 

The  presence  of  i"ungi  in  bread,  such  as  the  several 
varieties  of  Penidllium  or  common  mildew,  which  gives  a 
greenish  or  brownish  or  reddish  hue  in  patches,  or  the 
Oidium  orantiacum  which  is  distinguished  by  yellow  spots, 
shows  that  it  is  unfit  for  human  food,  for  there  is  good 
reason  to  believe  that  illness  has  been  produced  by  such 
bread. 

As  cooking  so  greatly  alters  the  appearance  of  starch 
granules,  the  flour  from  which  the  bread  is  made  should 
be  examined. 

Adidterations  of  Bread. 

The  most  common  adulterants  of  Bread  are — 
Alum. 

^  Fide  Report  of  H.M.  Special  Commissioner,  11.  S.  Tremenheere, 
Esq.,  C.B.,  to  the  Secretary  of  State  of  the  Home  Department 
«  Vide  Medical  Examiner,  July  12,  1877  and  July  19,  1877. 
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Terra  alba  (hydrated  sulphate  of  lime)  and  whit- 
ing (fine  carbonate  of  lime),  carbonate  and  sili- 
cate of  magnesia. 

Sand. 

Sulphate  of  copper. 

•  Eice. 

I  Potatoes. 

Alum.  1,  Alum, — If  the  grain  of   wheat  is  subjected    to 

f  warmth  and  moisture — ^as,  for  example,  from  long  expo- 

sure in  the  field,  or  from  storage  in  warm,  damp  granaries 
I  — ^a  certain  degree  of  germination  occurs,  an  action  which 

'  is   accompanied  by  the    conversion  of  the  albuminous 

i  matters  into  diastase  (a  substance  that  changes  part  of 

•  the  starch  into  dextrine),  and  a  saccharine  body  called 

glucose.  In  the  manufacture  of  bread  from  this  damaged 
or  partially  fermented  flour,  a  larger  quantity  of  sugar  is 
formed  from  the  starch  under  the  influence  on  it  of  the 
diastase  than  is  desirable,  a  sweetish,  unpleasant,  dark- 
coloured  loaf  being  the  result. 

Alum,  if  added  to  damaged  flour,  checks  the  action  of 
the  diastase  on  the  starch,  and  thus  prevents  its  conver- 
sion into  dextrine  and  sugar,  at  the  same  time  improving 
the  colour  of  the  bread. 

n 

'  Damaged  flour   being  apt   to   create  dyspepsia  and 

'■  diarrhoea,  this  astringent  salt  is  found  to  neutralize  to 

some  extent  these  ill  effects.     The  scoundrels  who  thus 
*;  swindle  the  public  by  passing  off  as  a  superior  food  of 

.1  the  first  quality,  at  a  high  price,  an  unwholesome  and 

:  inferior  doctored  article,  are  happily  amenable  to  the 

law.  One  unfortunate  stumbling-block  in  the  way  of 
preventing  this  extensive  system  of  fraud,  which  is  so 
injurious  to  that  part  of  the  community  that  depends  so 
largely  for  its  sustenance  on  bread — namely,  the  agricul- 
tural labourer — has  been  the  difference  of  opinion  amongst 
scientific  men  as  to  whether  or  not  alum  is  injurious  to 
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health  in  the  quantities  in  which  it  is  generally  detected 
in  bread.  The  view  that  prevails  amongst  physicians  is 
that  a  daily  dose  of  alum,  even  if  in  minute  quantities,  is 
not  by  any  means  conducive  but  rather  deleterious  to 
healtL  Dr.  Dauglish  holds  that  the  efficacy  of  alum  in 
the  prevention  of  the  solution  and  decomposition  of  starch 
in  the  loaf  is  more  or  less  continued  in  the  stomach ;  for 
the  alum,  whilst  neutralizing  the  action  of  the  diastase, 
will  further  neutralize  the  influence  of  the  gastric  juices, 
the  result  being  imperfect  digestion,  with  the  consequent 
elimination  &om  the  system  of  substances  which  should 
otherwise  meet  with  ready  assimilation  as  true  food,  in- 
cluding a  large  proportion  of  gluten  and  unaltered  starch.^ 
Many  scientific  chemists,  who  have  but  a  smattering  of 
medical  knowledge,  consider  that  alum  in  bread  is  harm- 
less, except  perhaps  when  present  in  large  amount.  In 
many  districts,  where  the  only  water  obtainable  is  muddy, 
it  is  the  practice  to  place  a  pinch  of  alum  in  a  large  butt 
of  water  to  clarify  it  by  a  precipitation  of  the  suspended 
impurities.  The  men  in  such  parts  drink  nothing  but 
beer.  I  have  never  seen  amongst  the  wives  of  these  men 
who  drink  such  water  a  perfectly  healthy  woman. 

2.   Terra  Alba  {Hydrated  Sulphate  of  Lime  =  Plaster  of  suiphAte 
Paris)  and   Whiting  (Carbonate  of  Lime),  Carbonate  awdSrboMte 
Silicate  of  Magnesia. — ^The  presence  of  these  and  other  ^f^** 
mineral  substances  in  bread  is  suspected  if  the  ash,  which  and  siucai 
should  not  exceed  2  per  cent,  is  excessive.     They  are*^'^***"*"^ 
added  to  increase  the  weight.     The  flour  from  which  the 
bread  has  been  made  should,  if  possible,  be  procured,  for 
flour  can  be  reduced  to  ash  far  more  rapidly  than  bread. 
Care  should  be  taken  not  to  mistake  the  coke  for  the  ash. 
Ee-ignition  will  diminish  the  weight  of  the  coke,  but  not 
that  of  the  ash.     The  Medical  Officer  of  Health  and 

*  **  Bread  and  Bread  Stuffs,"  by  B.  Dyer,— Sanitary  Jtecard,  December 
U,  1877. 
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r 


Sand. 


Salphate  of 
Copper. 


Potatoes. 


Analyst  of  the  City  of  London  seized,  in  January  1879,  a 
large  quantity  of  flour  which  consisted  of  as  much  as  7  0 
per  cent  of  plaster  of  Paris.  There  are  several  mills  in 
the  United  States  that  grind  white  stone  into  a  powder, 
sold  at  ^  cent  per  lb,  of  three  different  degrees  of  coarse- 
ness— "the  soda  grade,  sugar  grade,  and  flour  grade" — for 
purposes  of  adulteration.  The  prompt  action  of  the  Kussian 
Government  during  the  Eusso-Turkish  campaign,  on  dis- 
covering that  the  flour  furnished  by  the  head  of  the  Commis- 
sariat Department  contained  a  large  percentage  of  terra  alba, 
is  to  be  commended.  The  man  who  endangered  the  success 
of  the  enterprise  was  immediately  shot  for  his  dishonesty. 

3.  Sand, — ^The  admixture  of  sand  with  bread  is  easily 
shown  by  the  silica  determination.  The  average  amount 
of  silica  in  good  bread  is  about  '025  per  cent. 

4.  Sulphate  of  Copper  is  used  by  bakers  on  the  Con- 
tinent in  small  quantities  to  give  a  white  colour  and 
otherwise  improve  the  appearance  of  bread  manufactured 
from  damaged  flour.  The  continual  use  of  bread  thus 
adulterated  cannot  fail  to  be  injurious  to  health,  whatever 
the  quantity  of  the  poison  may  be. 

Modes  of  Detection, — 1.  Cut  a  smooth  slice  of  bread 
and  draw  across  its  surface  a  glass  rod  dipped  in 
a  solution  of  ferrocyanide  of  potassium.  If  copper 
be  present,  the  streak  will  be  of  a  brownish-red 
colour. 

2.  Bum  a  quantity  of  bread  (or  flour,  if  it  is  desirable 
to  test  it)  to  an  asL  Boil  the  ash  in  a  platinimi 
crucible  with  a  few  drops  of  strong  sulphuric 
acid,  which  should  afterwards  be  diluted  with 
water.  Place  in  the  solution  a  piece  of  zina  If 
copper  be  present,  it  will  be  deposited  on  the 
surface  of  the  platinum. 

5.  Potatoes  are  generally  added  when  they  are  cheap, 
in  a  mashed  form,  to  dilute  the  flour  and  render  bread 
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heavier,  for  they  contain  between  70  and  80  per  cent  of 
water.  Bread  thus  adulterated  has  a  damp  appearance 
and  taste.  Many  housewives  add  a  few  boiled  potatoes 
to  the  flour  in  making  their  bread,  with  a  view  to  prevent 
the  bread  from  soon  becoming  dry. 

Mode  of  Detection, — Make  a  solution  of  bread.  Test 
it  with  red  litmus  paper.  If  it  is  not  alkaline,  burn  some 
of  the  bread,  and  test  the  ash  with  litmus  paper.  If  the 
ash,  instead  of  being  neutral,  is  alkaline,  potatoes  are 
probably  present  The  percentage  of  water  in  the  bread 
and  its  appearance  must  also  be  noted. 

6.  Rice  is  added  to  bread  to  whiten  it  and  to  render  it  Rice, 
heavier,  as  it  contains  a  large  quantity  of  water. 

Mode  of  Detection, — The  ash  of  rice  is  necessarily  low, 
namely  '85  per  cent  An  excessive  percentage  of  mois- 
ture, an  unnatural  whiteness  of  the  bread,  and  a  low  ash, 
are  suggestive  of  this  adulteration.  The  flour  with 
which  the  bread  is  made  should  be  examined  microscopi- 
cally, for  the  granules  of  rice  are  different  from  those  of 
any  other  starch. 

Chemical  ExamincUion, 

Water, — The  mean  amount  of  moisture  found  by  Dr.  water 
Odling  in  the  crumb  of  good  bread  was  43*4  per  cent,'!^"*** 
the  maximum  of  all  the  25  specimens  examined  yield- "^"^^ 
ing  46*7  per  cent  of  water. 

Place  a  small  portion  of  bread  in  a  platinum  dish  of 
known  weight  Weigh.  Dry  over  water  bath  for  some 
time.  Weigh.  Expose  the  dish  on  the  water  bath  for 
another  half-hour,  and  again  weigh. 

Calculate  the  percentage.     For  example  : — 

Bread  and  dish     .  .  28 '9 10 

Dish        .  .  .  26*205 


Weight  of  bread        .  2-705 

2  L 
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Ash  should 
not  exceed 
2  percent. 


After  drying  at  212"  F. 

Fint 
weighing. 

Bread  and  dish         27-810 
Dish  .  .         26-206 


Weight  of  bread  1  '605 

2-705  :  1-460   :   :   100 
100 


Second 
weighing. 

27-665 
26-205 

1-460 


2-706)       146-00000  (63-97 
100-00 
63-97  of  solid. 


46*03  of  moisture. 


Result  46-03  per  cent  of  water. 


The  addition  of  mashed  potatoes  or  boiled  rice  (starchy 
foods  that  are  deficient  in  the  nitrogenous  elements)  is  to 
be  suspected  il'  the  percentage  of  water  is  excessive.  If 
bread  possesses  an  unnatural  whiteness,  and  no  alum  or 
terra  alba  can  be  detected,  rice  is  the  probable  adulterant. 

Ash. — Take  100  grammes  of  bread  (crust  and  crumb 
in  about  equal  proportions)  and,  having  cut  it  up  into 
fragments,  bum  it  in  a  Berlin  dish  of  about  5  inches  in 
diameter.  The  coke  that  forms  should  be  broken  up  by 
the  help  of  a  platinum  rod.  It  is  not  advisable  to  employ 
a  persistently  intense  heat,  as  there  is  a  danger  of  volatil- 
izing the  alumina  of  the  alum,  and  of  cracking  the  dish. 
When  the  cinder  and  ash  cease  to  glow,  and  when  they 
exhibit  a  gray  colour,  the  burning  may  be  considered 
complete.  The  ash  should  not  be  thoroughly  decarbonized 
for  fear  of  volatilizing  the  alumina.  The  burning  of  100 
grammes  of  bread  consumes  four  hours.  This  process 
can  be  accomplished  in  half  the  time  by  employing  50  • 
grammes,  but  in  that  case  greater  care  and  accuracy  are 
required  in  working.  The  ash  is  transferred  to  a  platinum 
dish,  for  weighing,  by  the  help  of  the  feather  end  of  a 
quill  pen,  with  which  the  interior  of  the  porcelain  dish 
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can  be  very  thoroughly  cleaned.  Before  the  weight  is 
taken,  it  is  desirable  to  complete  the  incineration  by  heat- 
ing the  contents  of  the  platinum  dish  to  redness  for  a 
short  time,  to  ensure  a  thorough  burning.  If  the  operator 
is  possessed  of  a  large  £5  platinum  dish,  the  employment 
of  the  Berlin  dish  is  dispensed  with.  The  ash  should  be 
weighed.  It  does  not  in  pure  bread  exceed  2  grammes 
in  100  grammes  of  bread,  or  2  per  cent 
For  example : — 

Ash  and  platinum  dish     .         27*770 
Platinum  dish      .  .  26-205 


Ash       .  1-565 

Result  1  '5  per  cent  of  ash. 

Silica. — Add  5  c.  c.  to  10  c.  c.  of  strong  hydrocliloric  snica  varies 
acid  (pure)  to  the  ash  in  the  platinum  dish.     Add  20  bmuifrom 
c.  c.  to  30  c.  c.  of  distilled  water,  and  boil,  taking  care  to  •oi8to-o32 

iHJr  cent. 

avoid  splashing.  The  hot  liquid  is  passed  through  a 
small  Swedish  filter  paper  into  a  beaker.  Place  some 
distilled  water  in  the  platinum  dish  and  heat  to  boiling 
point,  using  a  feather  or  glass  rod  to  detach  any  solid 
particles  adhering  to  the  sides  of  the  dish.  Pour  these 
washings  through  tlie  filter.  Finally  wash  the  precipitate 
on  the  filter  with  hot  distilled  water  by  the  help  of  a 
wash  bottla  Tlie  well-established  rule  of  avoiding  the 
addition  of  the  wash  water  to  the  filter  before  the  mother 
li([Uor  has  entirely  passed  through  it  should  of  course  be 
remembered. 

As  the  precipitate  on  the  filter  has,  like  many  other 
precipitates,  a  tendency  to  clamber  up  the  sides  of  the 
filter  and  pass  down  between  the  filter  and  the  funnel, 
it  is  necessary  to  wash  it  down  the  sides  of  the  filter  by 
the  help  of  a  jet  of  water  from  the  wash  bottle. 

A  great  bulk  of  liquid  is  to  be  avoided  in  making 
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these  washings.  Several  successive  washings  with  small 
quantities  of  hot  distilled  water  are  preferable  to  the 
practice  of  using  two  or  three  large  quantities.  Let  the 
filter  drain  and  dry,  by  suspending  the  funnel  containing 
it  in  a  ring  of  a  retort  stand,  at  such  a  distance  above  a 
Bunsen's  burner,  or  a  spirit  lamp,  as  to  prevent  the 
possibility  of  ignition  or  charring.  The  filter  and  the 
precipitate  on  it  will  soon  dry.  Fold  the  filter  and 
carefully  transfer  it  into  a  little  platinum  or  porcelain 
crucible  provided  with  a  cover  (or  into  a  platinum  milk 
dish),  and  bum  the  filter  to  an  ash,  and  weigh. 

It  is  advisable  to  employ  round  Swedish  filter  papers 
yielding  definite  and  known  quantities  of  ash,  as,  for 
example,  one  or  two  milligramme  filter  papers.  If  none 
are  at  hand,  cut  a  filter  of  the  requisite  size  out  of  a 
sheet  of  filter  paper  and  weigh.  The  weight  of  the  ash 
is  always  ^  per  cent  the  weight  of  the  filter  paper; 
therefore,  a  filter  paper  weighing  500  milligrammes  has 
an  ash  of  2^  milligrammes.  We  have  now  arrived  at 
the  weight  of  the  silica  in  the  total  ash. 

For  example : — 


Platinum  dish  and  ash 
Dish 

Weight  of  ash 

„     of  filter  ash  . 


7-8200 
77700 

•0500 
•0015 

•0485 


Result  '0485  per  cent  of  silica. 

Alumina.  Alumina. — Unadulterated  flour,  with  which  bread  is 

made,  contains  such  a  variable  amount  of  alumina,  in  part 
due  to  clay  and  otlier  extraneous  matter,  that  it  seems  im- 
possible to  draw  a  line  between  bread  adulterated  or  not 
adulterated  with  alum.  The  differences  between  the  amount 
of  alumina  in  Calcutta,  Bussian,  and  English  grown  wheat 
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is  very  striking.  California  sends  us  wheat  which  yields 
a  remarkably  small  amount  of  alumina,  whilst  Egyptian 
wheat  exhibits  an  enormous  amount.  At  first  it  was 
stated  that  the  average  amount  of  alumina  present  in 
good  unalumed  bread  should  be  considered  as  equivalent 
to  2  grs.  in  the  4  lb.  loaf;  then  analysts  decided  that  10 
grs.  of  alum  in  the  4  lb.  loaf  should  be  substituted  as  a 
minimum  to  be  subtracted  from  the  result  of  an  analysis. 
The  investigations  of  Dr.  James  Bell  and  others  have 
since  shown  that  this  allowance  is  insufficient,  as  alumina 
in  the  form  of  silicate,  equivalent  to  more  than  40  grains 
of  alum  in  the  4  lbs.,  has  been  found  in  good  unadul- 
terated flours.'  He  states  ^  that  no  rule  can  be  laid  down 
for  the  correction  which  should  be  made.  It  has  now 
become  the  established  rule  amongst  analysts,  that  a  bread 
or  flour  should  never  be  declared  adulterated  with  alum, 
although  it  may  yield  a  large  amount  of  alumina,  if  the 
logwood  and  carbonate  of  ammonia  test  fail  to  give  it  a 
permanent  blue  or  lavender  colour. 

So  the  whole  question  as  to  whether  a  bread  is  or  is 
not  alumed,  resolves  itself  very  much  into  a  consideration 
of  the  behaviour  of  the  bread  when  subjected  to  the  log- 
wood test  A  Fellow  of  the  Chemical  Society  writes 
thus :  ^ — "  Since  it  is  impossible  to  fix  upon  a  standard  of 
natural  alumina,  and  since  it  is  erroneous  to  regard  its 
amount,  even  in  the  presence  of  alum,  as  in  any  degree  a 
measure  of  alum,  it  may  be  asked  what  is  the  use  of 
estimating  it  at  all  ?  I  venture  to  suggest  that  it  might 
indicate  whether  the  grain  was  or  was  not  cleansed 
properly  before  grinding,  but  the  estimation  of  silica 
would  answer  just  as  well" 

The  Hadow-Horsley  reaeent  for  the  detection  of  alum  t»«c  Had  w- 

Test  for 
*  Analysis  and  AduUeraiion  of  Foods,  alum. 

"^  "Alum  in  Floor  and  Bread,"  by  M.  D.  Penney,  Chemical  News, 

Febmary  21,  1879. 
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in  bread  is  employed  aa  a  qualitative  auxiliary  test  by 
aiialysta.     It  is  prepared  thus : — 

"  1.  Make  a  tincture  of  logwood  by  digesting  for  eight 
hours  5  grammes  of  freshly-cut  logwood  chips  in 
1 00  c.  e.  of  strong  alcohol,  and  filter ; 

"  2.  Make  a  10  or  15  per  cent  solution  of  carbonate  of 
ammonia  in  distilled  wat«r. 

"  A  teaspoonful  of  each  solution  mixed  with  a  wine- 
glasaful  of  water  in  a  whit«  ware  vessel  forma  a  pink- 
coloured  lii|uid.  Bread  containing  alum,  immersed  in 
this  liquid  for  five  minutes  or  so,  and  then  placed  upon 
a  plate  to  drain,  will  in  an  hour  or  two  become  blue  or 
lavender  on  drying ;  but  if  no  alum  is  present,  the  pink 
colour  fades  away  and  gives  place  to  a  dirty  brown. 
Raits  of  magnesia  jield  with  this  test  a  somewhat  bluish 
colour,  which  is  not  so  permanent  as  that  furnished  by 
alum.  Moreover,  tlie  increased  weight  of  ash  indicates 
mineral  additions.  If,  on  drying,  a  greenish  tinge  appears, 
an  intUcation  of  copper  is  aflbrded,  as  carbonate  of  am- 
monia produces  that  colour,  but  never  a  blue." 

Dr.  James  Bell,  of  Somerset  House,  writes  •  of  thia 
test,  "  It  is  one  which  we  have  never  known  to  fail  to 
indicate  alum."  Mr.  Wynter  Blyth  has  suggested  *  an 
improvement  of  it  vnth  gelatine  in  this  wise :  "  From 
300  to  400  grs.  of  bread  are  cnimbled  in  distilled  water 
and  a  slip  of  pure  gelatine  added,  and  the  whole  allowed 
to  soak  for  12  hours.  On  dissolving  tlie  gelatine  in  a 
little  logwood,  to  which  its  own  volume  of  a  10  per  cent 
solution  of  ammonium  carbonate  has  been  added,  if  the 
bread  is  pure  the  solution  will  be  reddish-pink,  if  the 
bread  is  alumed  the  solution  will  be  blue." 

An  approximative  estimate  of  the  amount  of  alom 
present  may  be  made  by  the  help  of  a  known  quantitj 
of  a  standard  solution  of  alum  (1  gramme  to  the  litre), 
*  Of-cU,  '  op.  eO. 
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which  should  be  added  to  the  same  amount  (300  to  400 
grs.)  of  a  sample  of  unalumed  bread.  The  relation 
between  the  amount  of  silica  and  tliat  of  alum  should 
be  considered  in  the  examination  of  a  bread,  for  it  may 
have  been  made  of  flour  containing  much  clay  and  mud, 
Buch  as  is  found  in  Egyptian  wheats.  A  large  amount 
of  alum  in  conjunction  with  a  small  quantity  of  silica 
indicates  that  the  excess  is  due  to  the  addition  of  alum. 

The  amount  of  alum  generally  added  to  bread  adul- 
terated with  this  substance  varies  between  20  and  30 
grains  in  a  4  lb.  loaf,  although  more  than  100  grains 
have  in  exceptional  cases  been  discovered  in  the  same 
quantity  of  bread. 

It  does  not  necessarily  follow  that,  because  bread  on 
analysis  proves  to  have  been  alumed,  the  baker  haa 
mingled  it  with  his  flour  in  the  manufacture  of  his  bread- 
Some  millers  alum  the  flour  before  they  supply  it  to  their 
customers. 

Accordingly,  when  a  loaf  is  piirchased  for  analysis,  a 
sample  of  flour  from  each  sack  found  on  the  premises 
should  also  be  taken  for  examination. 

In  rare  cases,  salt,  which  is,  of  course,  freely  used  in 
bread  making,  has  been  found  to  contain  alum. 


CHAPTER   L 

INSPECTION   AND    EXAMINATION   OF   MILK 

Milk  contains  the  three  classes  of  principles  in  association 
with  water  which  are  required  for  human  food — ^namely, 
the  Albuminous  or  Nitrogenous,  the  Oleaginous,  and  the 
Saccharine — and  is  the  only  article  supplied  by  nature 
which  combines  all  the  elements  requisite  to  secure 
healthy  nutrition  in  a  form  suited  to  the  young  animal. 
It  must  not  be  omitted,  therefore,  from  the  category  of 
the  necessaries  of  life  to  which  the  attention  of  the 
Medical  Officer  of  Health  is  restricted,  although,  if  he  does 
not  hold  the  post  of  public  analyst,  he  may  not  find  it 
requisite  to  make  an  official  examination  of  a  milk,  except 
as  a  guide  for  himself  in  his  own  investigations  as  to  the 
origin  and  spread  of  diseases.  On  professional  analysts 
rests  the  duty  of  ascertaining  the  amount  of  water  added, 
or  the  amount  of  fat  abstracted,  in  order  to  aid  the  law  in 
the  punishment  of  fraud.  Enteric  fever,  scarlet  fever, 
and  diphtheria,  are  diseases  which  have  been  indubitably 
spread  through  the  medium  of  milk.  The  exact  manner 
in  which  the  poisons  of  these  diseases  obtain  entrance  to 
this  liquid  food  often  taxes  the  skill  of  the  Medical  Officer 
of  Health.  In  milk  outbreaks  of  typhoid  fever  not  a 
single  link  in  the  chain  of  evidence  ^ould  be  neglected. 
If  the  health  officer  finds  on  analysis  tliat  the  water  used 
in  the  dairy  contains  excremental  filth,  and  traces  the 
pollution  to  its  source,  which  has  been  infected  with  the 
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specific  poison  of  the  disease,  it  is  still  desirable  to 
ascertain  whether  or  not  the  milk  has  been  diluted  with 
water.  Here  is  an  example  of  the  assistance  that  such 
an  examination  may  afford  a  Medical  Officer  of  Health  : — 
Fever  once  appeared  in  a  large  public  school,  and  as  no 
mode  of  the  entrance  of  the  poison  could  be  discovered,  it 
was  at  first  supposed  to  have  arisen  sud  sporUe.  The 
water  supply  on  analysis  proved  to  be  pure.  The  milk 
was  supplied  from  two  or  three  sources,  and  was  not 
complained  of.  On  making  an  analysis  of  the  milk  it 
was  found  to  have  been  manipulated  with  water.  An 
analysis  of  the  water  from  each  of  the  three  farms 
whence  the  milk  was  derived  was  made,  and  one  of 
these  waters  was  discovered  to  be  polluted  with  animal 
excrement,  whilst  the  other  two  waters  were  of  un- 
doubted purity.  On  visiting  the  dairy  farm  possessing 
the  polluted  water  supply,  it  transpired  that  the  closet 
and  well  were  in  affectionate  proximity,  and  that  the 
former  had  recently  received  the  specific  poison  of  the 
disease  from  one  of  the  labourers.  If  milk  under  such 
circumstances  should  not  evince  by  chemical  examination 
any  decided  departure  from  the  normal  state  of  the 
secretion,  due  regard  being  paid  to  its  variation  in  com- 
position, by  reason  of  the  age  and  food  of  cow,  time  after 
calving,  weather,  etc.,  it  must  not  be  concluded  that  the 
poison  of  the  disease  has  not  been  communicated  to  the 
milk  through  the  medium  of  water,  for  there  is  every 
reason  to  believe  that  the  smallest  quantity  of  water 
containing  the  specific  poison,  such  as  may  be  introduced 
by  merely  rinsing  the  milk-cans,  is  sufficient  to  infect  a 
large  quantity  of  milk.  An  analysis  of  milk  in  suspected 
typhoid  outbreaks  often  affords  only  negative  evidenoa 
The  undoubted  admixture  of  water  with  milk  in^ 
us  to  a  fresh  scent  in  our  endeavours  to  trace  the 
duction  of  the  poison,  although  the  absence  of 
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any  decided  adulteration  does  not  preclude  tlie  possibility 
that  the  milk  may  have  been  poisoned  through  the 
medium  of  wat«r.  Aa  a  rule,  however,  milks  fraudu- 
lently watered  are  adulterated  with  at  least  1 0  per  cent 
of  water.  No  ray  of  light,  however  feeble,  should  be 
neglected  in  tracking  this  prevalent  and  wholly  prevent- 
able disease.  The  microscope  affords  also  aid  which  is 
not  to  be  despised.  In  milk  outbreaks  of  scarlet  fever  a 
comparison  should  be  made  with  this  instnmient  between 
milk  that  has  been  exposed  to  infection — as,  for  example, 
from  being  stored  within  a  few  yards  of  persons  suffering 
or  recovering  from  this  disease — and  the  milk  of  the 
same  animals  that  has  not  been  thus  endangered,  with 
the  object  of  discovering  epithelial  scales,  for  its  poison 
would  seem  to  be  mainly  distributed  througli  the  air  by 
the  aid  of  the  dust  of  the  skin  to  which  it  attaches  iteelt 
Good  milk,  the  chemical  composition  of  whicli  b  to 
be  found  in  every  physiological  work,  is  slightly  acid  or 
neutral,  or  very  feebly  alkahue  to  litmus  paper.  Its 
specific  gravity  is  about  1'030  or  ].'034. 

Microscopic  Appearance. 
Klilk  is  seen  toconsistof 
a  number  of  oil  globules 
of  different  sizes,  colled 
and    a 
lium    8U3- 
somewhat 
Immedi- 
ately after  calving  are 
sometimes       perceived 
large  yellow  compound 
bodies     termed     colo»- 
trum   corpuscles.     The 
secretion  of  the  colos- 
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trum  immediately  after  birth  is,  as  every  one  knows, 
designed  to  purge  the  young  animal. 

In  the  milk  of  a  woman  suffering  from  an  acute 
disease,  colostrum  corpuscles  and  large  granular  cells 
rich  in  fat  are  visible.^ 

Foreign  bodies  are  sometimes  noticed  by  the  micro- 
scope in  milk ;  for  example,  blood  and  pus  corpuscles, 
epithelium,  etc. ;  also  mineral  matters,  such  as  chalk, 
starch,  vegetable  organisms. 

Physical  Peculiarities, 

Milk  coagulating  during  or  immediately  after  milking, ^rwhuok 
especially  after  it  is  warmed. — The  secretion  of  this  acid*^°*^ 
milk  may  be  owing  (1)  to  inflammation  of  udder,  (2)  to 
digestive  disturbance  or  a  febrile  state. 

Yellow  Milk, — This  colour,  when  not  due  to  theYdiowMUk. 
colostrum  of  newly-calved  cows,  is  observed  when  there 
is  irritation  or  congestion  of  the  udder.  Dairymen  colour 
their  milk  with  annato.  When  milk  is  boiled  the 
colouring  matter  remains  in  the  whey.  An  unnatural 
yellow  colour  of  cream  is  sometimes  produced  by  an 
organism  called  by  Klein  the  Bacterium  xanthinum,  and 
by  Verheyen  the  Vibrio  xanthogenus.  The  eating  of 
orchids  and  of  Rheum  palmatum  by  cows  has  been  said  to 
render  the  milk  of  a  yellow  colour. 

Viscid  Milk,  which  is  stringy  and  mucus-like  whenvucw  Miik. 
poured  from  one  vessel  to  another,  and  has  a  stale  un- 
pleasant taste,  has  been  found  to  contain  a  large  pro- 
portion of  albumen,  as  well  as  carbonate  of  ammonia. 
Microscopically  it  resembles  colostrum,  but  it  is  distin- 
guished from  it  by  its  power  of  producing  the  same 
alteration  in  a  laige  quantity  of  healthy  milk.  The 
viscidity  of  milk  has  been  ascribed  to  a  half-starved 
condition  of  oowi^  a^^^^ap  unwholesome  dairies 
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The  colours  of  bltce,  red,  and  green  milk  or  cream 
are  all  probably  due  to  the  development  of  organisms, 
respecting  the  nature  of  which  very  little  is  at  present 
known.  Tlie  ferment  produced  will  give  rise  to  the 
same  alteration  when  a  small  portion  of  either  of  these 
milks  is  added  to  a  large  quantity  of  good  milk.  Several 
micro-organisms  are  believed  to  possess  the  power  of 
producing  the  lactic  fermentation,  whilst  the  Clostri" 
dium  biUi/ricum,  called  also  the  BdcUlvs  hutyric^is,  is 
alone  capable  of  converting  lactic  acid  into  butyric 
acid. 
ilk.  Blue  Milk  has  a  disagreeable  taste,  and  has  been 
found  to  produce  diarrhoea  and  severe  febrile  gastritis.^ 

Pigs,  rabbits,  and  sucking  calves  suffer  from  diarrhcea 
after  feeding  on  it. 

A  distinction  has  been  drawn  between  milk  which 
is  blue  when  drawn,  and  that  w^hich  is  blue  when 
coagulated  or  in  the  condition  of  cream,  the  former  being 
supposed  to  be  not  injurious  and  the  latter  injurious  to 
health.  The  probability  is  that  the  colour  is  due  to  one 
and  the  same  organism,  which  becomes  poisonous  only  at 
a  certain  stage  of  its  development.  It  has  been  described 
under  the  name  of  the  Bacillus  syncyamis. 

The  blue  colour  has  been  attributed  to  the  consump- 
tion   by   the    cows  of   certain    plants,  as    the    Myosotis 
paltcstris,    Merairialis    perennis,    Fagopt/rum,   Polygonum 
aviculare,  and  Anchusa  tinctoria. 
1  Cows  fed  on  madder  or  galium  (commonly  called  bed- 

straw)  have  been  found  to  secrete  a  reddish  milk.* 

Milk  is  a  fluid  which  is  extremely  liable  to  be  affected, 
as  to  its  odour  and  taste  and  quality,  by  the  food  of  the 
cows  that  secrete  it,  and  by  chemical  changes  that  are 
due  to  foul  conditions  of  air  to  which  it  may  be  exposed, 

1  VirchoVs  Archiv.,  Band  xliii.  p.  161  (1868). 
'  Reimaun's  Fdrber  Zeitung, 
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and  to  the   special  ferments^  which  attach   themselves 
to  it. 

We  are  all  familiar  with  the  taste  of  turnips  in  our  chat 
milk  and  butter  during  the  depth  of  winter.     Vine  andodou 
chestnut  leaves  will  render  milk  bitter,  and  beech  leaves 
will  diminish  the  supply  of  milk.     Milk  is  also  bitter  if 
bitter  medicines  have  been  administered  to  the  cow,  and 
in  disease  of  the  liver. 

Milk  has  been  found  to  possess  a  sweet  or  bitter  unpleas- 
ant taste  and  a  "rotten"  disagreeable  odour  when  supplied 
by  cows  badly  kept  on  damaged  forage  and  filthy  water, 
and  when  kept  in  dirty,  unwholesome,  damp  dairiea* 

Mr.  Smee  exposed  milk  to  sewer  gas,  but  could  find 
no  change  in  composition  on  making  a  chemical  analysis. 
On  distilling  the  milk  at  a  temperature  not  exceeding 
120°  F.,  a  distillate  was  obtained  which  had  an  un- 
pleasant taste  and  an  offensive  smell.  "Tasting  the 
distillate  set  up  intense  headache,  vigorous  rapid  pulse, 
and  was  followed  by  severe  diarrhcEa.^  Milk  exposed 
to  the  vapour  arising  from  animal  matter  undergoing 
putrid  decomposition,  similarly  treated,  was  offensive  and 
produced  results  dangerous  to  health. 

Chemical  Examination, 

Milk  is  adulterated  with  many  substances,  some  (such 
as  salt)  to  cover  the  addition  of  water,  others  to  render  its 
estimation  difficult,  and  some  (such  as  borax  and  salicylic 
acid  in  minute  quantities)  to  increase  its  keeping  properties. 
The  chief  adulteration  of  milk  consists  in  the  addition  of 

^  Vide  p.  392  as  to  the  fonnation  of  a  poisonous  alkaloid  or  ptomaine 
named  tyrotoxicon  and  its  connection  with  infantile  diarrhoea. 

'  I  visited  a  dairyman's  establishment  once  where  the  water  in  the  cow* 
shed,  with  which  the  milk  vras  confessedly  adulterated,  was  sewage  wmttr^ 
and  the  cans  of  milk  were  stored  in  a  beilroom  redolent  of  organic  mat 

'  Milk  in  Health  and  Disease, 
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water,  which  has  been  carried  on  tx)  such  an  extent  in 
London,  that  it  has  been  found,  that  the  number  of  cows 
supplying  the  metropolis  with  milk  would  not  yield  more 
than  sufficient  to  provide  daily  each  inhabitant  with 
about  a  tablespoonful  of  pure  milk.  The  salt  may  be 
estimated  by  a  standard  solution  of  nitrate  of  silver  {vide 
page  136)  applied  to  a  solution  of  the  ash.  The  addition 
of  carbonate  of  soda  to  neutralize  sourness  in  stale  milk  is 
shown  by  the  milk  yielding  a  high  ash  which  effervesces 
on  the  addition  of  an  acid.  Chalk,  gypsum,^  and  other 
inorganic  substances,  are  easily  detected  by  an  estima- 
tion of  the  weight  of  the  ash.  It  is  desirable  that  the 
Medical  Officer  of  Health  should  be  able  not  only  to 
diagnose  these  milk  sophistications,  but  be  in  a  position  to 
ascertain  whether  a  milk  contains  the  normal  proportions 
of  its  principal  ingredients,  for  the  supply  of  a  young  child 
with  an  abnormally  poor  milk  {vide  page  533)  signifies 
the  deprivation  at  the  most  important  age  of  a  portion  of 
what  sometimes  is,  and  always  should  be,  its  sole  nourish- 
ment, which  may  lead  to  the  development  of  strumous  or 
some  other  disease  of  a  mal-assimilative  kind.  A  great 
change  has  been  of  late  effected  in  the  chemical  analysis 
of  milk,  which  has  principally  consisted  in  a  more  com- 
plete removal  of  the  fat,^  in  the  employment  of  the  specific 
gravity  test  corrected  for  temperature,  and  in  the  lowering 
of  the  minimum  limit  of  the  amount  of  "solids  not  fat"  below 
which  milk  is  to  be  considered  adulterated.     A  representa- 

^  The  adulteration  of  milk  with  mineral  matters  appears  to  have  been  a 
very  ancient  custom,  if  the  statement  that  St  Irenteus  wrote,  A.D.  140, 
**Lacte  gypsum  male  miscetur,"  is  to  be  credited. — Notes  aiid  QuerUs, 
5th  Series,  xi.  216. 

^  It  has  been  shown  that  at  least  '3  per  cent  more  fat  is  obtained  by  the 
plaster  process  than  by  the  Wanklyn  process,  and  another  '2  per  cent 
more  by  Adam's  coil  process  than  by  the  plaster,  so  that  at  least  '6  to  '6 
per  cent  more  fat  is  procured  by  the  Adam's  coil  than  by  the  Wanklyn 
process. 
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tive  committee  of  the  analysts  of  the  coimtry  have  for  the 
last  two  years  been  engaged  in  an  endeavour  to  improve 
our  methods  of  milk  analysis,  and  in  December  1885  for- 
warded their  Eeport  to  the  Council  of  the  Society  of  Analysts, 
which  report  contained  the  following  conclusions — 

"1.  As  to  the  Process  of  Analysts, 

"  That  in  future  the  method  to  be  recommended  for  adoption  by 
the  members  of  the  Society  of  Public  Analysts  be  as  under  : — 

"(1)  Total  Solids. — These  to  be  estimated  by  evaporating  in  a 
platinum  dish  about  5  grammes  of  milk.  The  residue  to  be  dried 
to  practical  constancy,  at  the  temperature  of  a  water  oven  or  water 
bath. 

"  (2)  The  Process  of  Fat  Extraction,  with  Mr.  Adam's  paper  coils 
(vide  Estimation  of  Fat,  page  528). 

"(3)  The  ^Solids  Tiot  Fat*  in  all  cases  to  be  determined  by 
difference.  We  strongly  recommend  that  in  all  cases  the  specific 
gravity  be  taken  as  a  useful  control. 

"  2.  As  to  Standards  or  Limits, 

"We  further  recommend  that,  concurrently  with  the  method 
above  laid  down,  the  following  be  the  limits  below  which  milk 
should  not  be  passed  as  genuine,  viz. — ^Total  solids,  11-6  per  cent, 
consisting  of  not  less  than  3  per  cent  of  fat,  thus  leaving  not  less 
than  8'5  per  cent  of  nan-fatty  solids." 

Milk  should  always  be  analyzed  in  a  fresh  state,  for 
when  sour  or  otherwise  decomposed,  correct  determina- 
tions are  more  difficult  To  ascertain  whether  or  not 
water  has  been  added  to  cows'  milk,  the  estimation  of  the 
amount  of  milk  solids  is  necessary. 

DetemiiTuition  of  the  Total  Solids. — Procure  (1)  twoAvewg^o' 
or  three  little  platinum  dishes  each  of  which  is  numbered  ;,ou<ii  12-8 
(2)  a  copper  water  bath  resembling  that  depicted  in  Fig.P*'®^** 
14,  provided  with  holes  corresponding  to  the  number  of 
little  dishes,  in  place  of  the  large  holes  there  exhibited ; 
and  (3)  a  bulb  pipette  graduated  to  5  c.  c.     Weigh  the 
dish  and  place  it  on  the  water  bath.     Having  shaken  the 
sample  of  milk,  place  5  c.  a  of  it,  measured  with  the 
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pipette  figured  below,  in  the  dish.  Light  the  Bunsen's 
burner,  and  boil  the  water  in  the  bath  \T.gorously. 
Complete  evaporation  to  dryness  will  consume  three  or 


en 
O 


Fio.  102.— Milk  Pipette. 

four  hours.  At  the  end  of  this  time  remove  the  platinum 
dish,  wipe  it,  cool  it,  and  weigh  it  at  intervals  until  a 
constant  weight  is  obtained.  Some  place  it  in  a  hot  air 
oven  to  render  the  drying  complete.     For  example : — 

Milk  solids  and  platinum  dish  .  8*408 

Platinum  dish  (No.  2)  .  .  7*768 


Milk  Solids  '640 

Multiply  by  20  to  obtain  the  amount  present  in  100 
c.  c.  of  the  milk — 

•640  X  20  =  12*80  grammes  in  100  c.  c  of  milk. 

As  100  c.  c.  of  average  milk  weigh  102*9  grammes, 
it  is  necessary,  if  it  is  wished  to  obtain  a  percentage 
statement  (which  is  more  easily  understood  by  the 
public),  to  diWde  by  1*029. 

12*80  grammes  in  100  c.  c.  of  milk -^ by  1*029  =  12*44  per  cent 
of  milk  solids. 

The  milk  solids  of  other  animals  are  : — 


Woman 

Mare 

Ewe 

Goat 

Ass 


Per  cent. 
12*50 
11*60 
24*78^ 
14*40 
9*50 


Analyst 

BelL 


» 


Payen. 


i> 


Average  of 
fiit  ranges 
ft-om  8*6  to 
aboat  4  per 
cent. 


Determination  of  the  Fat. — If  it  is  considered  desirable 
to  know  the  extent  of  watering  to  wliich  a  milk  has  been 

^  About  11  per  cent  of  this  large  amount  consists  of  fat. 


INSPECTION   AND    EXAMINATION    OF   MILK  629 

subjected,  it  is  necessary  to  estimate  the  amount  of  fat  in 
the  milk.  "  Pipette  5  c.  c.  of  milk  into  a  beaker  2 
inches  deep  by  1^  inch  in  diameter,  weigh  and  place  into 
it  one  of  Mr.  Adam's  coils,  viz.  a  rolled  up  strip  of  white 
demy  blotting-paper  (sharply  cut  to  2^  inches  wide,  and 
22  inches  long),  which  must  have  been  previously  ex- 
tracted with  ether  in  a  Soxhlet  apparatus  (to  remove 
resinous  soap  employed  in  the  manufacture  of  such  paper) 
and  the  ether  driven  off.  When  as  much  as  possible  of 
the  milk  has  been  taken  up  by  the  paper  the  coil  is 
removed  and  placed  dry  end  downwards  upon  a  slip  of 
glass,  and  the  beaker  (which  should  be  kept  covered  by 
a  bell  jar  during  the  absorption  of  the  milk)  is  at  once 
re-weighed.  Dry  the  coil  in  a  water  oven  for  a  period 
of  one  to  two  hours,  and  extract  the  fat  by  ether  in  a 
"Soxhlet"  apparatus,  twelve  syphonings  at  least  being 
necessary ;  the  flask  in  which  the  solution  is  collected 
being  as  small  and  light  as  possible.  Boil  off  the  ether 
and  place  the  flask  in  a  water  oven,  in  a  horizontal 
position,  and  dry  to  constancy,  allow  to  cool  for  about  10 
minutes  and  weigh."  Two  improvements  have  been 
suggested  on  the  official  method  by  Mr.  Wm.  Thompson.^ 
He  employs  filter  paper,  in  the  place  of  blotting-paper, 
which  does  not  need  extraction  with  ether  before  use, 
because  the  amount  of  extract  contained  therein  is  so 
small  (0006  granmie)  as  to  fall  within  the  region  of 
experimental  error.  Whilst  fixing  one  end  of  the  strip 
of  filter  paper  (21  X  2  J  inches)  between  two  glass  rods, 
and  holding  the  other  extremity  in  the  left  hand,  5  c  c. 
of  the  milk  are  diffused  over  the  paper  thus  horizontally 
held,  by  means  of  a  pipette  having  a  long  stem  under  the 
bulb.  The  strip  of  paper  thus  moistened  with  5  c.  c  of 
milk  is  dried  by  moving  it  backwards  and  forwards  over 
the  flame  of  a  Bunsen's  burner  or  spirit  lamp.    The  dried 

^  Analyst,  April  1886. 
2  M 


^Himt^^ 
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strip  is  made  into  a  scroll  by  coiling  it  around  a  glass  rod, 

and  is  then  introduced  into  a 
Soxhlet's  fat  extractor  in  wliicli 
it  requires  half  a  dozen  syphon- 
ings. 

The  small  size  Soxhlet's  Fat 
Extractor  will  be  found  most 
convenient,  and  enough  ether  is 
poured  into  it  to  nearly  reach 
the  upper  opening  into  it  of  the 
tube  through  which  the  ether 
vapour  ascends.  The  ether  boils 
at  a  very  low  temperature,  so 
the  gas  jet  or  spirit  lamp  fl€une 
should  be  very  small.  As  the 
ether  in  the  flask  boils,  the 
vapour  passes  up  through  the 
tube  into  the  extractor,  en 
rmUe  to  the  condenser  where, 
being  condensed,  it  falls  back 
into  the  extractor,  until  the 
latter  is  filled  to  the  level  of  the 
top  of  the  syphon  which  then 
runs  the  ether  back  into  the 
flask,  carrying  with  it  in  solu- 

a  Soxhlet  Fat  Extractor.  .  •  r   i.i        p  i.         rni 

6  Its  syphon.  ^^^^  somc  of  the  fat.     Ihe  ex- 

c  Glass  Liebig'8  condenser  with   tractor  again  and  again  fills  and 

openings    for    attachment    of     j.      -,  •        ix»  i 

Indiarubber      tul)e8,     through     dlSChargCS    itSClf   SO  lOUg    aS    the 

which  water  enters  and  flows   j^^^  -g  maintained.    At  the  con- 

away. 

d  Flask.  elusion  of  the  extraction,  when 

€  Shallow  beaker  containing  water.     .1  ,        l         •  ii>iii» 

f  Bunsens burner.  ^hc   cxtractor  IS  nearly  full  of 

ether,  the  flame  and  condenser 
should    be    removed,    and    the 

ether  be  allowed  to  syphon  off  into  a  bottle  for  future  use. 

If  all  the  ether  in  the  flask  has  not  been  distilled  over. 


Fia.  103. 


g  Coil. 
\h  Water. 
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the  apparatus  should  be  fitted  together  again  and  the  re- 
maining portion  distilled  and  syphoned  off  into  the  bottle. 

The  weight  of  the  fat  derived  from  the  known  amount 
of  milk  operated  on  being  obtained,  the  percentage  can 
be  easily  calculated  in  the  manner  previously  explained 

Determination   of  the   solids   not  fat,  —  Deduct    the  Average  of 
quantity  of  fat  from  the  total  milk  solids,  and  the  import-  fat/-  q  p^r 
ant  datum  "  solids  not  fat "  is  obtained.     Dr.  James  Bell  *^"*- 
states  that  in  the  case  of  individual  cows  they  vary  from  8*00 
to  11*27  and  in  the  case  of  dairy  samples  from  8*50  to 
9'91,  but  that  the  average  ranges  from  9*0  to  9*1  per  cent. 

Determination  of  ash, — The  adulteration  of  milk  with  Average  or 
chalk  or  other  inorganic  substance  is  easily  detected  by  an  cent  '*' 
estimation  of  the  ash.     This  determination  also  serves  to 
confirm  or  otherwise  the  examination  as  to  total  solids,  for 
a  milk  highly  adulterated  with  water  gives  too  low  an  ash. 

Place  the  platinum  dish  containing  the  dried  milk 
solids  on  a  pipe  triangle,  and  incinerate  by  means  of  an 
argand  burner  at  as  low  a  temperature  as  possible  (so  as 
to  avoid  the  volatilization  of  the  chlorides)  until  a  white  ash 
is  obtained.  Allow  the  dish  to  cool,  and  weigh.  Subtract 
the  weight  of  the  dish  from  that  of  the  dish  and  ash,  and 
multiply  the  result  by  20  to  obtain  the  amount  of  ash  in 
100  c.  c.  of  milk.     For  example : — 

Ash  and  platinum  dish  .  .  .      7*807 

Platinum  dish  (No.  2)  .  .  .7768 


•039 
•039  X  20  =  -78  grammes  of  ash  in  100  c.  c  of  milk. 

If  a  percentage  statement  is  required  divide  by  1*029. 
•78  -r  1*029  =  '75  per  cent  of  ash. 

Determination  of  specific  gravity, — Dr.  Vieth  states  ^  ^h* 
that  the  specific  gravity  of  milk  varies  from   1*030  to 
1*034  with   very  few  exceptions,  or,  using  another  ex- 

^  AiuUyd,  April  1885. 
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pression,  from  30  to  34  degrees,  and  that  the  specific 
gravity  of  a  mixed  milk,  i.e,  the  product  of  a  number  of 
cows,  should  never  fall  below  1029  unless  an  excess  of 
cream  be  present,  or  water  has  been  added.  The  more 
milk  sugar,  casein,  and  other  mineral  matter  contained 
in  milk,  the  greater  the  specific  gravity.  The  effect  of 
these  solids  is  more  or  less  counteracted  by  the  fat 
globules,  which  tend  to  lower  the  gravity  because  fat  is 
lighter  than  water.  As  the  addition  of  fat  tends  to 
diminish,  its  abstraction  (skimming)  increases  the  specific 
gravity,  bringing  it  up  sometimes  to  1*037.  The  practice 
in  the  milk  trade  is  to  rob  the  fresh  milk  of  cream  by 
pouring  into  it  skimmed  milk.  The  specific  gravity 
having  been  thus  raised  abnormally  high,  is  toned  down 
to  the  specific  gravity  of  good  rich  milk  by  dosing  it  with 
water.  Subject  to  a  correction  for  temperature,  the 
Society  of  Analysts  have,  notwithstanding,  decided  that 
the  readings  of  the  lactometer  may  be  usefully  employed 
to  check  results.  As  lactometers  are  generally  adjusted 
at  60°  R,  the  corrected  specific  gravity  is  arrived  at  by  the 
subtraction  of  about  1  degree  from  those  furnished  by  the 
lactometer  for  each  10  degrees  of  temperature  below  CC  F. 
and  by  adding  about  1  degree  for  each  10  degrees  aiave 
60°  F.  For  intermediate  temperatures  the  proportionate 
fraction  of  1  degree  would  be  either  subtracted  or  added 
as  the  case  may  be,  e.g,  if  the  reading  of  the  lactometer 
was  25  degrees  at  the  temperature  of  56°  F.  the  corrected 
specific  gravity  would  be  about  24*6,  and  at  62°  F.  it 
would  be  about  25*2. 

A  great  controversy  has  for  some  time  been  carried  on, 
as  to  the  extent  to  which  the  components  of  milk  may 
be  influenced  by  breed,  feeding  and  keeping  of  cows,  age, 
time  of  year,  intervals  between  milking  times,  distance  of 
time  from  calving,  etc.  Milk  from  cows  of  the  Ayrshire 
breed  resembles  most  closely  human  milk.     Dr.  Sharpies 
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points  out/  that  any  admixture  of  sugar  and  water  with  the 
milk  of  a  cow  of  this  breed  to  make  it  resemble  human 
milk  will  certainly  do  more  harm  than  good.  It  is  free  also 
from  the  excess  of  fat  which  often  renders  the  milk  of  an 
Alderney  cow  unfit  for  the  food  of  delicate  children.  Certain 
cows  produce  what  are  termed  abnormal  milks ;  that  is,  Abnormal 
milks  that  are  exceptionally  rich  or  exceptionally  poor. 

The  following  analyses  of  rich  and  poor  milk  were 
made  by  Dr.  Shea  and  Dr.  J.  Bell  respectively.  The  rich 
milk  was  obtained  from  an  animal  fed  on  a  sewage  farm, 
chiefly  on  rye  grass : 


Sp.  Or. 

ToUl  Solidt. 

Fkt 

Solids  not  Ftt 

AOx. 

Rich  milk 

1035 

14-8 

5-62 

9-20 

•85 

Poor  milks 

1*027 

10-4 

2-422 

8-0 

•69 

1030 

10-9 

2-20« 

8-6 

•62 

Milk  taken  at  the  commencement  of  a  milking,  which 
is  called  "  fore  milk,"  is  poorer  than  that  drawn  afterwards, 
and  that  which  is  obtained  at  the  termination  of  a 
milking  is  generally  rich  with  cream. 

The  law  provides  that  milk  shall  be  taken  to  mean 
whole  milk,  that  is,  the  mixed  milk  of  an  entire  milking 
of  a  number  of  cows. 

Although  the  milk  of  individual  cows  may  be  found 
to  vary,  the  milk  of  a  dairy  which  consists  of  a  mixture 
of  the  poor  with  the  rich  is  pretty  constant  in  composition. 
Its  range  in  composition  is  thus  given  by  Dr.  James  BelL* 

Pbrcbktaok. 
Total  Sulids.  Fat  Solids  not  Fat  Ash. 

12-8  to  13-2  3-8  to  4-1  90  to  91  '71  to  -72 

The  average  composition  of  11,389  samples  of  milk 
analyzed  in  1885  by  Dr.  Vieth  was  as  follows: — 

Total  Solids.  Ftit  Solids  not  Fkt         Sp.  Or. 

1306  3-93  913  1*032 

'  /Voe.  of  American  Academy  of  Arts  and  Sciences^  voL  zii.  1877. 
'  Too  low  in  consequence  of  the  imi»erfection  of  the  method  employed 
for  its  extraction.  *  Op.  cU, 
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It  has  recently  been  stated,^  that  the  introduction  of 
cream  separators  has  been  attended  by  the  development 
of  a  new  fraud,  which  consists  in  mixing  the  skim  milk 
derived  tlierefrom  with  ordinary  milk.  It  would  be 
doubtless  difficult  to  distinguish  this  sophisticated  milk 
from  one  of  the  poor  abnormal  milks  from  healthy 
cows. 

The  Lancet  suggests  that  the  limits  of  strength  of  milk 
like  that  of  spirits  should  be  defined  by  Act  of  Parliament, 
and  that  no  milk  should  be  allowed  to  be  sold  with  less 
than  3  per  cent  of  fat  and  9  per  cent  of  solids  not  fat 
An  Act  of  this  kind  would  give  milk  dealers  a  legal  right 
to  water  their  rich  milk  down  to  this  level.  They  would 
most  certainly  embrace  this  opportunity  of  making  a 
profit,  if  they  had  no  customers  for  their  richer  (higher 
priced)  milk.  In  the  interests  of  the  public  health,  it 
should  remain  a  punishable  offence  to  mix  any  water,  be 
it  much  or  little,  with  milk,  for  the  milk  epidemics  of 
enteric  fever  show,  that  the  admixture  of  the  smallest 
quantity  of  specifically  contaminated  water  with  milk  is 
sufficient  to  infect  large  numbers  of  milk  drinkers. 
stondardof  Great  differences  of  opinion  have  been  expressed  by 
gomi  milk,  analysts  as  to  whether  a  milk  is  or  is  not  watered,  as  to 
the  quantity  of  water  employed  in  its  dilution,  and  as  to 
the  amount  of  cream  abstracted,  which  have  led  magistrates 
to  refuse  to  convict  in  cases  where  the  adulteration  is  not 
greater  than  10  per  cent  of  water,  so  that  milk  sellers 
may  cheat  to  at  least  this  extent  without  fear  of  punish- 
ment. The  want  of  agreement  between  analysts  has 
arisen,  partly,  from  the  imperfection  of  the  process  em- 
ployed, and,  partly,  to  the  abnormality  in  the  composition 
of  certain  unadulterated  milks.  It  is  to  be  hoped  that 
with  improved  methods  of  analysis  and  an  adjustment  of 
the  minimum  standard  which  have  now  been  established, 

*  Lancet,  March  6,  1886. 
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the  milk  trade  may  be  carried  on  with  more  honesty  to 
the  consumer  and  more  justice  to  the  vendor. 

MUk  supplied  by,  and  tainted  by,  Diseased  Animals, 

Happily  this  secretion  diminishes  or  disappears  in 
many  of  the  diseases  of  animals,  notably  in  anthrax. 

Loiset  states  that  at  the  public  abattoir  of  liUe  the 
employes  of  the  cattle  dealers  and  salesmen  have  con- 
sumed the  milk  of  diseased  cows  for  a  great  number  of 
years  without  the  slightest  inconvenience. 

Milk  is  not  the  diet  of  men  and  women,  but  of  child- 
ren, amongst  whom  the  mortality  under  five  years  of 
age  of  aflfections  resulting  from  improper  food  is  frightful. 
The  assertion  of  Loiset  as  to  the  harmlessness  of  the  milk 
of  diseased  animals  when  taken  by  men  seems  in  no  way 
to  determine  whether  or  not  such  milk  is  wholesome  as 
the  food  for  the  sucking  animal,  for  which  it  was  alone 
designed  by  nature. 

The  milk  of  diseased  animals  does  not  keep  well.  It 
is  found,  on  microscopic  examination,  to  contain  pus, 
blood,  and  a  larger  quantity  of  epithelium  than  is  present 
in  good  milk,  casts  of  lacteal  tubes,  vibriones,  cells, 
granules,  etc.  The  milk  of  animals  that  have  been  driven 
fast,  which  is  termed  "  heated  milk,"  has  been  found  to 
produce  colic  and  diarrhoea  amongst  children. 

Cattle  Plague, — There  is  no  evidence  to  prove  that  thecattie 
milk  of  animals  suffering  from  cattle  plague  is  hurtful.  ^|^J^^ 
The  changes  that  occur  in  it  are,  according  to  Dr.  A. 
Gamgee,  as  follows : — 

1.  Remarkable  diminution  of  sugar  of  milk. 

2.  Enormous  increase  (except,  perhaps,  at  the  com- 
mencement) of  butter. 

3.  Slight  increase  of  salts. 

4.  The  casein  is  generally  increased. 

The  milk  of  animals  in  a  state  of  disease  which  exhibits 
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such  a  derangement  in  the  normal  proportion  of  its  ingredients 
cannot  be  wholesome  as  the  food  for  infants  and  children. 

Contagious  Pleuro-pneumonia, — There  is  no  evidence 
pneumonia.  ^  prove  that  the  milk  of  animals  affected  with  this  dis- 
ease is  hurtful  to  adults  or  middle-aged  persons. 

Foot-and-mouth  Disease. — Much  discussion  has  taken 
place  as  to  whether  the  milk  of  cows  suffering  from  this 
disease  is  injurious  or  not  to  man. 

Pigs  fed  with  the  milk  of  animals  thus  affected  are 
invariably  seized  with  the  disease  in  a  few  hours.  It 
generally  destroys  sucking  pigs  and  calves. 

Aphthous  and  herpetic  patches,  followed  by  sores,  and 
sometimes  diarrhoea,  have  been  attributed  to  the  use  of 
such  milk. 

These  symptoms  have  naturally  been  observed  most 
amongst  children,  because  they  are  our  great  milk-oom- 
sumers.  The  condition  of  the  milk  differs  much,  accord- 
ing as  the  udders  are  more  or  less  affected.  The  milk  is 
sometimes  unaltered  to  the  unaided  eye ;  at  others  it  is 
red,  or  brown,  or  yellow,  from  the  presence  of  blood  and 

Milk  in  Foot^nd-Mouth  Disease.    Early  Stoge.  P^^,  Or  ropy,  Or  resembl- 
ing whey  and  curds,  or 
foetid.    Microscopically  it 
is  found  to  resemble  the 
milk    of    cattle   affected 
with  rinderpest     In  the 
first  stage  an  aggregation 
of  the    milk    corpuscles 
takes  place.  Subsequently 
pale,  fine  granules,  spheri- 
cal granular  cells  a  little 
largerthan  pus  corpuscles, 
bacteria,  vibriones,  epithelial  cells,  yellow  granular  masses 
not  unlike  colostrum  globules  seen  in  the  milk  of  cows 
newly  calved,  may  be  discerned. 


Fig.  104.<-Clu8tering  of  Milk  Corpuscles, 
X  200diam. 


Poot-ud-ninUi  DiKue.    I^ler  Slag*. 
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The  milk  from  which  the  drawing.  Fig.  105,  was 
made,  was  taken  from  a  cow  which  had  been  sufierii^ 
from  the  disease  foi  ten  days.  The  fluid,  after  standing  for 
some  time,  separated  into 
two  parts — a  curdy  de- 
posit and  an  amber-col- 
oured whey.  The  same 
elements  were  found  in 
both  constituents,  viz. 
]aTge  granular  masses  of 
a  brownish-yellow  colour, 
numerous  pus-like  bodies, 
bacteria,  vibriones,  mov- 
ing spherical  bodies,  and 
a  few  milk  globules. 
These  morbid  elements 
were  found  in  specimens 
of  milk  which,  in  their 
physical  characters,  pre- 
sented no  appreciable 
peculiarity  to  the  un-  Fig.  i06— 
aided  eye.' 

As  to  the  chemical  composition  of  the  milk,  he  has 
found  that  its  constituents  vary  much  in  amount  during 
the  progress  of  the  disease.  During  these  fluctuations 
there  is  a  deficiency  of  fat,  of  salts,  and  of  milk  solids  not 
fat,  the  last  named  falling  below  nine  per  cent  on  one  or 
two  occasions.* 

Dr.  Klein  considers '  that  the  virus  of  foot-and-moutli 
disease  is  a  particular  kind  of  micrococcus,  and  he  has 
found  that  by  feeding  sheep  with  it — with  a  twentieth 
generation — the  typical  disease  is  reproduced. 

■  Lancet,  Octobar  23,  1B69. 

*  Proc  t^  iht  Society  of  I'ublu:  jitutlyda,  1876,  toL  L  p.  238. 

■  LatKxt,  January  2,  1890. 
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Continental  veterinarians  recognize  foot-and-mouth  dis- 
ease milk  by  its  easy  coagulability  on  the  appHcation  of  the 
least  heat,  with  a  separation  into  numerous  httle  curds 
floating  on  the  whey,  the  latter  being  of  a  pale-bluish 
colour. 

There  is  a  strong  impression  afloat  that  milk  drunk  in 
a  warm  state,  direct  from  a  cow  affected  with  the  disease, 
is  more  Ukely  to  produce  the  foot-and-mouth  disease  than 
when  cold,  and  that  by  boiling  the  milk  all  danger  is  re- 
moved Dr.  Balfour  and  Mr.  H.  Watson  have  shown  that 
foot-and-mouth  disease  is  communicable  to  the  human 
subject  by  the  milk  obtained  from  cows  infected  with  this 
highly  contagious  acute  specific  fever.  There  appears  to 
be  no  doubt  but  that  the  discharges  from  the  vesicles  and 
sores  of  cattle  suffering  from  this  exanthem  will,  if  intro- 
duced into  chaps  or  abrasions  of  the  skin  in  man,  create 
a  diseased  condition  resembling  the  foot-and-mouth  disease 
of  cattle,  attended  by  violent  constitutional  disturbance. 

Negative  evidence  as  to  the  injurious  nature  of  foot- 
and-mouth  disease  milk  is  afforded  by  the  investigations 
of  the  French  Commune  in  1839,  by  the  epidemics  of 
1810,  1811,  1834,  and  1835,  in  Paris  by  Lawson  Tait,^ 
and  Dr.  Thorne  Thorna 

Positive  evidence  is  given  by  Roll,  M'Bride,^  Gooding,^ 
Hislop,*  Latham,^  Briscoe,^  Nauheimer  and  the  Author. 
Cases  where  the  foot  was  also  involved  have  been  recorded 
by  Spinola^  and  Amyot.® 

There  are  grounds  for  thinking  that  aphthous  fever 

^  Medical  Times  and  Oazdte,  October  1869. 
'  British  Medical  Journal y  November  13,  1869. 
'  Medical  Times  and  OazetUf  January  1872. 

*  Edinburgh  Medical  Journal^  November  1869. 

*  British  Medical  JoumaZf  May  1872. 

*  British  Medical  Journal,  October  1872. 
7  Becueil  de  Mid,  ViUr.,  1873,  p.  677. 

'  Medical  Times  and  Gazette,  November  4,  1871. 
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assumes,  like  certain  eruptive  fevers  in  the  human  subject, 
variations  in  type,  sometimes  being  very  mild  in  form  and 
at  others  of  a  malignant  kind.  It  is  very  certain  that 
the  milk  of  cows  suflfering  from  this  disease  is  often 
consumed  without  ill  eflfects.  At  times  some  startling 
epidemic  occurs  in  connection  with  the  milk  supply  of 
cows  suffering  from  foot-and-mouth  disease,  as  for  example 
at  Dover  in  February  1884,  when  188  individuals  were 
affected  with  inflammatory  sore  throat,  enlargement  of  the 
lymphatic  glands  and  vesicular  eruptions  in  the  mouth, 
with  fatal  results  in  several  cases.^ 

Stomatitis,  with  aphthous  ulcerations  in  the  mouth  of 
childi'en,  is  known  to  be  produced  by  milk  which  contains 
pus  from  an  abscess  in  the  udder.  "  Sore  mouths  "  were 
exceedingly  prevalent  amongst  the  children  throughout 
the  country  during  the  extensive  outbreak  of  foot-and- 
mouth  disease  in  1869.  The  conclusions  arrived  at  by 
Dr.  Thorne  from  an  investigation  made  by  him  on  the 
"  Effects  produced  on  the  human  subject  by  consumption 
of  milk  from  cows  having  foot-and-mouth  disease  "  are  as 
follows  :^ —  (1)  That  a  disease  appears  sometimes  to  have 
been  produced  in  the  human  subject,  when  the  milk  of 
cows  suffering  from  foot-and-mouth  disease  has  been 
freely  used  without  being  boiled.  There  is  no  evidence 
to  show  whether  this  affection  is  of  a  specific  nature  or 
not;  but  it  seems  to  consist  in  a  derangement  of  the 
alimentary  canal,  accompanied  by  febrile  disturbance,  the 
presence  of  vesicles  on  the  mucous  membrane  of  the 
mouth  and  tongue,  which,  having  ruptured,  leave  super- 
ficial ulcerations,  and  at  times  a  herpetic  eruption  about 
the  exterior  of  the  lips.  (2)  That  in  a  very  large  number 
of  cases  the  milk  of  cows  undoubtedly  affected  has  been 

*  '*  Outbreak  of  Epidemic  Sore  Throat  following  use  of  milk  from  cows 
suflfering  from  Aphthous  Fever,  "  by  Dr.  M.  K.  Kobinson. 
2  Twelfth  Report  of  Medical  Officer  of  Privy  Council,  1869. 
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used  without  producing  any  noticeable  morbid  effecta 
This  absence  of  result  may,  though  only  to  an  inconsider- 
able extent,  have  been  due  to  the  smallness  of  the  con- 
sumption and  the  boiling  of  the  milk. 

Outbreaks  of  illness  from  the  employment  of  milk 
from  foot-and-mouth  disease  cattle  are  recorded  in  British 
Medical  Journal,  November  30  and  December  25,  1875, 
and  in  other  periodicals. 

The  knowledge  that  we  at  present  possess  as  to  the 
milk  in  this  disease  warrants  us  in  prohibiting  the  em- 
ployment of  it  in  any  shape  for  children,  and  in  dissuad- 
ing adults  from  using  it  even  when  boiled,  for  it  lacks  the 
physical  and  chemical  characters  of  good  milk. 
Anthracic  AfUhracic  Discoscs. — The  milk  of  animals  affected  with 
these  diseases  is  seldom  consumed,  partly  because  the 
secretion  is  very  soon  suspended,  and  partly  because  the 
physical  appearance  of  the  little  milk  that  is  supplied  pre- 
vents its  employment.  It  is,  so  Fleming  says,^  of  a  dirty 
bluish  colour,  streaked  with  blood,  and  soon  becomes  putrid. 

Cases  are  recorded  of  diarrhoea  and  anthracic  afifections 
having  been  produced  in  man  by  drinking  the  milk  of 
diseased  animals. 
Tubercu-  Tvherculosis  amongst  Dairy  Caitle, — The  most  recent 

investigations  show  that  the  disease  known  as  tuberculosis 
in  man,  or  an  infective^  variety  of  it,  consisting  as  it  does 
of  the  deposition  of  tubercles  in  various  parts  of  the  body, 
especially  in  the  lungs  and  mesenteric  glands,  is  a  com- 
municable disease.  That  the  same  disease,  as  it  exists  in 
cattle,  can  be  conveyed  to  calves,  rabbits,  guinea  pigs,  etc., 
by  the  milk  of  an  animal  suffering  from  the  disease,  has 
been  proved  over  and  over  again  by  Chauveau,  Ellebs, 
Gerlach,  Leisering,  Zum,  Bollinger,  and  others. 

'  A  Manual  of  Veterinary  Sanitary  Science  and  Police,  vol.  iL  p.  200. 
'  Vide  |)aper  *'  On  an  infective  variety  of  Tuberculosis  in  Man,  identical 
with  Bovine  Tuberculosis"  by  Dr.  Creighton  in  Lancet,  June  19,  1880. 
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Klebs  asserts  that,  when  milk  has  been  deprived  of  its 
solid  particles,  the  tuberculous  virus  is  found  in  the  fluid 
portion,  that  it  is  not  destroyed  by  cooking,  and  that  it  is 
all  the  more  active  as  the  disease  has  reached  to  an  ad- 
vanced stage.  He  is  of  opinion  that  the  disease  may  be  de- 
veloped in  children  through  the  medium  of  the  milk.  Such 
milk  is  liable  to  excite  diarrhoea  and  debility  in  children. 

Tuberculosis  is  a  disease  which  is  somewhat  common 
amongst  dairy  cows  that  are  shut  up  in  towns  in  close, 
ill-ventilated,  and  foul  cowhousea.  The  milk  of  such 
diseased  animals  is  deficient  in  fat,  sugar,  and  nitrogenous 
elements,  whilst  it  possesses  an  increased  proportion  of 
earthy  matters.  In  these  days  when  the  filthy  feeding 
bottle,  containing  its  imitation  of  mother's  milk,  in  the 
shape  of  cow's  milk,  sugar,  and  water  and  a  pinch  of  salt, 
is  almost  universally  substituted  for  the  supply  afforded 
by  nature,  can  it  be  wondered  at  that  there  should  be 
such  an  annual  Herodian  slaughter  of  innocents  from 
diarrhoea,  debility,  atrophy,  eta,  when  it  is  remembered 
that  an  immense  quantity  of  the  milk  that  supplies  the 
bottle  is  derived  from  animals  thus  diseased  ? 

The  milk  of  milch  cows  suffering  from  tuberculosis 
should  not  be  employed  by  children.  The  milk  of  all 
institutions  occupied  by  the  young,  which  are  situated  in 
his  district,  should  be  analyzed  by  the  Medical  Officer  of 
Health,  for  he  should  be  acquainted  with  the  condition  of 
this  "  all  in  one  "  sort  of  nutriment,  as  supplied  in  large 
quantity  for  the  food  of  children. 

If  such  milk  should  contain  a  deficiency  of  nitrogenous, 
fatty,  aud  saccharine  matters,  as  exhibited  by  very  low 
milk  solids,  and  if  it  is  at  the  same  time  rich  in  mineral 
constituents,  there  is  a  suspicion,  if  unadulterated,  that  the 
milk  is  derived  from  animals  suffering  from  tuberculosia 

The  examination  of  sputa  for  the  bacillus  of  tubercle 
{mde  fig.  23)  is  now  so  constantly  practised  by  the  medical 
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man  as  to  renrler  its  recognition  in  other  secretions  an 
easy  matter.  It  ia  reported  tliat  tlie  cows  of  Paris  have 
lieen  recently  found  producing  milk  which  contains  this 
bacillus,  and  that  the  Council  of  Health  have  advised  the 
closure  of  all  the  cowsheds  of  the  city.  Dre,  Bang  and 
V.  Storch  have  found  •  that  the  cream  prepared  from  such 
milk  by  a  centrifugal  cream-producing  apparatus  contains 
tubercle  bacilh,  and  that  both  it  and  the  butter  made 
from  it  produce  tuberculosis  by  inoculation. 
1.  Parturition  or  Milk  Fever.— A  sample  of  the  milk  of 
a  cow  thus  affected  was  found  by  Jlr.  Smee^  to  contain 
an  abnormally  large  proportion  of  phosphates.  He  states 
that  during  the  pi"ogreas  of  this  disease  the  eortliy  phoa- 
pliates  leave  the  animal's  bones,  producing  a  species  of 
mollities  ossium,  which  renders  them  exceedingly  liable 
to  fracture  after  recovery. 

In  tliis  disease  there  is  happily,  as  a  rule,  a  suppres- 
sion of  the  lacteal  secretion,  otherwise  W6  shoidd  have 
frequent  instances  of  the  injurious  effects  of  milk  of  such 
altered  composition  on  children. 

Changes  take  place  in  the  proportion  of  the  constitu- 
ents of  good  milk  in  other  diseases  of  cattle.  The  com- 
plaint known  as  the  "  grease  "  in  cows  is  attended  by  a 
decrease  of  the  alkaline  salts,  of  the  casein  and  the  fat 
(Herheyer).  In  the  vaccinia  of  cows  the  milk  is  strongly 
alkaline,  and  sugar  is  almost  absent  (Brewer). 

Qarget  is  a  name  under  which  ia  included  more  than 
one  affection  of  the  udder  of  milch  cows,  which  is  attended 
by  the  secretion  of  milk  having  a  viscid,  ropy  or  stringy 
appearance  containing  pus  and  blood. 

The  outbreak  of  diphtheria  in  North  London  in  1878 
was  supposed  by  Mr.  W.  H.  Power,  one  of  the  Medical 
Inspectors  of  the  Local  Government  Board,  to  be  connected 
with  the  employment  of  milk  contaminated  with  the  secre- 

I  Laacel,  July  2*,  1886.  '  Op.  eit. 
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tions  of  animals  thus  affected,  but  the  chain  of  evidence  was 
incomplete.  Such  milk  is,  of  course,  quite  unfit  for  use, 
although  it  is  probable  that  the  milk  of  cows  affected  with 
the  milder  forms  of  the  complaint  is  consumed  without  ill 
effects.  Dr.  Thursfield,  in  a  case  of  garget  where  a  large 
quantity  of  milk  was  confiscated,  in  consequence  of  the 
presence  of  pus  and  blood  in  it,  employed  the  Guiacum 
test  of  the  late  Dr.  Day  of  Geelong,  as  confirmatory  of 
the  existence  of  blood  in  the  milk.  The  addition  of  a 
few  drops  of  the  tinct.  guaiaci,  followed  by  a  little  of  the 
solution  of  peroxide  of  hydrogen,  form,  when  used  in  con- 
junction, but  not  apart,  a  persistent  blue  tint,  diagnostic 
of  the  presence  of  blood. 

A  complaint  amongst  children,  known  as  milk-sickness, 
has  prevailed  in  America,  caused  by  the  unboiled  milk  of 
cows  that  have  fed  on  the  Rhus  toxicodendron,  which  pro- 
duces in  these  animals  a  complaint  termed  "  the  trembles." 
The  milk  of  goats  that  have  fed  on  the  (Ethusa  cynapium} 
and  on  euphorbiaceous^  plants,  has  been  found  to  be 
poisonous. 

Milk  is  apt  to  be  tainted  with  the  excretions  andMiiktafnted 
secretions  of  man  and  other  animals  in  a  state  of  disease,  ^nimi^ig. 
The  excretions  from  the  intestinal  canal  in  enteric  fever, 
the  dispersed  dust  of  the  skin  after  scarlet  fever,^  the 
secretions  of  the  throat  in  diphtheria,  the  discharges  from 
cattle  suffering  from  foot-and-mouth  disease  or  garget  and 
from  the  nasal  cavities  of  horses  affected  with  glanders, 
are  one  and  all  liable  to  obtain  access  to  milk. 

'  British  Medical  Journal^  September  6,  1 873. 

*  Medical  Times  and  Oazette^  Juno  31,  1863. 

•  Mr.  W.  H.  Power  has  recently  produced  a  report  (**Milk  Scarlatina— 
Reports  to  the  Local  Government  Board")  in  which  he  attempts  to 
establish  a  causative  relation  between  an  outbreak  of  Scarlatina  in  West 
and  North  London,  and  the  consumption  of  milk  of  cows  infected  by  a 
disease  characterized  by  vesicles  and  sores  on  the  udder  and  a  shedding 
in  patches  of  tlio  hair. 
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Milk  contaminated  by  water  polltUed  with  Organic 

Impurities, 

Apart  altogether  from  the  great  subject  of  the  poison- 
ing of  milk  by  water  contaminated  with  specifically  infected 
excremental  matter,  and  the  still  larger  one  as  to  whether 
enteric  fever  ever  arises  without  such  specific  infection, 
the  question  often  obtrudes  itself,  as  to  whether  any 
disease  ever  arises  from  the  admixture  with  milk  of 
water  containing  an  excess  of  organic  matter. 

Early  in  1881  I  had  under  my  care  two  or  three 
children  and  a  servant  in  one  family  suffering  from 
aphthous  spota  in  the  mouth,  which  after  a  time  dis- 
appeared, but  were  followed  in  the  children  by  a  swollen 
and  painful  condition  of  the  lips.  The  lips  resembled 
raw  beef,  and  yet  presented  at  the  same  time  a  blistered 
appearance.  The  children  seemed  weak  and  poorly  but 
not  ill.  Everything  was  tried  that  could  be  thought  of 
to  cure  their  lips,  but  nothing  improved  them.  At  length 
the  attention  of  the  household  was  attracted  to  the  milk, 
from  the  fact  that  dirt  was  noticed  floating  in  it  visible 
to  the  naked  eye.  The  milk,  which  W£is  poor  in  quality, 
was  manipulated  by  the  help  of  the  contents  of  a  shallow 
well  surrounded  by  a  collection  of  farmyard  filtL  The 
water  was  not  considered  suflBciently  good  to  drink,  but 
was  used  in  the  dairy  business.  There  was  no  foot-and- 
mouth  disease  amougst  the  cattle  which  furnished  the 
milk.  The  milk  supply  from  this  dairy  was  stopped,  and 
the  milk  from  a  dairy,  adjoining  which  ran  spring  water 
out  of  a  rock,  was  substituted.  The  change  in  the  milk 
supply  was  attended  by  an  immediate  recovery — a  result 
which  no  remedial  measures  were  able  to  accomplish. 
Another  family  attended  by  a  medical  friend  was  similarly 
affected  at  the  same  time,  who  were  supplied  from  the 
same  dairy.  A  change  of  dairies  was  in  this  case 
attended  by  an  immediate  recovery.     Unfortunately  a 
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microscopic  examination  of  the  milk,  which  presented  no 
abnormal  appearances,  was  alone  made.  Soon  after  the 
occurrence  of  these  cases,  viz.  in  April  1881,  the  remark- 
able epidemic  at  Aberdeen  was  announced  of  milk 
contamination,  producing  a  peculiar  form  of  disease  in  89 
out  of  112  families,  comprising  322  individuals,  of  which 
three  died,  supplied  with  milk  from  the  dairy  at  Old 
Mill  Eeformatory  School,  near  the  city.  The  symptoms 
of  the  complaint,  as  described  by  Dr.  Beveridge,^  were, 
briefly,  a  period  of  incubation  of  2  to  8  days,  followed  by 
a  sharp  attack  of  pyrexia  (the  temperature  rising  to  a 
considerable  height),  and  by  a  dangerous  prostration ;  a 
succession  of  one  or  more  attacks  at  intervals ;  swellings 
of  the  throat  involving  the  glands  in  succession,  and  in 
some  cases  the  deep  lymphatics  of  the  neck.  It  differed 
from  local  inflammation  in  the  extreme  severity  of  the 
constitutional  symptoms,  in  its  periodical  recurrence  at 
pretty  regular  inters'als,  and  in  tlie  extreme  prostration ; 
whilst  it  was  diagnosed  from  diphtheria  by  the  absence 
of  any  diphtheritic  or  false  membrance,  and  in  its  not 
being  contagious.  The  water  supply  of  the  byre  was  con- 
taminated with  organic  matter  mainly  of  vegetable  origin. 


Analysis  by  Mr  Jamikson. 

ORAIira  PKB  OALLUX. 

PARTS  PBR  MILLION. 

Total  Solids. 

Chlorine. 

Nitroij^nas 
Nitrates. 

Free  Ammonia. 

Alb.  Ammonia. 

4-7 

•7 

•5 

•03 

•21 

Prof.  Y.  Cossar  Ewart  found  in  the  milk  during  its 
period  of  infective  activity  organisms  "morphologically 
not  unlike  bacillus  anthracis,  ha\dng  the  same  life- 
history."    Rats  inoculated  with  this  milk  and  a  cultivation 


1  "  On  a  peculiar  form  of  Disease  arising  from  Milk  Contamination. 
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of  it  containing  these  bacilli,  died  in  from  15  to  20  hours. 
Pus  obtained  from  an  induration  in  the  neck  of  one  of  the 
patients,  which  ended  in  suppuration,  was  found  to  con- 
tain these  bacilli,  and  a  rat  inoculated  with  this  pus  died, 
and  these  bacilli  were  discovered  in  its  tissues.  These 
observations  were  safe-guarded  with  control  experiments.^ 

The  milk  when  chemically  examined  by  Pro£  Brazier 
yielded  no  abnormal  results,  but  possessed  a  somewhat 
rank  odour.  The  amount  of  milk  consumed  by  the  custo- 
mers and  inmates  of  the  Reformatory  was  daily  in  excess 
of  the  actual  yield  of  the  cows  by  12  imperial  gallons, 
but  this  fact  was  partly  explained  by  the  purchase  of 
small  quantities  from  the  neighbouring  farmers. 

Tlie  conclusions  of  the  Commissioners,  medical  and 
legal,  were : — 

1.  That  the  epidemic  was  caused  by  poisonous  organic 
matter  contained  in  the  milk ; 

2.  That  the  milk  when  taken  from  the  cows  was 
innocuous ; 

3.  That  poisonous  organisms  were  contained  in  the 
cistern  ^  in  the  byre,  and  in  the  water  passing  through 
the  cistern,  and  were  thence  communicated  to  the  milk. 

This  epidemic  of  Aberdeen  bears  a  striking  similarity 
to  the  epidemics  of  "  false  diphtheria  '*  wliich  the  author 
has  seen  in  Essex,  a  disease  which  was  described  by  him 
in  1878,  and  which  appeared  to  spread  through  the 
medium  of  water  polluted  with  organic  matter.* 

^  **  On  a  new  form  of  Febrile  Disease  associated  witli  the  presence  of  an 
organism  distributed  with  milk,"  in  Proc.  Royal  Son/.,  No.  215,  1881. 

*  The  detailed  Reports  of  Profs.  Ewart  and  Brazier  do  not  prove  that 
the  poisonous  bacillus  or  its  spores  were  discovered  in  the  water.  It  is  no 
doubt  a  matter  of  regret  that  the  water  with  which  the  milk  cans  were 
rinsed  was  not  submitted  to  cultivation  experiments  similar  to  those  to 
which  the  milk  was  subjected. 

'  A  Dozen  Papers  on  Disease  Prcveniionf  published  by  J.  and  A. 
Churchill. 
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DISTILLED  WATER  AND  CHEMICALS. 

It  is  very  important  to  be  well  supplied  with  an  ample  quantity  Diutiiied 
of  recently  distilled  water,  free  from  ammonia,  and  to  be  enabled  Water, 
to  prepare  it  oneself  expeditiously  and  cheaply.  The  distilled 
water  sold  in  chemists'  shops  is  perfectly  worthless  for  analytical 
purposes  when  it  is  necessary  to  estimate  quantities  of  ammonia, 
for  commercial  distilled  water  is  simply  water  freed  from  the 
greater  part  of  its  saline  matters.  It  generally  contains  more  or 
less  ammonia.  The  analyst  simply  requires  a  large  glass  retort 
and  a  zinc  vessel  containing  a  worm  to  act  as  a  condenser  when 
full  of  water.  The  best  water  to  use  for  distillation  is  the  purest 
spring  water.  If  such  water  is  not  conveniently  obtainable  in 
abundance,  the  purest  water  which  contains  the  least  amount  of 
saline  matter  should  be  selected.  Some  analysts  add  a  little 
carbonate  of  soda  to  the  water  which  they  distil.  It  is  better  to 
boil  the  water  in  a  glass  than  in  a  metallic  vessel,  for  the  saline 
residue  which  lines  its  sides  can  be  more  readily  removed  by  an 
acid  from  glass.  The  first  ^  and  last  portions  of  the  retort  of 
water  which  we  distil  should  be  rejected.  We  should  not  begin 
to  collect  the  distilled  water  until  it  passes  over  quite  free  from 
ammonia,  which  can  easily  be  ascertained  by  treating  (say  50  c.  c.) 
with  2  c.  c.  of  Nessler  test.  Distilled  water  will  generally  give 
off  some  little  ammonia  if  re-distilled,  so  difficult  is  it  to  get  rid  of 
all  traces  of  this  body.  If  it  is  requisite  to  procxu-e  water  of  the 
greatest  purity,  it  is  necessary  to  distil  twice-distilled  water  with 
alkaline  permanganate  of  potash,  taking  care  that  this  salt  when 
dissolved  is  perfectly  free  from  ammonia.  If  this  solution  cannot 
be  guaranteed  to  be  thus  exempt,  it  should  be  boiled  for  a  short 
time  previous  to  employment. 

^  This  impure  distilled  water  will  be  found  to  be  very  useful  for  water 
baths. 
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All  BoIutioiiB  and  chemicals  should  be  of  the  greatest  purity. 
Cheniicnla  adajjted  for  analytical  piirpoaes  are  sold  by  Messrs. 
Hopkins  and  Williams  of  Gross  Street,  HattoD  Oardeo,  London. 
The  chemicals  of  Kahlbaimi  of  Berlin  are  obtainable  through 
MedBrs.  BurgoTDo,  Burbiclgca  and  Co.  of  Coleman  Street,  London. 
The  Mciliciil  OtScer  of  Health  should  prepare  his  distilled  water, 
and  all  his  standard  solutions,  except  the  Nessler  reagent,  for  the 
reason  specified  on  page  216.  If  he  wishes  to  a^oid  the  labour  of 
making  the  standard  solutions,  he  can  procure  them  from  Sutton  of 
Norwich,  The  apparatus  may  be  procured  from  Messrs.  Townson 
and  Mercer,  Bishu])sgatc  Street ;  Messrs.  Cetti  and  Co.,  Brooke 
Street,  Holbom;  F.  W.Hart  of  Kingsland  Green;  Messrs.  Burgoyne, 
Burbidges,  and  Co.  of  Coleman  Street ;  Messrs.  J.  Allen  and  Co. 
of  Alai^lebone  Street,  London ;  and  from  Dr.  H.  Sohrbeck,  100 
Friixlrich  Strasse,  Berlin. 


LIST  OF  APPARATUS  KEQUISITE. 

Apiaritoi.  Itttortt  (2). — Capacity  rather  more  than  IJ  litre  (about  48  ounces), 
one  being  for  dietiUing  sample,  and  the  other  for 
making  distilled  water. 
Litbig't  ComUnters  (3). — A  large-siied  one  for  ammonia  process, 
a  medium-sized  one  for  Thorp's  process  for  nitrates, 
and  a  small  glass  condenser  for  air  analysis. 
A'euler  Glas>ea  (10).— Marked  to  measure  50  c.  c 
Bell  Metal  C'tamj)s  (3). — Expensive  but  indispensable. 

Burette. — Capacity  ."iO  c.  c,  graduated  to  Tfftha,  with  an  accurately 

ground  tap  at  one  end  and  a  glass  stopper  at  the 

other. 
Burette. — Capacity  5  c  c,  the  ^'^th  divisious  being  widely  apart. 
Burette  gradtiattd  in  Grains. 
Burette. — 100  eeptems,  graduated  in  100  parts. 
Galvanized  Iron  Retort  Stands  (3). 
Gmelin's  Watk  Battle.— ^ItAinm  size. 
Meaturing  Flails.— I  litre,  500  c.  c  =  ^  litre,  250  c.  c,  100  c.  c, 

70  c  c.,  50  c.  c.,  25  c.  c,  and  J  dcci-gaUon  flask. 
Bunsen's  Bumtra  (3). — One   large,   one  small,  one   small  with 

cbinmey. 
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Analytical  Balance,  in  a  glass  case,  with  weights.  The  balances 
of  Becker  of  New  York  are  good  and  cheap.  The 
weights  made  by  Oertling  are  unsurpassed. 

Flasks  with  welted  mouths  for  corks. 

Indiarvhher  Corks, — Various  sizes. 

Filter  Papers,  cut,  German,  which  will  not  permit  the  precipitate 
of  sulphate  of  baryta  to  pass  through  them. 

SoxMeVs  FaJt  Extractor. 

Platinum  Dish,  of  a  capacity  of  about  100  c  c. 

„         Crucible, 

„        Dishes  (3)  small,  for  milk. 

Berlin  Evaporating  Dishes  (6),  about  4  inches  in  diameter.  A 
nest  of  dishes  of  a  smaller  size. 

White  Porcelain  Tiles  (2),  about  5  inches  square. 

Pipette,  with  bulb  in  centre,  and  marked  with  file  to  indicate  2 
c.  c.  for  Nessler  test. 

„       with  bulb  of  capacity  of  5  c  a  for  milk. 

Pipettes  (3),  of  the  capacity  of  5  c.  c.,  and  graduated  to  -Yj^ihA  \ 
one  for  nitrate  of  silver  sol,  another  for  preparing 
ammonia  standard,  and  the  third  necessary  in  the 
quantitative  determination  of  nitrates  and  nitrites. 

Pipette  (1)  of  the  capacity  of  10  c.  c,  and  graduated  to  yV^^ 
for  the  standi  soap  solution. 

Pipettes  (2  or  3). — Graduated  in  septems  and  grains. 

Steam  Condenser  for  preparing  distilled  water,  made  of  zinc,  con- 
taining worm.  It  is  filled  with  cold  water.  A 
retort,  in  which  the  water  is  boiled,  should  be  con- 
nected with  it 

Beakers, — A  nest  of  different  sizes. 

Adapters  (2). 

Funnels, — One  large  and  several  smalL 

Sample  Bottles  (36). — Stoppered.     Made  of  stout  glass. 

Tripods  (2). 

Wire  Gauze  (2). — Pieces  of  coarse  and  fine,  each  about  4  inches 
square. 

Pipe  Triangles  (6). 
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Copper  Water  Baths  (2). 

Receiver  for  estimation  of  nitrates,  which  resembles  a  very  large 
Nessler  glass.  Marks  with  file  should  indicate  50 
c.  c,  and  100  c.  c. 

Glass  Rods  of  different  sizes. 

Tongs  for  laboratory. 

Watch  Glares. 


RULES  FOR  INTERCHANGE  OF  DIFFERENT  EXPRESSIONS  OF 

RESULTS  OF  ANALYSIS. 

To  convert  parts,  per  100,000,  into  grains  per  gallon  (  =  parts  per 
70,000),  multiply  by  -7. 

To  convert  grains  per  gallon  ( =  parts  per  70,000)  into  parts  per 
100,000,  divide  by  '7. 

To  convert  parts  per  million,  or  milligrammes  per  litre,  into  grains 
per  gallon,  multiply  by  -07. 

To  convert  grains  per  gallon  into  parts  per  million,  or  milligrammes 
per  litre,  divide  by  '07. 

To  convert  parts  per  100,000  into  parts  per  million,  or  milligrammes 
per  litre,  multiply  by  10. 

To  convert  parts  of  nitric  acid  into  parts  of  ammonia,  multiply  by 
17  and  divide  by  63. 

To  convert  parts  of  ammonia  into  parts  of  nitric  acid,  multiply  by 
63  and  divide  by  17. 

To   convert   parts   of  nitric  anhydride   into  parts   of  ammonia, 
multiply  by  17  and  divide  by  108. 

To  convert  grammes  per  litre  into  grains  per  gallon,  multiply 
by  70. 

To  convert  parts  of  free  ammonia,  or  ammonia  from  alb.  ammonia, 
into  parts  of  nitrogen,  multiply  by  14  and  divide  by  17. 

To  convert  "  nitrogen  as  ammonia "  into  free  anmionia,  multiply 
by  17  and  divide  by  14. 

To    convert   '' nitrogen   as   alb.    ammonia"   into   alb.    ammonia, 
multiply  by  17  and  divide  by  14. 

To  bring  cubic  inches  into  gallons,  multiply  by  40  and  divide  by 
11,091,  or  multiply  at  once  by  '003607. 
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RULES  FOR  CONVERSION  OF 

DEGREES  OF  ONE  THERMOMETER  SCALE  INTO 

THOSE  OF  ANOTHER. 

Fahr.  into  Cent. — Divide  by  9,  multiply  by  5  and  deduct  32. 
Cent,  into  Fahr. — Multiply  by  9,  divide  by  5  and  add  32. 
Fahr.  into  Reaumur. — Divide  by  9,  multiply  by  4  and  deduct  32. 
Reaumur  into  Fahr. — ^Divide  by  4,  multiply  by  9  and  add  32. 


METRICAL  WEIGHTS  AND  MEASURES. 

WeighL 

1  milligramme  =  '0\b^Z2  grain. 

1  centigramme  = '16 i32  grain. 

1  decigramme  =  1*5432  graina 

1  gramme  =\ 5' AS2  grains  »  weight  of  a  cubic  centimetre  of  water 
at  39-2'  Fahr. 

1    kilogramme  =  15432*348  grains  =  1000  grammes  =  2*2   lbs. 
(At.) 

Capacity, 

1  cubic  centimetre  =  lb'^32  grains  =  16*9  minims ='06103  cubic 

inch. 
1  litre  =  15432*348  grains  =  1  pint  15  ozs.  2  drs.  and  11  minims 

=  61*027   cubic   inches  =  1000    cubic    centimetres  =  35*3 

ounces  =  *22  gallon  =  *03531 6  cubic  foot  =  1000  grammes  = 

1,000,000  milligrammes. 

1  ounce  =  2S'35  cubic  centimetres  =  1*733  cubic  inch. 

1  cubic  inch  =  16 'i  cubic  centimetres. 

1  cubic  foot  =  2S'3l  litres  =  1728  cubic  inches. 

1  cubic  metre  =  l,OOOyOOO  cubic  centimetres  =  1,000,000  grammes 
=  1,000,000,000  milligrammes  =  1000  Utres  =  35*3  cubic 
feet 

1  pint  =  34'59  cubic  inches. 

Bngiiih  inchc*.  Length, 

1  millimetre  — '039. 

1  centimetre  ^'39. 

1  decimetre  =  3'9L 

1  metre  =  39*37  =  3*28  feet 

1  kilometre  =  1000  metres  =  1094  yards  =  -62  mile  =  3280  feet 
and  10  inches. 


1  tquare  milHtnetn=  -0015  square  inch. 

1  square  cmtiTaeire ^ 'IM  square  inch. 

1  tquart  metre  =  l5i2  square  inches  =  10*76  squxre  feet 

2f.B. — The  I^tin  prefix  indicates  dineion,  and  the  Gteek 
prefix  indicates  mnltiplication. 
1  Sfpttm  B  7  grains  =  "  decimillen." 

1  Pound  <At.)     >=  7000  grains. 
1  GnUfm.  (Imp.)  =  7(^000  gnina 
I  Deeetn  =  10  grains. 

\  DecirffalloH       =  3500  grains. 
1  minim  weighs  -91  gntin. 
1  jfui'f/  dmchiii  weighs  54-G8  grains. 
1  fluid  ounce  weighs  437'5  graina. 
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Aberdeen,  outbretk  at,  and  milk,  &i5. 
"  Absorbera,"  or  "  borboteon,"  319. 
Aeroscope,  Poachst'a,  297. 

pump,  29S. 
Aget,  mortality  at  different,  402,  4DS. 
Ague  and  seasonal  meteorology,  391. 
Air  analysis,  219. 

„        pulverization  of  water,  method  of,  323 

atmospheric  pressure  of,  107. 

biological  examinfttiou  of,  340. 

carbonic  acid  in,  227. 

carbonic  oxide  in,  217. 

chemical  examination  of,  310. 

churchyard,  268. 

composition  of,  224. 

compressed,  therapeutic  employment  of,  377. 

continual  pollution  of,  248. 

copper  in  the,  343. 

dust  in  atmoepheric,  294. 
„    collector  of  Dr.  Cunninglitm,  298. 

electrical  state  of  the,  434, 

hygrometric  «tate  of  the,  422. 

„  ,,  and  health,  369. 

impure  sad  respiratory  diseaaei,  283. 

impurities  suspended  in,  258. 

load  in  the,  843. 

marsh,  26S. 

microscopic  examination  ot,  301. 

nitrous  acid  in,  SG7. 

observations  in  Glasgow,  SIS. 


„     rooms,  372. 
„     streeta,  277. 
orguiic  nutter  in,  2S2,  S12. 
oxygen  in,  225. 
peroxide  of  hydrogen  in,  867. 
pressure  of  the,  374. 
pnritj  of,  221. 
solid  bodies  in,  292. 
Btandsrd  of  pore,  285. 
subsoil,  267. 
tempemtore  of  the,  *11. 

„  „       and  health,  362. 

washings,  236,  314. 
Ammonia,  91. 

ftlbuminoid,  estimation  of,  44. 
exccw  of  in  pnre  waters,  62. 
free  or  saline,  estimation  of,  40. 
standard  solution  of,  217. 
Animal  imparities  in  air,  2f>S. 
Animals,  diseases  of,  447. 
Antliracic  diseases  and  meat,  45S. 
„  „      and  milk,  540. 

Anti-cyclones,  360. 
Aphthous  fover,  689. 
Apparatus,  chemical,  requisite,  648. 

steaming,  78. 
Arsenic  in  the  air,  S43. 

in  tbe  articles  of  the  household,  261. 
fn  wall  papers,  260,  344. 

„  Davy's  sodium  amalgam  tost  br,  347. 

,,  Marsh's  test  for,  346. 

AsparogUB,  poisonous,  486. 
Aspirators,  317,  319,  320. 
Asthma  and  seasonal  meteorology,  SOfl. 


Baoillitb  Antbracis,  306. 

Comma-sbaped,  306 
Tuberculosis,  306. 

Bacteria  in  air,  307. 


INDEX  555 


Barley,  testa  of  grain  of,  501. 
Barometric  pressure,  its  determination,  407. 
Baryta  water,  store  bottle  for,  338. 
Bath  chemical  for  condemned  flesh,  485. 
Bench  marks,  406. 
Biological  method.  Air,  340. 

„  „         Water— Frankland's,  76. 

,,  ,,  ,,         Koch's,  74. 

,,  ,,  ,,         Smith's,  75. 

Brazy  meat,  460. 
Bread,  adulterations  of,  509. 
alum  in,  510,  516. 
examination  of,  508. 

„  chemical,  513. 

,,  microscopic,  509. 

foul  and  machine-made,  509. 
lime  and  magnesia  compounds  in,  511. 
sulphate  of  copper  in,  512. 
Bronchitis  and  seasonal  meteorology,  396. 
Brucine  test  for  nitric  acid,  109. 
"  Bunt,"  in  com,  491. 

c 

Carbonic  acid  in  air,  240. 

„  estimation  of,  328. 


Abney's  method,  332. 


,,  ,,  Household   „       833. 

,,  ,,  Minimetric  „       835. 


oxide  in  air,  247. 

teat  for,  252. 
Cattle  plague  and  meat,  457. 
,,        „      and  milk,  535. 
Certificate  of  W.  A.  used  by  analysts,  214. 

„  „  ,,       health  oflScer,  218. 

Cesspool  filth,  diagnosis  of,  in  water,  210. 
Chemicals  requisite,  548. 
Chlorine,  determination  of  the,  135. 
Cholera  and  seasonal  meteorology,  395. 
Codfish,  poisonous,  481. 
Coke  as  a  fuel,  249. 
*' Cold  si)€ll8,"  365. 
Colonies,  enumeration  of,  84. 


Montsouris  „  329. 
Petteukofer's  „  328. 
Wanklyn's     „     331. 
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Colour  test  for  w«tar,  20. 

Copper  in  vittr,  1G9. 

Coni,  ezamiusUon  of,  189. 

Cover  glaaa  prepantioiu  of  water,  191. 

Cyclones,  3S9. 

D 
Damp  Cbavbkr,  63. 
Darnel  gnsa,  teste  of  grain  of,  G09. 
Date  on  which  to  form  an  opinion  re«peeting  ft  mter,  19S. 
Denut]'  of  population  and  mortelity ,  223. 
DiarrhtEa  and  dyeenter;,  and  "'"""'l  moteorologj,  891. 

autnnnal,  3B2. 
Diphtheria  ud  poaltry,  179. 

and  aeuonal  meteorology,  393. 
Distilled  icater,  preparation  of,  647. 
District  atendaids,  196. 
"Drop  cultures,"  16Z 
Dublin,  temperature  ot,  8S2. 
Doat  of  the  air,  301. 
Duties  of  medical  officer  of  health,  4. 
I)yBent«ry  and  Beaaoual  meteorology,  39S. 

E 

"  Eab  Cockle  "  in  com,  480. 
Edinburgh,  temperature  of,  362. 
EUectricity,  atmospheric,  434. 

„  „  positire  and  negstdve,  439. 

„  „  water-dropping  collector  of^  43S. 

Electrometer  qoadraut,  436. 
Enteric  fever  and  milt,  520. 

„         „    and  eeASODsI  meteorology,  390. 
Ergot  of  rfe,  490. 

Erysipelas  and  seasonal  meteorology,  399. 
ExcremenUl  filth  in  air,  2GG. 


Farinaceods  foods,  nutritive  values  of,  4B4. 

Fat  of  milk,  estimation  of,  with  Soifalet'e  extractor,  S30, 

Fever  and  seasonal  meteorology,  38B. 

surgical,  3S1. 
Fiah,  inspection  of,  4B0. 
Fish.like  odour  of  waters,  17. 
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Flesh,  condemned,  destruction  of,  484. 
Flour,  acarus  farinse  in,  500. 
alum  in,  497. 
examination  of,  493. 

,,  chemical,  495. 

,,  microscopic,  499. 

metallic  poisons  in,  499. 
Fluke  in  meat,  475. 
Food,  the  purity  of,  443. 
Foot-and-mouth  disease,  and  meat,  456. 
„  ,,  „       and  milk,  536. 

Forchammer  process,  an  improved  quantitative,  38. 
Frankland  and  Armstrong  process,  53. 

i,  „         and  Wanklyn  processes  compared,  68« 

Fruit  and  vegetables,  inspection  of,  486. 
Funnel,  hot  water  for  filtration,  77. 
Furnishing  materials,  i)oisonous,  261. 

G 

Game,  inspection  of,  478. 

Garget,  542. 

Gases,  poisonous,  defiling  air,  257. 

Glasgow,  observations  on  air  in,  318. 

Grand val  and  Lajoux's  process  for  nitric  acid,  120. 

H 

Hadow-Horsley's  test  for  alum  in  bread,  517. 

Ham,  poisonous,  477. 

Hardness,  determination  of  the,  139. 

Hnnl  waters,  influence  on  health,  142. 

Health  and  extremes  of  temperature,  364. 

and  low  tem|)erature8,  364. 
Height,  corrections  for,  to  barometric  readings,  409. 
Heisch's  test,  24. 

Horsley's  test  for  nitrates  and  nitrites,  106. 
Hospitals,  modern  pattern,  374. 
Hydrophobia,  and  seasonal  meteorology,  399. 
Hygrometer,  Lowe's,  426. 

Mason's,  424. 
Hygrometry,  422. 


ISCUBATOIl,  82. 

Indigo  process  for  estimating  nitrates,  112. 


Inwnity  Mid  iBMonal  meteorology,  400. 
Intermittent  fever  ftnd  seasonal  meteorolog;,  SBl 
Iron  in  water,  167. 


"Kbrpino  Powers"  of  «  water,  IB. 
Knife-grinders  of  Sheffield,  262. 
Kocb'3  biological  metbod  for  the  examination  of  v 
Eubel'a  permanganate  of  potash  process,  27 


Lahb,  immature,  17fl. 

Lead  in  articles  of  the  household,  202. 

Ijsad  in  water,  156. 

London,  mortality  of,  402. 

temperstare  of,  362. 

M 
Magnesia,  determination  of  the,  146. 
Measles  and  seasonal  meteorology,  384. 
"Measly"  meat,  468. 
Heat  and  accidonts,  463. 

characters  of  good  and  bod,  450. 

diseased,  argumenta  for  and  agauut  its  employment,  463,  4S4. 
resurrection  of,  484. 
Memoranda  for  water  analysts,  186. 
Metallic  impurities  in  air,  258,  343. 
Metals,  poisonous,  determination  of,  154. 
Meteorological  observations,  registration  of,  439. 
Meteorology  and  health,  35S. 

seaaonal  and  disease,  380. 
Metrical  weights  and  measures,  661. 
MictO'OrganiBms,  SOS. 

in  London  waters,  86. 
Microscopic  examination  of  air,  301 . 

water,  161. 
Microzyme  teat,  25. 
Milk,  abnormal,  633. 

and  affections  of  mouth  and  throat,  544. 

and  typboid  fever,  620. 

bine,  624. 

changes  in  taste  and  odour  of,  62G. 

containing  tuborde  bacilli,  642. 
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Milk,  examination  of,  520. 

,,  chemical,  525. 

f>  >> 

»» 


estimation  of  fat,  528. 
microscopic,  522. 

excretioDS  and  secretions  of  diseased  animals,  tainted  with,  543. 

fever,  461. 

"fore,"  533. 

of  diseased  animals,  535. 

organic  impurities,  contaminated  with,  544. 

physical  peculiarities  of,  523. 

reddish,  524. 

scarlatina,  543. 

Society  of  Analysts,  processes  and  standards,  527. 

"whole,"  533. 

yellow,  523. 
Mineral  impurities  in  air,  258. 
Miners,  Cornish,  mortality  of,  258. 
Mistakes  of  water  analysts,  177. 
Montsouris  Observatory,  apparatus  employed  at,  317,  341. 

„  ,,  observations  on  air  at,  228,  304,  307. 

Mortality  and  density  of  population,  222. 
Mortality  at  different  ages  and  seasonal  meteorology,  402,  403. 
of  the  sexes,  ,,  „  404. 

N 

Nessler  reagent,  216. 
Neuralgia  and  meteorology,  360. 
New  York,  mortality  of,  403. 

Nitrates  and  Nitrites,  qualitative  examination  for,  106. 

„  quantitative        „  ,,     111. 

utility  of  the  estimation  of  the,  100. 
Nitric  acid,  the  Brucine  test  for,  109. 

„        „     the  sulphophcnic  acid  process  for  the  estimation  of,  120. 
Nitrogen,  as  nitrates  and  nitrites,  95. 

,,  ,,  ,,       in  different  strata,  98. 

„  ,,  ,,      objections  to  estimation  of,  99. 

),  „  M       rules  for  guidance  in  the  estimation  of,  122. 

Nitrous  acid,  the  metaphenylene  diamine  test  for,  110. 

,,        ,,     the  napthylamine  hydrochloride  test  for,  357. 

„        ,,     the  potassium  iodide  and  starch  tost  for,  110. 

0 

Oat,  testa  of  grain  of,  506. 
Odour,  cucumber,  of  water,  18. 
fish-like,  of  water,  17. 
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Odoni  of  differant  dUcaees,  SOS. 
Old  age  and  Beasoual  meteorology,  106. 
Opentious,  time  favourable  and  unfeToiiTable  for,  3S2, 
Opinion,  formation  of,  as  to  s  water,  1S8. 
Ordnance  bench  marki,  406. 
Organic  nitrogen  and  varbon,  66. 
matter  in  air,  232. 

„  Bemsen's  collector  of,  321. 

Smee's  ,,  S22. 

matter  in  water,  13. 

„  recent  or  decomposing,  20S. 

OTererowding  and  diseaae,  2S2. 
Oijgen  diaaolved,  estimation  of,  86. 

process,  23. 
Clone,  eatimation  of,  349. 

teat  papers,  fallacies  of,  SS2. 
Oionometry,  errors  of  old  method,  355. 


Pakaffik  in  drinking  water,  17. 
PartQrient  apoplexy  and  meat,  461. 
Parturition  or  milk  ferer,  and  milk,  542. 
Peaty  water,  diagnosis  of  a,  206. 
„         „      objections  to,  190. 
Pericarditis  and  seaaonal  meteorology,  401. 
Permangacato  and  caustic  potash  eolation,  218. 
of  potash  process,  qitalUalive,  26. 
„  quantiUUivt,  26. 

„  „        an  improved,  38. 

,,        Drs.  Lethoby'fl  and  Tidj's, 
„  „         Drs.  Woods'  and  F.  de 

Chaumont's,  33. 
Phoephatca,  determination  of  the,  150. 
FbthisiE  pulmonalis,  279. 

„  „  and  seasonal  meteorology,  39S. 

Plate  cultivations,  81. 
Plearo-pnenmoDia  and  meat,  454. 
Pneumonia  and  seasonat  meteorology,  390. 
Poisoned  animals,  meat  of,  482. 
Poisonous  gases,  257. 


Pork,  poisonoas,  477. 

Poultry,  game,  etc.,  inspection  of,  478. 

PrevioDs  sewage  contaminattou  of  water,  57. 
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Processes  of  water  analysis  compared,  63. 

„  „  ,,        value  of,  71. 

Provisions,  tinned,  488. 

Puerperal  fever  and  seasonal  meteorology,  400. 
Puti*efactive  processes,  defiling  air,  254. 


R 


Radiation,  Solar,  367. 

Rain,  albuminoid  ammonia  in,  239. 

-hand,  428. 

guage,  423. 

water,  11,  207. 
Rainey's  bodies  in  meat,  474. 
Record  of  analyses,  175. 

Keport,  preparation  of,  212.  [. 

Rheumatism  and  seasonal  meteorology,  401.  'j 

Rinderpest  and  meat,  457.  I, 

and  milk,  535.  ■ 

Rust  in  corn,  492. 

I 

s 

Samples  of  water,  collection  of,  170. 

Sarcinse,  306. 

Sausages,  poisonous,  477. 

Scarlatina  and  seasonal  meteorology,  387. 

Scarlet  fever  and  meat,  462. 

Sewage  emanations,  defiling  air,  255. 

in  water,  210. 
Sewer  gas,  pollution  of  water  with,  137. 
Sexes,  mortality  of  the,  and  seasonal  meteorology,  404. 
Silver,  nitrate  of,  standard  solution  of,  218. 
Smallpox  and  seasonal  meteorology,  383. 

of  sheep  and  meat,  457. 
Smell  of  a  water,  14. 
•*Smut"  in  com,  491. 
Soap,  standard  solution  of,  216. 
Soil,  porosity  of,  264. 
Solar  radiation,  367. 
Solid  boilies  in  air,  292. 
Solid  residue,  determination  of,  124. 

,,        „        ignition  of,  128. 
Solutions,  standard  for  water  analysis,  216. 
Spectroscope  in  hygrometr>',  427. 
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splenic  sjioplexy  and  meat,  453. 
StaDiUrd  of  pure  air,  224. 

„     water,  10. 
"Staudarils,  district,"  196. 
Starches,  variooB  Icinda  of,  600-506. 
Starch  tests  for  nitrons  acid,  110. 
Sterilizer,  hot  air,  79. 

fltenin,  78. 
Stoves,  cast  and  wrought  iron,  250. 
Sulphates,  determiuatioD  of  the,  117- 

,,  ,,  „       Houzcan's  process  for  the,  14S. 

Surgical  fever  and  meteorology,  381. 
Swine  plague  and  meat,  462. 


Tkbth,  caries  of  the,  495. 

Temperature,  corrections  for,  to  barometric  readings,  409. 
extremes  of,  364,  3(9. 
its  determination,  411. 
manHgement  of  children  and,  367. 
Thennonieler  scales,  conversion  of,  551. 
solar  max.,  414. 
Staniis,  413. 
terrestrial  inin,,  415. 
Tliermo meters,  inarkinf,'a  of  degrees  of,  420. 

verification  of,  417. 
■fliorp's  process  for  estimation  of  nitrates,  114. 

,,  „       eijieditious  modification  of,  119. 

Time  occupied  in  performing  an  analysis,  17'2. 
Tinned  provisions,  488. 
Trichina  spimlis  and  meat,  489, 

,,  „       modes  of  deteetion  of,  473. 

Trichinosis  sad  enteric  fever,  471. 
Tubercular  diseases  and  meat,  461. 
„      and  milk,  640. 
Typhoid  fever  and  meat,  462. 
„     and  milk,  520. 
,.         ,,     and  seasonal  meteorology,  390. 
Typhus  fever  and         „  „  389. 


INDEX  563 


Valuation  tables,  196. 
Vapours,  injurious,  257. 
Veal,  immature,  476. 
Vegetable  impurities  in  air,  258. 
Ventilation,  284,  288. 

absence  of,  278. 

through  walls,  287. 
Vibrio  tritici  in  com,  490. 
Volatile  matters,  amount  of,  in  a  water  residue,  132. 

w 

Wall  Papers,  260,  344. 

Wanklyn,  Chapman,  and  Smith  process,  39. 

Water  analysis,  7. 

,,        comparison  between  processes  of,  63. 
,,         value  of  processes  of,  71. 
animal  organic  matter  in,  203. 
colour  of  a,  20. 
good  artesian  well,  11. 
„     rain,  11. 

shallow  well,  11. 
spring,  10,  201. 
microscopic  examination  of  a,  161. 
polluted  by  sewage,  210. 

,,       by  sewer  gas,  137,  206. 
,,       by  urine,  209. 
suspicious,  201. 

vegetable  organic  matter  in,  204. 
wholesomeness  of  a,  9. 
Waters,  different  classes  of,  11,  58. 
Weevil  in  com,  489. 
Wheat  midge,  490. 

testa  of  grain  of,  501. 
Whooping-cough  and  seasonal  meteorology,  386. 
Wigner's,  Mr.,  valuation  table,  196. 
Wind,  direction  of  the,  and  health,  378. 

,,  ,,        and  strength  of  the,  430. 

Woolsorters'  disease,  309,  459. 

z 

Zinc  in  water,  169. 
Zymotic  test,  25. 
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